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PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse 
of time before the publications will actually appear. All information in regard 
to title, series, classification, distribution, and price given in these listings is 
preliminary and subject to change when the publications actually come from 
the press. Those so marked will be sent to depository libraries, providing, that 
at the time of going to press, the libraries were on list to receive the items 
under which these publications will be distributed. 


Alaska, its economy and market potential. (Business and Defense Services 
Administration.) 70c. @ C 41.2: Alls 


Annual report of Federal Maritime Board and Administration for fiscal year 1959. 
(Maritime Administration.) [Also issued as H. doc. 261, 86th Cong., 2d sess.] 
2c. © C 39.101 : 959 

Annual report of Tennessee Valley Authority, fiscal year 1959. $1.00. @ 

Y 3.T 25: 1/959 

Background statistics bearing on steel dispute, including supplementary tables. 
(Labor Department, Secretary’s bulletin 1.) 30c. @ L1.3/3:1 

Careers for women in physical sciences. (Women’s Bureau, Bulletin 270.) 
35c. © L 13.3 : 270 

Commodity futures statistics, July 1958-June 1959. (Agricultural Department, 
Statistical bulletin 256.) 45¢c. @ A 1.34: 256 

Common sense about managing your management job. (Veteran’s Administra- 
tion, Pamphlet 5-28.) 15c ©@ VA 1.19: 5-28 

Crude-oil and refined products pipeline mileage in United States, Jan. 1, 1959. 
(Mines Bureau, Information circular 7942.) 10c. @ I 28.27 : 7942 


Designing public warehouse for storing flat bales of cotton. (Agriculture De- 
partment, Marketing research report 355.) $1.00. © A 1.82: 355 


Drought and water surplus in agricultural soils of lower Mississippi valley area. 
(Agriculture Department, Technical bulletin 1209.) 35c. ©@ A 1.36: 1209 
Federal credit union act as amended to Nov. 30, 1959. (Federal Credit Unions 
Bureau.) 15¢c. @ FS 3.305 : F 31/959 


4th report of Attorney General, pursuant to sec. 2 of joint resolution of July 
28, 1955, consenting to interstate compact to conserve oil and gas. (Justice 
Department.) 25c. @ J 1.27: 959 


Growing rye. (Agriculture Department, Farmers’ bulletin 2145.) 10c. © 
A 1.9: 2145 


Healthy volunteers help scientists conquer disease. (National Institutes of 
Health, Public Health Service publication 714.) 15c. @ FS 2.22: D638 


Industrial market guides, footwear industry. (Business and Defense Services 
Administration.) 20c. @ C 41.6/10: F 73 


International code for radio weather reports from ships. [Revised 1960.] 
(Weather Bureau.) 15¢c. @ C 30.2: R 11/3/960 


Know your capital city. (Education Office, OF 10002.) 25¢. © 
FS 5.210: 10002 
Malheur National Wildlife Refuge. (Fish and Wildlife Service, Refuge leaflet 
47.) 10c. @ I 49.44: 47 
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Military manpower requirements and supply, 1959-63. (Labor Statistics Bu- 
reau, Bulletin 1262.) [Also issued as H. doc. 274, 86th Cong., 2d sess.] lic. @ 


L 2.3 : 1262 
National cancer institute. (National Institutes of Health, Public Health Service 
publication 458. 2d revision.) 20c. @ FS 2.22: N 21/4/959-2 


National Capital Parks. [Revised.] (National Park Service.) 15¢c. © 
I 29.6: N 21/11/959 
Natural gas act, Nov. 1, 1959. (Federal Power Commission.) 25¢c. © 
FP 1.5: G 21/959 
Naturalization laws, compilation. [Revised 1959.] (House of Representatives.) 


$1.25. © Y 1.2: N 21/3/959 
Nautical almanac, 1961. (Naval Observatory.) $2.00. @ D 213.11 : 961 
Operation of trade agreements program, 11th sayert, July 1957—June 1958. (Tar- 

iff Commission, Report 204, 2d series.) 60c. TC 1.9: 204 


Principles of radiation and contamination control manual. (Ships Bureau.) 
60c. @ D 211.6/2: R11 


Public works and construction laws, compilation. (House of Representatives.) 


$2.00. @ Y 1.2: P 96/3/959 
Quantity and quality of surface waters of Alaska, 1957. (Geological Survey, 
Water-supply paper 1500.) 45c. @ 1 19.13 : 1500 


Report of 44th National Conference on Weights and Measures, 1959. (National 
Bureau of Standards, Miscellaneous publication 228.) 65¢c. @® ©13.10: 228 


Retail produce manual, ordering, receiving and storage of produce in retail stores. 


(Agriculture Department, Marketing bulletin 3.) 5c. @ A1.95:3 
Retail produce manual, trimming produce in retail stores. (Agriculture De- 
partment, Marketing bulletin 4.) 25c. @ A1.95:4 


Science future for girls. (Women’s Bureau, Leaflet 32.) 5c. @ L 13.11: 32 
Small schools are growing larger, statistical appraisal. (Education Office, OE 


36001.) 20c. @ FS 5.236 : 36001 
Social security in United States. [Revised.] (Social Security Administration.) 
25c. @ FS 3.2: So 13/11/959 
Subterranean termites. (Agriculture Department, Home and garden bulletin 
64.) 15c. ©@ A1.77: 64 
Surface water supply of Hawaii, 1955-56. (Geological Survey, Water-supply 
paper 1449.) 60c. @ I 19.13 : 1449 
Teacher and mental health. (Public Health Service, Publication 385, revised 
1959.) 20c. @ FS 2.22: M 52/14/959 


United States Army installations and major activities in continental United 
States. (Army Department, Pamphlet 210-1, Nov. 1959.) 20c. © 
D 101.22 : 210-1/11 


What consumers should know about food additives. (Food and Drug Adminis- 


tration.) 15¢c. @ FS 13.102: F 73/6 
Your home buying ability. (Federal Housing Administration, FHA 428.) $5.00 
per 100, single copy 10c. @ HH 2.2: H 75/11 
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Abbreviations 





amdt., amdts____-__~_ a amend-yj no., nos_________-__. number, numbers. 
ments. aici a auibehes sae sverseee page, pages. 
er pn appendixes, CS =a pages of plates. 
EE : apter, chapters. i Ts acctncesendataes paragrep® » paragraphs, 
ERR Congress. “Sit ae: plate, A og 
eS yA oon ag eee portrait, portraits 
EE docum OO OLS part, parts. 
DPPO | See District. —— SSS report. 
Publications Office, | RPC............-- Recruiting Publicity 
Potomac River Naval Center. 
Command. a Senate, Senate bill. 
octavo. 7, Cet, Ole Senate concurrent reso- 
__~_ folio. lution. 
sie ae, facsimiles. ME a: Senate document. 
uarto. 4 2 =e Senate executive docu- 
reenwich hour angle. ment. 
H House. i aes __Senate joint resolution. 
m, Cee. Gee... 5.5. House concurrent reso- | S. Res_____-__-_-~- Senate resolution. 
lution. SS See Senate report. 
4) SS House document. ee wantin section, sections. 
fe See House executive docu- | se¢ss___.__.____-_~_~-- session, sessions. 
ment, ee sixteenmo. 
OE ON "eae peerere House joint resolution. kt, Se panes me at large. 
_ See eee House bill. ee euppl lement. 
Rene RT Fe House resolution. is aii delecieusiindspncnane evita tables. 
a eee House report. SS Se thirty. twomo. 
SARA Sey DES illustration, illustra- | Treas_____________ Treasury. 
eons. ot Se... twelvemo. 
a ine , inches. \ eee ere ob ee twenty-fourmo. 
“SRA = latitude. Vv volum volume 
aS ee Ue See Cfume, Volumes. 
Sere Se Bee od mile. a nore a versus. 
eae Mississippi River Com- | WPAFB----------- Wright-Patterson Air 
mission. Force Base. 
i Site =. no date. ,  - _ REARS Weather Record Proc- 
EE Ie no place. essing Center. 





Common abbreviations for the names of States, months, etc., are also used. 


Explanation 


The individual issuing deparment, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] are given for information, but do 
not appear on the title pages of the publications cataloged. Place and printer are 
not given for publications printed at the United States Government Printing 
Office, Washington, D.C. Size is not given for octavo publications. Size of maps 
is approximate, measurement being made from outer edge of border, excluding 
margin. The dates given with Senate and House documents and reports are the 
dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

The word “processed” as used in this catalog indicates publications which are 
reproduced by duplicating processes other than ordinary printing, e.g., mimeo- 
graph, multigraph, planograph, rotaprint, multilith. Processed publications are 
not obtainable from the Superintendent of Documents. Requests for them, if they 
are available, should be addressed to the issuing office or to the Office of Technical 
Services, as indicated by the distribution symbol. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations are entered in the Monthly Catalog. However, administrative and confi- 
dential (or restricted) publications are omitted. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printing cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
public sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LISTS 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent of 
Documents. Each list is arranged alphabetically by subjects, with annotations 
and prices, and may be obtained free upon application to the Superintendent of 
Documents. 

CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
not priced the only possible source would be from your Congressman. 
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HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Office of Technical Services, Commerce Department, are indicated by a farad 
(#) preceding the price. A black dot (@) indicates that the publication has been 
or will be sent to depository libraries. A dagger (ft) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (f) indicates that the document is printed for official use and is 
not obtainable. Whenever additional information concerning the method of 
procuring a document seems necessary, it will be found under the name of the 
bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the extreme 
right ; order the congressional documents and reports by the title, together with 
the document or report number and the Congress, e.g., H. doc. 108, 82d Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington 25, 
D.C., by coupon, postal money order, express order, or check. Publications can- 
not be mailed in advance of receipt of remittance. Currency may be sent at 
sender’s risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5c 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from his office. Address order 
to Superintendent of Documents, Government Printing Office, Washington 25, D.C. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, Newfoundland (including 
Labrador), and certain Central and South American countries. To other coun- 
tries the regular rate of postage is charged, and remittances must cover such 
postage. In computing foreign postage, add one-fourth of the price of the 
publication. 

LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used as 
a catalog number for sales stock of this office. The shilling mark (/) separates 
what would ordinarily be superior or inferior numbers or letters, as it is not 
practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 
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New Classification Numbers 


Forest Service. 


eh 2 OF, SSS eee Tropical Forest Research Center: Tropical for- 
est notes. 
Census Bureau. 
op RT Ee eee eee United States import duties annotated for sta- 
tistical reporting. 
op Rg ae eee United States import duties annotated, public 
bulletins. 
Weather Bureau. 
a) 8 2, Sy, es Sheets of National atlas of United States. 
Maritime Administration. 
C 39.215 :-217: Reserved 
i CE. MIR oe ek ce emnions Handbook of merchant shipping statistics (an- 
nual). 
Business and Defense Services Administration. 
C 41.6/7 :-8: Reserved 
PRS FOI os ox eos imiccgenniiaree Handbooks, manuals, guides. 
ef 0 Sy Ee erenr. aes Area development aid: Area trend series. 
Note.—See, for earlier class, C 45.13: (nos.). 
TS EE i SRR reer eae Foreign trade information on instrumentation 


[by country]. 
Note.—Earlier reports in this series were is- 
sued as Business service bulletins (C 41.3: nos.). 


Engineers Corps (Army). 
D 103.34: Reserved 
¢. oj... Water resources development by Corps of En- 
gineers by area. 
Note.—Earlier publications classified D 103.2: 
W 29 and W 29/2. 
Aeronautics Bureau (Navy). 
EE ES ee eee [Language guides] PT-—(series). 
Naval Operations Office. 
D 207.8 :-9: Reserved 


2 ee ee Dictionary of American naval fighting ships. 
Naval Personnel Bureau. 
D 208.16: v.nos.& nos____-__-_-. Navy recruiter. 
Marine Corps (Navy). 
D 214.9/3: letters & nos_______ Technical manual TM (series). 
Air Force Department. 
D 301.45/22 : letters-nos______- Wright aeronautical serial reports. 
Federal Aviation Agency. 
FAA 1.6/5: Reserved 
Tae 1.6/6: ptnes...........-- Civil air regulations. 
NoTe.—See, for earlier class, C 31.209 :(pt.nos.). 
2 TES Ss, ae ere ees Handbooks, manuals, guides. 
Rt Maps and charts. 
Pam oes One............3...- FAA statistical handbook of aviation. 


Note.—Formerly entitled CAA statistical hand- 
7 es civil aviation and classified C 81.144: 
Tae 1.55; Gate... United States active civil aircraft by State and 
County. 
Norse.—See, for earlier class, C 31.182/2:(date). 
Flight Standards Bureau. 
I I Annual reports. 
«= \. aa ae General publications. 
FAA 5.3 :—-10: Reserved 
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x GOVERNMENT PUBLICATIONS 


EE Se enter uality control digests. 
esata cane e Sete, -dien for earlier class, C 31.166(nos.). 


Public Health Service. 


FS 2.71/2: date/v.nos__------- Inventory, municipal and industrial waste 
facilities. 
General Services Administration. 
Oe 32s GONE... eek ~~ Inventory report on legislative jurisdiction 


over Federal areas within the States. 
Federal Supply Service. 
GS 2.10/3: Reserved 
Gee.eess s date... +.~ <1... Standard forms catalog. 
NotTre.—Harlier information included in Stores 
stock catalog, GS 2.10/2 :(date). 
Transportation and Public Utilities Service, 
LS: epee Handbooks, manuals, guides. 
Federal Housing Administration. 
HH 2.6/4 :—5: Reserved 


ee ae: Ot... Handbooks, manuals, guides. 
Interior Department. 
EE ee mee nena Saline water research and development prog- 


ress reports. 
Fish and Wildlife Service. 
a i Operations of Bureau of Commercial Fisheries 
under Saltonstall-Kennedy act, reports of 
Secretary of Interior. 
Norre.—Rarlier reports entitled Research and 


activities under Saltonstall-Kennedy act, annual 
report of Secretary of Interior, and classified 


1/2 : (date). 
Science Information Service Office. 
OE ea ee ee Reports. 
I General publications. 
NS 2.3 :—-7: Reserved 
a St oe Nonconventional technical information sys- 


tems in current use. 
Notre.—See, for first issue, NS 1.2: T 22. 
Civil and Defense Mobilization Office. 
Pr 34.763 :—764 : Reserved 


ioe i fg | ESE penne Posters P-—(series). 
Joint Publications Research Service. 
ZasQ: th/oee:..........-.. JPRS R (series). 
Unemployment Problems, Special Committee on, 
Senate. 
8. a alee eee Publications. 


Corrections for Previous Monthly Catalogs 


June 1959. Entry 8014, Remarks by Edward Woozley, director, Bureau of Land 
Management, Department of Interior, to Portland, Oreg., chapter of Izaak 
Walton League of America, Apr. 24, 1959. Correct class to read I 53.13: W 88/9. 


July 1959. Entry 9281, Unemployed, spring 1959, study by Department of Labor. 
Change class to read L 1.2: Un 2/2. 


—— Entry 9423, Scientific information activities of Federal agencies 2: United 
States Department of Navy, Office of Naval Research. Change distribution 
from + to * Paper, 10c. 


Sept. 1959. Entry 11771, Announcement and order form, State bulletins, v. 6, 
1957 census of governments. Correct class to read C 3.145/3 : 959-4. 


Nov. 1959. Entry 16461, Bulletin 1077, Geology of Lake Mary quadrangle Iron 
County, Mich. Correct price to read $3.25. 


—— Entry 16649, Skills, manpower, and American future, address by Under 
Secretary of Labor James T. McConnell. Correct class to read L 1.30: Oc 5/13. 
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Classified List of Government Authors 


Beginning 
Entry 
Sevieuituce.. Department... sani eee ni ebane 99 
Agricultural Conservation Program Service__...--.--~--------~----- 46 
Agricwiteent .Beribeting Berries: | ou. 65 on hh iin iine wen 67 
Agricultural Research Service____.....-..---------~----~-~-- Preven neeeeee: 91 
Commodity Stabilization Service___......._....----------~----.---- 387 
Farmer Cooperative Service_____-_____------- CP erer Leet Serer 2 eee Pe 539 
a Ra I nn ss i tei 647 
SE PN ne eee cree Cee eee 686 
eee Cisne iis Tire os i nbn kent tinne 1318 
NE ee eee aE Tee ee nos oars 205 
Blind-Made Products, Committee on Purchases of__----------------~--- 239 
TT CT RE EE TT Lee a EE Tye to 326 
EEE PS HIATT TR Cane EES Sa 342 
Oe aE MT Ry Te AR Wee hd SO a rene ens ee 343 
NN EEL FS Lt 71 
Business and Defense Services Administration____._.___---_--------~- 240 
(SS AR 2 SE Rec A eee 297 
oe LTE ST Ct EEE MO LNG Ee eS ae 365 
ee ee ese Serer rs Coe ee 579 
entien Commeres Mareen... ni le ele 659 
NN EM LT ETFO OH Sn ee ee 1053 
ees Tenens ar Beenik............ nd ele nwcus 1178 
TT, | ee Peer cers ed MELT EEL CES te eee ee ee 1189 
ee ae ee Se Ye ene ce) ee 1257 - 
I I nn ceesenprenemenelictb hits al bie LAM denee 1297 
A eet ee te ae 1380 
a i cll cacineiasntiiiiseied eet. 389 
Abemic Mnsees Joliet Commiltee... 2 os i cine bani 393 
es ee CS 8 a ee deed des 397 
ee iii since nnnibdl ewe dinates 405 
ee ee ae lee ee ae 431 
Aneel Borvinen Treat... 5 se Sen hice ie Bbness 432 
Diivivict of Chemie Commitee... bse. eck sls 435 
Government Operations Committee___________-----_----------- 437 
Interior and Insular Affairs Committee________--___--------~~-- _ 489 
Interstate and Foreign Commerce Committee__._._...-.--~---- 440 
0 SE ee ane Lee Coe tees . 441 
Merchant Marine and Fisheries Committee________----_-------- 444 
Post Office and Civil Service Committee_._..._.._----_-----------. 445 
Re eC iin kines dundallebendebdene 447 
Science and Astronautics Committee___________--__------------- 451 
NE Ss ea eee 453 


Reduction of Nonessential Federal Expenditures Joint Committee____ 
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AERONAUTICS BUREAU (Navy), Defense Dept. 


Handbook preferred circuits, Navy aeronautical electronic equipment, 
supp. 2; prepared by National Bureau of Standards, Department of 
Commerce. Apr. 1, 1959. [54] p. il. 4° (NAVAER 16-1-519.) [Issued 
in loose-leaf form.] * Paper,30c. @ Item 376 
L.C. card 56-60757 D 202.6: C 49/supp.2 


[Language guide] PT (series). ~ @ Item 374-C D 202.6/8 : (nos. ) 


1. Albanian. [1959.] 4p. f° 
L.C. card 60—60185 


German. [1959. 4 p. f° 

pa Ot Cyril o). [1959.] 4p. fe 
. Azerbaydzhani (Arabic). [1959.] 4 p. f° 

Arabic. [1959.] 4p. f° 

Russian. [1959.] 4p.f° 

Bulgarian. Mt ae | “- fe 

Czech. [19 
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21. Lithuanian. [1959.] 4p. fe 

22. Dutch. [1959.] 4p. fe 

23. Norwegian. [1959.] 4p. fe 

24. Turkmenian. [1959.] 4p. f° 

25. Persian. [1959.] 4p. fe 

26. Polish. [1959.] 4p. fe 

27. Portuguese. [1959.] 4p. fe 

28. Rumanian. [1959.] 4p. fe 

29. Spanish. 1959.] 4 p. fe 

81. Swedish. [1959.] 4p. fe 

82. Tadzhik (Arabic). [1959.] 4 p.fe° 
82a. Tadzhik (Cyrillic). [1959.] 4p. f° 
33. Turkish. [1959.] 4p. f° 

34. Ukrainian. [1959.] 4p. f° 

35. Uzbek. [1959.] 4p. f° 

36. Serbian. [1959.] 4p. f° 

87. Croatian. [1959.] 4p. fe 

88. Slovenian. [1959.] 4p. fe 


41. Chinese. [1959.] 4 p. fe 


44. Korean. [1959.] 4p. f° 
45. Mongolian (Uighur). [1959.] 6p.fe° 
46. Mongolian (Cyrillic). [1959.] 4p. fe 


AGRICULTURAL CONSERVATION PROGRAM SERVICE, 
Agriculture Dept. 


Agricultural conservation program, handbook for 1960: Alabama; Nov. 
1959. [1959.] [2]+38p. (ACP-1960-Ala.) 7 @ Item 103-A-1 
L.C. ecard 56—37555 A 90.8: Al 1b/960 


—— Arkansas; Nov. 1959. [1959.] ii+45 p. (ACP-1960-Ark.) jf 
@ Item 103—A-3 
L.C. card 56-37555 A 90.8: Ar4k/960 
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Agricultural conservation program, handbook for 1960: 
Colorado; Dec. 1959. [1959.] [2]+438 p. il (ACP-1960-Colo.) 7 


@ Item 103—A-5 
L.C. card 56-37555 . A 90.8: C 71/960 


—— Connecticut; Nov. 1959. [1959.] ii+27 p. (ACP-1960-Conn.) 7 
@ Item 103-A-6 
L.C. card 56-37555 A 90.8: C 76/960 


—— Delaware. Nov. 1959. ii+14 p. (ACP-1960-Del.) + ® Item 
103-A-7 
L.C. card 56-37555 A 90.8 : D 37/960 


— Florida; Nov. 1959. [1959.] ii+36p. (ACP-1960-Fla.) ¢ @ Item 
103—A-8 
L.C. ecard 56-37555 A 90.8 : F 66/960 


—— Idaho; Nov. 1959. [1959.] ii+35p. (ACP-1960-Idaho.) ¢ @ Item 
103-—A-10 
L.C. card 56-37555 A 90.8 : Id 1/960 
Maine; Nov. 1959. [1959.] iv+30 p. il. (ACP-1960-Me.) 7 
@ Item 103—A-17 
L.C. card 56-37555 A 90.8 : M 28/960 


— Maryland. Nov. 1959. ii+15 p. (ACP-1960-Md.) {+ ®@ Item 
103-—A-18 
L.C. card 56-37555 A 90.8: M 36/960 


— Nevada; Nov. 1959. [1959.] iii+26 p. (ACP-1960-Nev.) f 
@ Item 103—A-26 
L.C. card 56-387555 A 90.8: N 41/960 


— North Carolina. Noy. 1959. ii+30 p. (ACP-1960-N.C.) + @ Item 
103-A-31 
L.C. ecard 56—-37555 A 90.8: N 81¢/960 


—— Oklahoma; Nov. 1959. [1959.] ii+31 p.4° (ACP-1960-Okla.) + 
@ Item 103-A-34 
L.C, card 56-37555 A 90.8 : Ok 4/960 


—— Pennsylvania; Nov. 1959. [1959.] ii+36 p. (ACP-1960-Pa.) 7 
@ Item 103—A-36 
L.C. card 56-37555 A 90.8: P 38/960 


— Rhode Island; Nov. 1959. [1959.] ii+19 p. (ACP-1960-R.I.) 7 
@ Item 103-A-37 
L.C. card 56-37555 A 90.8: R 34/960 


South Dakota; Nov. 1959. [1959.] ii+34 p. (ACP-1960-S. Dak.) 
+ @ Item 103—A-39 
L.C. card 56-37555 A 90.8 : So 84/960 


—Texas; Nov. 1959. [1959.] [2]+30 p. (ACP-1960-Tex.) 7+ 
@® Item 103—A-41 
L.C. card 56-37555 A 90.8 : T 31/960 


——Utah; Nov. 1959. [1959.] [2]+30 p. il. (ACP-1960-Utah.) 7 
@ Item 103-A-42 
L.C. card 56-37555 A 90.8: Ut 1/960 


—— Vermont; Nov. 1959. [1959.] ii+18p. (ACP-1960-Vt.) 7 @ Item 
103-A-43 
L.C. ecard 56-37555 A 90.8: V 59/960 


— Washington; Nov. 1959. [1959.] ii+39 p. (ACP-1960-Wash.) 7 
@ Item 103-A-45 
L.C. card 56-37555 A 90.8: W 27/960 
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—— West Virginia. Nov. 1959. iii+31 p. (ACP-1960—-W. Va.) © Item 
103—A+46 
L.C. card 56-37555 A 90.8: W 52v/960 


Agricultural conservation program, summary by States, 1958. [Nov. 1959.] 
cover title, 96 p. 4° ([Program Analysis Division.]) [Text on p. 2 of 
cover.] ~ @ Item 103-B 
L.C. card 54-61490 A 90.10/2 : 958 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 


Acreage marketing guides, AMG (series). @ Item 18—D 
12. 1960 acreage-marketing guides: Spring vegetables, spring melons, spring 
potatoes. Nov. 1959. 47 p. il. 4° 7 A 88.26/4:12 
Agricultural outlook charts ’60. [Nov. 1959.] cover title, 78 p. il. oblong 
8° (Agricultural Research Service.) * Paper,45c. @ Item 18-B 


L.C. ecard 48-32975 A 88.8/3 : 960 
AMS (series). Tf A 88.40: (nos.) 
85. Production expenses of farm operators, by States 1949-58. [Revised 


1959.] Oct. 1959. [1]-+22 p. 4e (Agricultural Economics Division, 
Farm Income Branch.) 7 Aa ] 
L.C. eard 57—62185 

339. Method of measuring transit time for rail cars of agricultural and other 
products; [by J. Edward Jay]. [Oct. 1959.] 10 p.il.4° (Marketing 
Research Division.) [Processed.] t+ 
L.C. card Agr 59-33 

340(5). Introduction of new regional indexes for food consumption analysis; 
{by Robert J. Lavell]. Oct. 1959. p. 16-39, 4¢ (Agricultural Eco- 
nomics Division.) [Processed. Reprinted from National food situa- 
tion, July 1959.) 

346. Farm ‘panel as source of income and expenditure data; by Warren H. 
Vincent. Reprinted Oct. 1959. p. 97-102, 4° (Processed. Reprint 
from Agricultural Economics Research, vy. 11, no. 4, Oct. 1959.) ¢ 

352. Fungicidal screening tests for control of decay in Florida oranges; [by 
G. A. Meckstroth, J. R. Winston, and C. F. Melvin]. [Dec. 1959.] 
27 p. 4° (Market Quality Research Division.) [Includes list of re- 
lated publications of Agricultural Marketing Service. ] 

353. Market potentials for fats and oils in synthetic lubricants and lubricant 
additives [with list of references; by Frederick J. Poats and Royce G. 
Freese]. [Dec.1959.] 29 p.4° [Processed.] + 
L.C. card Agr 60—50 


Availability of selected fruits and juices in retail food stores, Aug. 1959. 
Nov. 1959. 19 p.il.4° (CPFJ-91.) [Processed.] 7 A 88.12/4: 91 


Beef grades and standards, past and present, remarks by John C. Pierce, 
deputy director, Livestock Division, AMS, before National Beef Industry 
Conference at Purdue University, Lafayette, Indiana, Oct. 19, 1959. 
[1959.] 6p.4° [Processed.] fT A 88.22: P61/2 


Commercial apples, production by varieties 1959 with comparisons. Nov. 
23, 1959. 12 p. 4° (FtNt 2-2-2 (11-59); Crop Reporting Board.) 
[Processed.] 7 
L.C. card 59-41517 A 88.12/15 : 959 


Cotton fiber and processing test results crop of 1959; [prepared in Stand- 
ards and Testing Branch, Cotton Division]. Nov. 24, 1959. 38 p. 4° 
(CT (1959) 9.) [Processed.] 7 A 88.11-17 : 959/9 


— Dec. 7,1959. 35p.4° (CT (1959) 10.) [Processed.] 7 
A 88.11/17 : 959/10 


1960 crop and livestock reports, content of reports and dates of release. 
Dec. 1959. 12 p. 4° (Crop Reporting Board.) [Processed.] 7 

A 88.33/2 : C 88/960 

Evaluation of agricultural flood damage by airphoto analysis of flood-plain 

samples; by Kenneth C. Nobe and Henry W. Dill, jr. [1959.] p. 102- 


106, il. 4° [Processed. Reprinted from Agricultural economics re- 
search, v. 9, no. 4, Oct. 1959.] Tf A 88.27/a: F65 
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Honey, production and stocks, Oct. 9,1959. [Oct.1959.] [12] p.4° (Hny 
(10-59) ; Crop Reporting Board.) [Processed.] 7 A 88.19/3 : 959 


Inplant food services in the South [address] by Rosalind C. Lifquist, food 
economist, before extension conference on marketing programs for ex- 
tension specialist, southern region, Marianna, Ark., Oct. 28, 1959. 12 
p. 4° [Processed.] + A 88.22: L 62 


Milk production. Nov. 12, 1959. 8 p. il. 4° (Crop Reporting Board; DA 
1-1 (11-59).) [Processed. Special in this issue 1959 dairy pasture 
season.] 7 A 88.14/2 : 959/11 


Service and regulatory announcements. + @ Item 111 
107. Rules and regulations of Secretary of Agriculture for enforcement of 
Produce agency act. Revised Nov. 1959. [1959.] 4 p. (Tie er > 4 
pt. 48 of Code of Federal regulations. ] 6/3: 107 
United States standards for grades of dehydrated, low aul apricots, 
effective Nov. 30, 1959. 1st issue. i. [21+5 p. 4° [Processed. 
Published in Federal register Oct. 29, 1959.] + Chief, Processed Prod- 
ucts Standardization and Inspection ‘Branch, Fruit and Vegetable Divi- 
sion, Agricultural Marketing Service, Department of Agriculture, 
Washington 25, D.C. A 88.6/2: Ap 68/2 


United States standards for grades of dehydrated low moisture peaches, 
effective Nov. 30, 1959. 1st issue. [1959.] [2]-++5 p. 4° [Processed. 
Published in Federal Register, Oct. 29, 1959.] + Chief, Processed Prod- 
ucts Standardization and Inspection Branch, Fruit and Vegetable Divi- 
sion, Agricultural Marketing Service, United States Department of 
Agriculture, Washington 25, D.C. A 88.6/2: P 313/3 


United States standards for grades of canned grapefruit, effective Nov. 6, 
1959. 5th issue. [1959.] [2]+6 p. 4° [Processed. Supersedes stand- 
ards in effect since Jan. 19, 1954.] + A 88.6/2 : G 767/959 


Vegetables, fresh market, 1959 annual summary, acreage, production and 
value of principal commercial crops by seasonal groups and States with 
comparisons. Dec. 16, 1959. 56 p. 4° (Crop Reporting Board; Vg 2-2 
(59).) + @ Item 24-E 
L.C. card 57-60081 A 88.12/6-2: V 52/959 


Vegetables, processing, 1959 annual summary, acreage, production and 
value of principal commercial corps, by States with comparisons: Dec. 
16, 1959. [1959.] 18 p. 4° (Vg 3-2(59); Crop Reporting Board.) 
[Processed.] + 
L.C. ecard 57-62199 A 88.12/6-2 : V 52/2/959 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 


ARS (series). + A 77.15: (nos. ) 
22-50. Hay crop silage. Nov. 1959. [2]+18 p. il. 4° (ARS special report.) 
@ Item 25-B 


L.C. ecard Agr. 60—25 

34-9. Crops research: Plant explorations, ornamentals in_ Italy, southern 
France, Spain, Portugal, England, and Scotland. Oct. 1959. cover 
title, viii+180 p. il. 4° [Prepared in cooperation with Longwood 
Gardens of Longwood Foundation, Inc.] @ Item 25-B 
L.C. eard Agr 60-10 

43-95. Impacts of changes in land use, study of urban-rural area of south- 
eastern Wisconsin: [by Arthur J. Walrath]. Nov. 1959. cover title. 
ii+53 p. il. 4° ({Farm Economics Research Division.]) [Prepared 
in cooperation with Wisconsin Agricultural Experiment Station.] 
@ Item 25-B 
L.C. card Agr 60-33 

43-108. Farm economics publications currently available; [prepared in Farm 
Economics Research Division]. Oct. 1959. cover ttile, ii+16 p. 4° 
[Processed.] f 

91-15. Proceedings, tuberculosis eradication conference, held at College of Vet- 
erinary Medicine Michigan State University, East Lansing, Mich., 
June 16—20,1958. [1959.] cover title, [2]+186 p. il. 4° @ Item 25-B 
L.C. card 60—60257 
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Beef for family use by Hazel K. Stiebeling, director, Institute of Home 
Economics, at National Beef Industry Conference, Purdue University, 
Oct. 19-20, 1959 [address]. [1959.] 5 leaves, 4° [Processed.] 7 

A 77.713: St 5/5 


Cooperative State-Federal tuberculosis eradication program, statistical 
tables, fiscal year 1959. [1959.] [17] p. 4° (Animal Disease Eradica- 
tion Division.) [Processed.] 7+ 
L.C. card 59-61779 A 77.212/5 : 959 


Present status and selected results of Great Plains survey, by Howard L. 
Hill, agricultural economist, address, meeting of Great Plains Tenure 
Committee, Stillwater, Okla., Sept. 30-Oct. 2, 1959. [1959.] 16 p. 4° 
[Processed.] 7 A 7710: H55 


AGRICULTURE DEPARTMENT 


Notre.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 


[Address by Secretary of Agriculture Ezra Taft Benson before National 
Mechanical Corn Picking Contest, Straughn, Ind., Oct. 16, 1959.] 
[1959.] [1]+13 p. 4° (USDA 2893-59.) [Processed. Includes high- 
lights of talk.] 7 A 1.40: B 44/276 


Agriculture handbooks. ®@ Item 3 A 1.76: (nos.) 

131. Television film catalog of Department of Agriculture; [prepared by Motion 
Picture Service, Office of Information]. [Revised Oct. 1959.] [1959.] 
cover title, 37 p. [Text on p. 2 of cover.] * Paper, 20c. 
L.C. eard Agr 57-213 

169. Snow-survey sampling guide; [prepared by George Watt and others]. 
Dec. 1959.] cover title, [1]+38 p. il. narrow 8° (Soil Conservation 
Service.) [Pages 34-88 left blank for notes.] * Paper, 25c 
L.C. card Agr 60-16 

171. Increasing potato-harvester efficiency; by A. H. Glaves and G. W. French. 
Dec. 1959.) [2]+13 p. il. 4° (Agricultural Research Service.) 
* Paper, 15c. 
L.C. card Agr 60—43 


Agriculture information bulletins. @ Item 4 A 1.75: (nos. ) 

207. Growing dates in United States Nang list of literature cited]; by Roy W. 
Nixon. [Nov. 1959.] [2]+50 p. il. (Agricultural Research Service.) 
yay of Department circular 728, Date culture in United States.] 
*Pa 0c. 
L.C. — Agr 60-32 

210. Ares of water to crops on saline soils; [by L. A. Richards]. [Nov. 
1959.) [2]+10 P. il. (Agricultural Research Service.) * Paper, 10c. 
L.C. ecard Agr 60—44 


Church leadership and low income rural people, [by] True D. Morse, Under 
Secretary of Agriculture and Chairman of National Committee for 
Rural development program, notes used in panel discussion at 1959 
annual fall workshop of Council of Churches National Capital Area, 
Sept. 28, 1959. [1959.] 2 p. 4° [Processed.] 7 A 1.40: M 83/108 


Farmers’ bulletins. © Item 9 A1.9:(nos.) 


1560. Pesperieg reuberrine for market; [by W. W. Morrison]. [Revised Nov. 
1959.]  [1959.] ii+18 p. il. (Fruit and Vegetable Division, Agri- 
cultural Marketing Service.]) * Paper, 15c. 
L.C. card Agr 60— 

2105. Ornamental hedges ‘for northern seeet Plains; [by W. P. Baird]. [May 
1957, revised Nov. 1959.) [1959.] [2]+34 p. il. ([Crops Research 
Division, Agricultural Research Service. ]) [Supersedes Farmers’ bulle- 
tin 1898, Hedge plants for northern Great Plains.] * Paper, 20c. 

2141. Beef cattle, dehorning, castrating, branding and marking; [by R. T. Clark, 
A. L. Baker and George E. Whitmore]. [Nov. 1959.] 16 p. il. (Sup- 
ersedes Farmers’ bulletin 1600.) * Paper, 10c. 

L.C. card Agr 60-18 

2142. Library service for rural people; [prepared by committee of American 
4ibrary Association headed by Hannis S. Smith]. Sept. 1959. [2]+ 
20+[2] p. il. [Published in cooperation with Department of Health, 
Education, and Welfare, Office of Education, Library Services Branch. j 
* Paper, 15c. 

L.C. card Agr 60—29 
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Farmers’ bulletins. @ Item 9—Continued 


2143. Irrigating corn in humid regions; [by V. C. Jamison and O. W. Beale]. 
{Nov. 1959.] 16p.il. * Paper, 10c. 
L.C. eard Agr 60—34 
2144. Managing farm fields, wetlands, and waters for wild ducks in the South; 
a Verne E. Davison and William W. Neely]. [Nov. 1959.] [2]+14 


pi ({Soil Conservation Service.]) * Paper, 10c. 
C. card Agr 60—21 
Home and garden bulletins. @ Item 11 A 1.77 : (nos.) 


44. a insects, how to control them in home garden; [by W. J. Reid, iis and 
F. Cuthbert, jr.]. [Mar. 1955, slightly revised Nov. 1959.] 1959.) 
(3) p. oblong ‘ge, folded into narrow 8° size. ({Entomology Research 
Division, Agricultural Research Service.]) * Paper, 5c. 

65. Growing chrysanthemums in home garden; [prepared by Crops Research 
Division, Agricultural Research Service]. (Dec. 1959.] 8p. il. * Paper, 


5c. 
L.C. card Agr 60-41 


Home economics research reports. @ Item 11-B 


8. Quality of apples for household use, ET i & chemical, and palatability 
studies [with list of literature cited] ; B. Kirkpatrick {and others]. 
Oct. 1959. iv+79 p. il. 4 pl. FO dy futrition Research Division, 
Agricultural Research Service.) * Paper, 40c. 
L.C. ecard Agr 60-31 

9. Factors influencing palatability, vitamin content, and yield of cooked beef 
[with list of literature cited]; prepared by Elsie H. Hawson [and others]. 
Oct. 1959. vi+83 p. il. 4° (Human Nutrition Research Division, Agri- 
cultural Research Service.) * Paper, 50c. 
L.C. card Agr 60-26 


Household food consumption survey 1955, report. @ Item 11—A 


14. Food consumption and dietary levels of households as related to age of 
homemaker, United States, by region; [prepared by Household Economics 
Research Division, Institute of Home Economics]. [Oct. 1959.] cover 
title, 134 p. il. oblong 8° ([{Agricultural Research Service and Agricul- 
tural Marketing Service.]) [Includes list of selected publications from 
other surveys of family food consumption and dietary levels.] * yr yr 


Leafiets. @ Item 12 A 1.35: (nos.) 


399. Hornworms on tobacco, how to control them; [prepared by Entomology Re- 
search Division, Agricultural Research Service]. [Jan. 1956, slightly 
revised Nov. 1959. ] [1959.] [6] p. il. narrow 8° [ Supersedes Leaflet 
3 Control of hornworms on tobacco.] * Paper, $2.50 per 100; single 


,» OC. 

401. White: fringed beetle how to control it with insecticides, how to prevent its 
spread [prepared by personnel of Plant Pest Control Division, Gulfport, 
Miss., and Entomology Research Division, Agricultural Research Service. ] 
{Jan. 1956, slightly revised June 1959.] [1959.] 8 p. il. [Some of the 
illustrations are colored.] * Paper, 10e. 
L.C. card Agr 59—202 

458. Autumn olive for wildlife and other conservation uses; [by Philip F. Allan 
and Wilmer W. Steiner]. [Nov. 1959.] 8 p. il. ([Soil Conservation 
Service.]) * Paper, 5e. 
L.C. ecard Agr 60-28 

459. Cattle walkways, aid to coastal marsh range conservation; [by Robert E. 
Williams]. [Nov. 1959.] 8 p. il 4° ([Soil Conservation Service. ] ) 
* Paper, 10c. 
L.C. card Agr 60-19 

460. What is conservation ranch plan? [by Soil Conservation Service.] [Nov. 
1959.] [2] p. il. large 4° folded into narrow 8° size. * Paper, 10c. 


Marketing bulletin. 


2. Retail produce manual: Organization of work area ‘ handling produce in 
retail stores. [Nov. 1959.] [3]+8 p. il. 4° nqpeaiterel Marketing 
Service and Federal Extension Service.) Ye with assistance of 
Supermarket news, New York, N.Y. Issued in loose-leaf form.] * Paper, 15c. 
@ Item 13-G A1.95:2 


Marketing research reports. @ Item 13-B A 1.82: (nos.) 


366. Conmene and cartoning eggs at country plants; [by Robert M. Conlogue]. 
[Dec. 1959.] 16 p. il. (Agricultural Marketing Service, Marketing Re- 
search Division.) * Paper, 10c. 

.C. card Agr 60-35 
367. Evaluating soybeans oy dielectric a and other methods; [by Harland 
. Doughty]. [Oct. 1959.] 36 4° (Agricultural Marketing Serv- 
ice, Marketing neds Division. ¥ * Paper, 25c. 
L.C,. card Agr 60— 
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JANUARY 1960 


8. ur cream, study of its market potential in Des Moines, Iowa ; [by Edward 

- ~~ McGrath and Margaret Weidenhamer]. [Oct. 1959.] 42+ [1] p. il. 4° 
(Marketing Research Division, Agricultural Marketing Service.) 
I Ceane Ag 60-13 
4, car ro 

372. Effect of HS alr purchases of nonfat dry milk on purchases of fresh milk, 
evaporated milk, filled milk; [by Michael G. Van Dress and Mardy Myers}. 
[Nov. 1959.] 382 p. il. 4° (Agricultural Marketing Service, Marketing 
prere ave) * Paper, 20c. 
L.C. card Agr 

873. Marketing domestic dates, packinghouse practices and costs [with bibliog- 
raphy; by Dale G. Stallings]. [Nov. 1959.] 19 p. il. 4° * Paper, 15c. 
L.C. card Agr 60-36 

374. Sprinkling hogs in trucks to reduce losses from heat; [by Russell H. Hinds, 
jr., and Robert F. Guilfoy, jr.]. [Nov. 1959.] 44 p. il. 4° (Agricul- 
tural Marketing Service, Marketing Research Division.) [Supersedes 
Marketing research report 172, Tests of sprinkler system for hot-weather 
hauling of live hogs in truck-trailers.] * Paper, 25c. 
L.C. ecard Agr 60-5 


Miscellaneous publication. @ Item 13—-A 
806. Shed roof construction. Sept. 1959. 1 p. il. 4° (Cooperative farm build- 
ing plan exchange; plans nos. 5855, 5856, 5857, 5858.) * Paper, 5c. 
A 1.38 : 806 
PA (series). 


403. Food storage guide for schools and institutions; [prepared by Food Distribu- 
tion Division in cooperation with Marketing Research Division, Agricul- 
tural Marketing Service.] [Nov. 1959.] iv+42 p. il. 4° (Agricultural 
Marketing Service.) * Paper, 25c. 

L.C. card Agr 60-40 A 1.68 : 403 


Report of technical study group: Farm mechanization in Soviet Union; 
[prepared by K. D. Butler and others]. [Nov. 1959.] cover title, [2]+33 
p. il. 4° [Text on p. 2 of cover.] (Agricultural Research Service.) 
* Paper, 25c. @ Item 13-F 
L.C. card Agr 60-30 A 1.94: M 46 


Rural Development Workshop, Jackson’s Mill State 4-H Camp, major 
addresses presented. [1959.] cover title, 78 p. 4° [Processed. Part 2 
of Jackson’s Mill Conference report.] 7 A 1.2: R 88/pt.2 


Rural Development Workshop, Jackson’s Mill State 4-H Camp, Weston, 
W. Va., May 11-15, 1959, work group reports. [1959.] cover title, 24 p. 
4° [Processed. Summaries of work group discussions and recommenda- 
tions.] 7 A1.2: R88 


Statistical bulletin. @ Item 15 
99. Sagpement for 1959 to Statistics on cotton and related data; [prepared by 
Mary L. Fleming and Mildred V. Jones.] Dec. 1959. [2]+125 p. 4° 
(Agricultural Marketing Service.) * Paper, 55c. 
L.C. card Agr 57-92 A 1.34 : 99/2/supp.959 


Technical bulletins. @ Item 16 A 1.36: (nos. ) 

1204. Demand, supply, and price structure for eggs [with list of literature cited] ; 
by Martin J. Gerra. Nov. 1959. iii4-157 p. il. (Agricultural Market- 
ing Service.) * Paper, 50c. 
L.C. card Agr 60-6 

1206. Eighteen years of selection, timber management on Crossett Experimental 
Forest [with list of literature cited]: by R. R. Reynolds. Nov. 1959. 
cover title, iv+68 p.il. (Forest Service.) * Paper, 30c. 
L.C. ecard Agr 60-7 

1210. Changes in American textile industry. competition, structure, facilities, 
costs [with list of literature cited]: by L. D. Howell. Noy. 1959. 
xi+337 p. il. (Marketing Research Division, Agricultural Marketing 
Service.) [Extends and brings up to date Technical bulletins 891 and 
1062, published in 1945 and 1952.] * Paper, $1.00. 
L.C. card Agr 60-8 


ATR FORCE DEPARTMENT, Defense Dept. 


Aerospace glossary; Woodford Agee Heflin, editor. Sept. 1959. iii+115 
p. 4° (Research Studies Institute, Air University: [Air University 
documentary research study, AU-282-58-RSI].) [Processed.] + 
L.C. card 60-60268 D 301.26/3: Ae 8/2 
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GOVERNMENT PUBLICATIONS 


AFCRC technical note TN (series). (Air Force Cambridge Research 
Center, Air Research and Development Command.) [ Processed. ] 
#(Price upon application if not given in entry). D 301.45/4-2 : (nos. ) 


59-252. See, below, GRD research notes 12. 

59-444. See, below, GRD research notes 19. 

59-461. Ice structures, Snqiossed Lake Northwest Greenland [with list of 
references cited; by] L. D. Taylor, J. B. Lyons, Dartmouth College, 
Hanover, N.H. Sept. 1, 1959. [5]+383 p. il. 4° (Scientific report 
#1, contract AF19(604)—2159, Geophysics Research Directorate.) 
L.C’ card 60-60306 


AFCRC technical report TR (series). (Air Force Cambridge Research 
Center, Air Research and Development Command.) [ Processed. ] 
® (Price upon application if not given in entry). D 301.45/4 : (nos. ) 


59-161. Investigation and evaluation of various processes in solid state and 
—* electronics, final report to Electronics Research Directorate : 
pt. Crystal growth processes and design study for crystal-growth 
Pratt {with list of references]. June 30, 1959. x+135 p. il. 4° 
(ASTIA document AD 217853; contract AF 19(604)-—4116.) © Pa- 

er, $2.75 (PB 161009). 
.C. card 60-60283 

59-161. Investigation and evaluation of various processes in solid state and 
gaseous electronics, final report to Electronics Research Directorate : 
pt. 2, Gaseous- . wy physics [with list of references]. June 30, 
1959, x+97 p. il. 4° (ASTIA document AD 217853 ; contract AF 19 
oe tee -) . Misia’ $2.50 (PB 161011). 

C. card 60—60283 


AFOSR TN (series). (Air Force Office of Scientific Research, Air Re- 


search and Development Command.) D 301.45/18 : (nos. ) 


59-590. Direct nuclear electrogenerator, analysis of cylindrical electrode con- 
figuration [with list of references]; by Alfred Schock, research engi- 
neer, Fairchild Engine Division, Deer Park, N.Y. June 15, 1959. [10] 
leaves +133 p. il. 4° (ASTIA AD 216 812, contract AF 49(638)-15.) 


® Paper, $2.75 
D 301.45/18 : 59-590 


Air Force manual AFM (series). D 301.7 : (nos. ) 
50-28. Recognition instructor’s guide xe a of additional training material 
publications]. [1959.] iv+35 4° t{ @Item 421 


51-40, v. 3. Air navigation; [May 1959]. (1959.1 [226] p. il. 4° [Issued in 
loose-leaf form.] * Fabrikoid, $4.25 
L.C. card 54—60457 

67-1. USAF supply manual: v. 5 [AF medical service supplies and equip- 
ment], amdt. 20; Dec. 7, 1959. [1959.] iv-+ [102] p. il. 4° [Issued 
in loose-leafform.] t @ Item 421 

67-1. USAF supply manual: v. 13 [Excess and surplus personal property], 
amdt. 31, Dec. 21, 1959. [1959.] iii+ [212] p. 4° [Issued in loose- 
leaf form.] { @ Item 421 

95-1. Basic photography; [{Sept. 15, 1959]. [1959.] iv+187 p. il. 4° 
{Issued in loose-leaf form. Supersedes AFM 95-1, July 1953.] 
* Fabricord, $2.00. 
L.C. card 60—60188 

200-132. Polar bibliography, v. 3; Aug. 15, 1959. [1959.] ix+258 p. 4° ([AD 
214145 ; Army Dept.], DA pamphlet 70-3; [Naval Operations Office], 
OPNAV instruction P-3470—-3 ch. 2; [Marine Corps], NAVMC 
1127.]) [Produced by Science and Technology Division of Library 
of Congress.] t @ Item 421 
L.C. card 56—-63799 


Air Force pamphlet AFP (series). D 301.35 : (nos. ) 
5-2-1. See Armed Forces Information and Education Office DOD pamphlet 7-6. 
34-33-21. Ses an Forces Information and Education Office, Pocket guide to 

pain 
34-10-12. Personnel services: Foreign exchange guide; Oct. 1, 1959. [1959.] 
15 p. narrow 16° { @ Item 421-A D 301.35 : 34-10-12 


35-—5-3. First aid for airmen; Nov. 1, 1959. [1959.] cover title, [4]+152 p. 
oblong 32° [Supersedes AFM-—160—-24, Jan. 20, 1956.) ¢ 
@ Item 421-A 
L.C. card 60—60205 


Air force surveys in geophysics. ® (Price upon application.) 


115. ARDC model of atmosphere, 1959 [with list of references; by] 
Minzner, K. S. W. Champion, H. L. Pond. Aug. 1959. ene iste [10] . 
il.4° (AFCRC—TR-59-—267 ; Photochemistry Laboratory.) 

L.C. card 60—60305 D 301.45/9 : 115 
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JANUARY 1960 


156 American foreign policy in growth and action; [by] Hilton P. Gross and 
Charles M. Thomas. 3d edition. [Maxwell Air Force Base, Ala.] 
1959. xi+335 p. 4° ([Air University documentary research study, AU 
281-57-RSI]; Documentary Research Division, Research Studies In- 
stitute.) ¢ ¢ 
L.C. card 60—60249 D 301.26/38 : F 76/959 


157 Background information on Soviet Union; [by] Kenneth R. Whiting. 1959 
vi+112 p. il. 4° (Documentary Research Division, Research Studies 
Institute, Air University ; [Air University Documentary Research Study 
(AU-279-57-RSI.)] [Processed. Includes list of selected readings on 
Soviet education. Accompanied by a map in color, entitled Orientation 
maps of U.S.S.R.,19.5x29in.] ¢ 
L.C. card 60—-60248 D 301.26/3: So8 


GRD research notes. (Geophysics Research Directorate, Air Force Cam- 
bridge Research Center, Air Research and Development Command, 
Bedford, Mass.) [Processed.] ® (Price upon application.) 

D 301.45/16 : (nos. ) 
158 12. Numerical experiments in forecasting air and soil Sumpenatune profiles [with 
list of references; by] Donald W. Stevens. July 1959. vii+65+ [6] p. 
il. 4° (AFCRC-—TN-59-—252; project 7655 task 76551; Atmospheric Cir- 
culations Laboratory.) [Processed. ] 
159 19. Artificial gw from nuclear tests up to Nov. 1958 [with list of 
references ; byd A. Martell. Sept. 1959. vii+15+-[6] p. il 4° 
(AFCRC-TN— worry project 7690; Atmospheric Circulations Laboratory.) 
L.C. card 59-64276 
160 Index of specifications and related publications (used by) Air Force, mili- 
tary index, v.4; Apr. 1, 1959. [1959.] cover title, [1]+vii+ [714] p. 4° 
(Air Research and Development Command, Wright Air Development 
Center, Wright-Patterson Air Force Base, Ohio.) [Semiannual. Issued 
with perforations.] * Paper, $5.00 a yr. (including 2 basic indexes and 
10 monthly cumulative supplements), $2.00 additional for foreign mailing 
1-3 yr. subs.). @ Item 424—-A 


L.C. ecard 51-60932 D 301.28 : 959 
On-the-job training package. 

161 JL92130. Rescue and survival specialist; prepared by Keesler Technical Train- 

ing Center, Miss., Air Training Command. Apr. 1959. xxii+ [226] 

p. il. 4° * Paper, 70c. D 301.38/5 : JL 92130 


PACAF [Pacific Air Forces] basic bibliographies. [Processed.] + Head- 
quarters, Pacific Air Forces, ATTN: PFPPS-—R, Command Librarian, 
APO 953, San Francisco, Calif. 


162 Education ; prepared by Mary E. Stillman. Sept. 1, 1959. [1]+iv+28 p. 4° 
| Processed. Supersedes edition of Aug. 15, 1958.) 
L.C. card 58—61793 D 301.62: Ed 8/959 


163° Space bibliography through 1958; [by] Raymond Estep. [Maxwell Air 
Force Base, Ala., Sept. 1959.] iv+109 p.4° ([Air University documen- 
tary research study, AU-283—58—-RSI] ; Documentary Research Division, 
Research Studies Institute.) tf 
L.C. card 60—-60247 D 301.26/3: Sp1 


Specification bulletins. [Issued with perforations.] { D301.19:(nos.) 


164 59. Sueeottees applicable to design and construction of air frames. April 1, 
1959. [1]+iii+192 p. 4° Les se ng Fe ny Wright Air Development Cen- 
ter, Wright-Patterson Kir Force Base, Ohio.) 

165 515. Control of nonconforming supplies; Nov. 3, 1959. AF-—~WP-O-—Dec. 1959. 
6p.4° [Processed.] 


Translations. [Prepared under auspices of Liaison Office, Technical In- 
formation Center, Wright-Patterson AFB, Ohio. | 
166 Index of abbreviated and full titles of scientific and technical periodical literature 
(Ukazatel’ sokrashchennykh i polnykh nazcaniy nauchnoy i tekhnicheskoy lit- 
eratury). [1959.] [3]+1- 156A-4-157_ - ad p. 4° [Source: Publishing House of 
USSR Academy of Sciences, Moscow, 1957. Unedited and unprepared for publica- 
tion. ]} ® Paper, $4.00 (59-21176). 
L.C. card 60-60261 D 301.264: Sei 2 
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GOVERNMENT PUBLICATIONS 


New aromatic systems: 1, Ferrocene as aromatic system [with list of literature] : 
by A. N. Nesmeyanov, B. G. Perevalova. [1959] [2]+45 p. 4°([F-TS- 
9697/V.]) [ Processed. Source: Khimicheskaya Nauks I Promyshlennost’, 
1958, v.38, no. 2.] & Paper, $1.25 (59-21177). 

L.C. ecard 60—-60262 D 301.64: Ar 6 


United States Air Force Jand] Navy flight information publication plan- 
ning [insert]. [1959.] [1]+11+[17] p. il. 4° [Processed. Issued in 
loose-leaf form.] tf D 301.52 : 958/insert—5 


{United States Air Force and Navy] revision notice and check list flight 
information publication planning: Alaska, Canada and North Atlantic. 
Nov. 4, 1959. [4]+23 p. il. 4° [Processed. Issued with perfora- 


tions.] f D 301.52 : 958/rev.-29 
——Europe. Nov. 1, 1959. [4]+121 p. il. 4° [Processed. Issued with 
perforations.] ft D 301.52 : 958/rev.—30 
—— Europe. Nov. 2, 1959. [4]+10 p. il. 4° [Processed. Issued with 
perforations.] tf D 301.52 : 958/rev.-31 


—— Europe. Dec. 10, 1959. [4]+117 p. il. 4° [Processed. Issued with 
perforations. Replaces issue of Nov. 1,1959.] { D 301.52: 958/rev.—35 


—— International rules and procedures. Nov. 18, 1959. [12] p. il. 4° 


[Processed. Issued in loose-leaf form.] tf D 301.52 : 958/rev.—34 
—— United States. Nov. 4, 1959. [4] p. il. 4° [Processed. Issued with 
perforations.] f D 301.52 : 958/rev.—32 
—— United States. Nov. 4, 1959. [4]+69+ [2] p. il. 4° [Processed. 
Issued with perforations.] f{ D 301.52 : 958/rev.—33 
WADC technical notes. (Wright Air Development Center, Air Research 
and Development Command.) [Processed.] D 301.45/13 : (nos. ) 


59-196. Prediction of Air Force training and proficiency criteria from airman 
classification battery AC—2A [with list of references]; by Leland D. 
Brokaw. Oct. 1959. vi+14+[4] p. 4° (Personnel Laboratory, 
Lackland Air Force Base, Tex., project 7717, task 87006.) (Price 
upon application). 

59-197. Preparation of airman classification test 1960 [with list of references] ; 
by William B. Leeznar. Oct. 1959. iii+5+ [4] p. 4° (Personnel 
Laboratory, Lackland Air Force Base, Tex., project 7717, task 87002.) 
(Price upon application). 


WADC technical reports. (Wright Air Development Center, Air Research 
and Development Command, Wright-Patterson Air Force Base, Ohio.) 
[Processed. ] D 301.45/5: (nos. ) 
57-556. Mathematics for digital computers: v. 1, Multivariate interpolation 

[with bibliography and notes; by] William Edmund Milne [and others], 
Oregon State College. Feb. 1958. [1]-+v+111 p. il. 4° (ASTIA 
document AD 131033; Aeronautical Research Laboratory, contract 
AF 33(616)-—3216, project 7—-7062, task 70924.) # Paper, $2.50 (PB 
151200). 

57-599. Ultrathermic capacitor [with bibliography]; by Gaines W. Monk, Amer- 
ican Machine & Foundry Company. Aug. 1958. [1]+viii+72 p. iL 
4° (ASTIA document AD 155838 ; Electronic Components Laboratory, 
contract AF 33(616)-—3605; project 4155.) @Paper, $2.25 (PB 
151256). 

58-77. Rapid response magnetic amplifiers [with bibliography; by] Peter H. 
Sawitz, American Research and Manufacturing Corporation. Sept. 
1958. [1]+vi+47 p. 4° (ASTIA document AD 155897; Electronics 
Components Laboratory, contract AF 33(616)—-3377, project 4155.) 
® Paper, $1.50 (PB 151458). 

58-136. Research on fine-particle permanent magnet materials; [by] Ami E. 
Berkowitz, William J. Schuele, Franklin Institute Laboratories for 
Research and Development. Apr. 1958. [1]+v+50 p. il. 4° 
(ASTIA document AD 155760, Aeronautical Research Laboratory, con- 
tract no. AF 33(616)—5041, project 7021, task 70651.) & Paper, $1.50 
(PB 151262). 
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JANUARY 1960 


58-269. High temperature coatings for chromium hot work tool steels; [by] 
Elwood i. Norris, Meteut Research Associates Inc. Oct. 1958. iPy 
vi+84 p. il. 4° (ASTIA document 203121; Materials Laboratory, 
contract AF 33(616)—3916, project 7312.) Paper, $2.25 (P 
151423). 

58-476. Thermophysical properties of solid materials [with list of references ; by] 
Alexander Goldsmith, Thomas E. Waterman, Armour Research Founda- 
tion. Jan. 1959. iii+([426] p. il. 4° (ASTIA document no. 207905 ; 
Materials Laboratory, contract AF 33(616)-5212, project 7381.) 
# Paper, $6.00 (PB 151715). 

58-600. Metal-ceramic laminates [with bibliography; by] R. K. Francis [and 
others], State University of New York, College of Ceramics at Alfred 
University. Nov. 1958. [1]+vii+69 p. il. 4° (ASTIA document 
AD 205549; Aeronautical Research Laboratory, contract AF 33(616)- 
3798, project 8—(8—7022) task 70634.) Paper $2.00 (PB 151664). 


Wright aeronautical serial report. 


MP.00-159. Machining characteristics of high strength thermal resistant mate- 
rials: phase 1, Survey of existing information, isolation of prob- 
lems, work period Dec. 22, 1957 to Feb. 10, 1958 [with literature 
survey]; Feb. 28, 1958. [1959.] vi+ [154] p. (Subcontractor, 
Metcut Research Associates, Cincinnati 9, Ohio.) # Paper, $3.00 
(PB 151774). D 301.45/22 : MP.00—-159 


AMERICAN ETHNOLOGY BUREAU, Smithsonian Institution 


Bulletin. 
143. Handbook of South American Indians: v. 7, Index. 1959. vi+286 p. 
[Also issued as H. doc. 189, 85th Cong., 1st sess.] * Cloth, $2.00. 
@ item 913 
L.C. card 46-—26504 SI 2.3 : 148/v.7 


AMERICAN HISTORICAL ASSOCIATION, Smithsonian Institution 


Annual report of American Historical Association, 1958: v. 1, Proceedings. 
[1959.]  xxvii+59 p. [Includes report of secretary-treasurer for Pacific 
Coast Branch for 1958. Also issued as H. doc. 125, 86th Cong., Ist 
sess.] * Paper,40c. @ Item 915 
L.C. card 4-18261 SI 4.1: 958/v.1 


APPRENTICESHIP AND TRAINING BUREAU, Labor Dept. 


Careers in apprenticeship [with list of additional readings]. [1959.] 
[10] p. [Prepared in cooperation with Education Office, Department of 
Health, Education and Welfare]. + @ Item 748 L 23.2: C18 


ARMED FORCES INFORMATION AND EDUCATION OFFICE, 
Defense Dept. 


DOD pamphlets. D 2.14: (nos. ) 
2-19. See, below, Pocket guide to Spain. 
7-6. USAFI [United States Armed Forces Institute] catalog, 10th edition, 
change 1. Dec. 7, 1959. 1p.4° ([Army Dept.], DA pam 350-1; [Navy 
Dept.], NAVPERS 15857D; [Air Force Dept.], AFP 5-2-1; [Marine 
Corps.], NAVMC 1073.) ¢ 
Pocket guide to Spain; [Sept. 21, 1959]. [1959.] iv+100 p. il. small 4° 
({Armed Forces Information and Education Office, DOD pamphlet 2-19; 
Army Dept., DA pamphlet 20-187; Navy Dept., NAVPERS 92654; Air 
Force Dept., AFP 34-3-21, Marine Corps, NAVMC 2516.]) [Other il- 
lustrations in color on p. 1-4 of cover.] * Paper, 40c. @ Item 314 & 
312-A D 2.8: Sp 1/959 
L.C. card 60-60376 


ARMY DEPARTMENT, Defense Dept. 


Pamphlets. D 101.22 : (nos. ) 


12-141. Enlisted evaluation system: MOS proficiency test aid for light and 
medium field artillery crewman (MOS code 141) [with list of 
study references]. 1959. [1]+5p. ~ @ Item 327 
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GOVERNMENT PUBLICATIONS 


Pamphlets—Continued 


12-147. Enlisted evaluation system: MOS proficiency test aid for field artil- 
lery rocket crewman (Honest John) (MOS code 147) [with list 
+E aad references] ; Dec. 1959. [1959.] [1]+5 p. =} @ Item 
DS ‘ 

12-443(B). Enlisted evaluation system MOS proficiency test aid for machinist 

MOS code 443) [with list of study references]; Nov. 1959. 
1959.] [1]+5p. t @ Item 327 


20-21. Army school catalog, Changes 97 ; Dec. 4, 1959. [Dec. 1959.] [16] 
p. [Issued in loose-leafform.] t @ Item 327 

20-21. Army school catalog, Changes 98; Dec. 1, 1959. [1959.] [7] p. 
{Issued in loose-leafform.] ¢ 

20-187. ~~ —— Forces Information and Education Office, Pocket guide 
o Spain. 

21-67. Helpful hints for personnel ordered to Germany ; Sept. 1959. [1959.] 


cover title, 42 p. narrow 12° [Text on p. 2 of cover. Supersedes 
DA Pam 21-67, Feb. 24, 1958, including Changes 1, Dec. 17, 
1958.] * Paper, 20c. 

27-101-20. Judge Advocate legal service; Nov. 25, 1959. [1959.] 20p. [Pre- 
pared by Judge Advocate General’s School. Issued with perfora- 
tions.] t @ Item 327 

70-3. See Air Force Department, Air Force manual 200-132. 

70-15. 1959 Kermit Roosevelt lecture program, time, tactics, and tech- 
nology, survey of research and development; presented by Arthur 
G. Trudeau, chief of research and development, Department of 
Army, to British military schools; Aug. 1959. [1959.] [1]+ 
67 p. il. 4° t @Item 327 
L.C. ecard 60—60138 

70-15. [1959 Kermit Roosevelt lecture program], time, tactics, and tech- 
nology [survey of research and development], Changes 1; Nov. 13, 

_ 1959. 1959. 1p.4° ¢ @ Item 32 
350-1. Soe Seaet Forces Information and Education Office, DOD pamphlet 


715-—50-52. Procurement legal service; Nov. 2, 1959. [1959.] 13 p. [Issued 
with perforations.] * Paper,10c. @ Item 327 


ATOMIC ENERGY COMMISSION 


AEC research reports. Y 3.At 7/22 : (letters-nos.) 
ACNP-—5916. Pathfinder atomic power plant study of liquid and solid waste 
disposal requirements; by M. Armando, R. Corcoran, D. M. 
Leppke. July 20, 1959. [4]+iii+71 p. il. 4° (Atomic 
Energy Division, Allis-Chalmers Manufacturing Company, Mil- 

m waukee, Wis.) [Processed.] & Paper, $2.00. 

ACNP-5917. Boiling water reactor with internal superheater, Pathfinder 
atomic power plant, final feasibility report. Aug. 31, 1959. 
[2]+viii+79 p. il. 4e (Atomic Energy Division, Allis-Chal- 
mers Manufacturing Company, Milwaukee, Wis.) [Processed.] 
® Paper, $2.25. 

AEC-—tr—3620. Semi-homogeneous high-temperature gas-cooled breeder reactors ; 
by K. Inoue, T. Kuroyanagi, S. Yajima. [Oct. 1959.] cover 
title, iv+ 86 p.il.4° [Processed. Translated from publication 
of Japanese Atomic Energy Research Institute, Tokyo, 1958.] 
® Paper, $2.25. 

AEC-—tr—3729. Pathologic physiology of acute radiation sickness (experimental 

materials on biological action of external ionizing radiations) 
(Patologicheskaya fiziologiya ostroi  luchevoi _ bolezni, 
(eksperimental’nye materisly po biologicheskomi deistviyu 
vneshnikh ioniziruyushchikh izluchenii)) [with list of litera- 
ture cited] ; edited by P. D. Gorizontov. [Aug. 1959.] cover 
title, v+324 p. il. 4° [Processed. Translated by Lydia 
Venters from publication of State Publishing House of Medical 
Literature, Moscow, 1958.] # Paper, $3.50. 

AEC-tr—3750. Surface chemical compounds and their role in adsorption phenom- 
ena; edited by A. V. Kiselev. [Sept. 1959.] cover title, vii+ 
403 p. il. 4° [Processed. Translated by David Franklin, from 
publication of Moscow University press, 1957.] & Paper, 


$4.00. 

AEC-tr—3767. Problems of infection, immunity and allergy in acute radiation 
sickness (Voprosy infektsii, immuniteta i allergii pri ostroi 
luchevoi bolezni) [with list of literature cited]; by N. N. 
Klemparskaya [and others, translated by Lydia Venters]. 
[Oct. 1959.] cover title, vii+133 p. il. 4° [Processed. 
Translated from publication of State Publishing House for 
Medical Literature, Moscow, 1958.] & Paper, $1.50. 

AEC-tr—3798. Statics of thin-walled elastic shells (Statika tonkostennykh up- 
rugikh obolgchek) [with bibliography], by A. L. Lur’e; [trans- 
lated by Benjamin Skolnikoff]. [Oct. 1959.] cover title, ix+ 
210 p. il. 4° [Processed. Translated from publication of 
State Publishing House of Technical and Theoretical Litera- 
ture, Moscow-Leningrad, 1947.] # Paper, $2.00. 
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AEC-tr—3799. Microaerological investigations of lower kilometer layer of atmos- 
phere (Mikroaerologicheskie issedovaniya nizhnego kilomet- 
rovogo sloya atmosfery) [with bibliography] ; by V. A. Devya- 
tova. [Oct. 1959.] cover title, v+163 p. il. 4° [Processed. 
Translated from publication of Hydrometeorological Publish- 
ing House, Leningrad, 1957, by U.S. Joint Publications Re- 
search Service.] & Paper, $1.75. 

AECU-4274. Hanford experience in nondestructive testing of nuclear process 
vessels and process piping; by Richard B. Socky. Oct. 15, 
1958. iii+67 p. il. 4° (Hanford Atomic Products Opera- 
tion, General Electric Company, Richland, Wash.) [Proc- 
essed.] & Paper, $2.00. 

AECU-4285. Radium and mesothorium poisoning and dosimetry and instru- 
mentation techniques in applied radioactivity, annual progress 
report. May 1959. cover title, iii+162 p. il. 4° (Division of 
Biology and Medicine, AEC.) [Processed.] ® Paper, $3.00. 

AECU-4291. Circulating loops for testing organic coolants, survey and status 
{with bibliography]; by J. G. Carroll. June 30, 1959. [2]+ 
iii+72 p. il. 4° (California Research Corporation, Richmond, 
Calif.) [Processed.] & Paper, $2.00. 

AECU-—4295. Radiolysis of prospective organic reactor coolants, report 13; 
by W. W. West. Aug. 13,1959. [2]+iii+32 p. il. 4° (Cal- 
ifornia Research Corporation, Richmond, Calif.) [Processed.] 
# Paper, $1.00. 

AECU-—4827. Expanding utilization of radioisotopes and nuclear techniques in 
food toxicology and processing [with list of references]; by 
John H. Rust. Nov. 1959. [3]+ii+58 p. il. 4° (Massa- 
chusetts Institute of Technology, Cambridge, Mass.) [Proc- 
essed.] & Paper, 7T5c. 

ALI-52. Radiation, tool for industry. Jan. 1959. xxii+392 p. il. 4° 
[Survey of current technology, for Emerson Radio and Phono- 
graph Corporation (CEM group), under contract AT (49—10)-— 
1458, to Office of Isotopes Development, and General Electric 
Company, Hanford Atomic Products Operation under contract 
W-—31-109—Eng—52 to Division of Production.] * Paper, $2.50. 

‘ @ Item 1051-C 

CEX-58. 2. Scattering of thermal radiation into open underground shelters 
{with list of references; by] T. P. Davis [and others]. Oct. 
30, 1959. cover title, [1] +5-26 p. il. 4e (Civil effects exer- 
cise, Civil Effects Test Operations: [Atomic Energy project, 
University of Rochester, Rochester, N.Y., May 1959.]) 
[Processed.] & Paper, 75c. 

CU-188. Elastic scattering of alpha particles by N™ (thesis) [with list 
of references] ; by Herman H. Smotrich. Apr. 10, 1959. cover 
title, v+101 p. il. 4° (Columbia University, New York, N.Y.) 

a [Processed.] & Paper, $2.50. 

CU-195. Optical spectra excited in noble gases at high pressures by 
polonium alpha particles (thesis) ; by William R. Bennett, jr. 
May 20, 1959. xii+77 p. il. 4° (Columbia University, New 
York, N.Y.) [Processed.] # Paper, $2.25. 

ITR-1714. Operation hardtack, Apr.—Oct. 1958 [phase 2 preliminary re- 
port] : Project 26.13, Evaluation of blast and shock effects on 
tunnel support structures [with list of references; by A. A. 
Lee, E. Y. Wong]. Nov. 5. 1959. cover title, 36 p. il. 4° 
(Albuquerque Operations Office, Albuquerque, N. Mex., 
[Holmes & Narver, Inc., Los Angeles, Calif.].) [Processed.] 
® Paper, $1.00. 

NAA-SR-3260. Preliminary design study for sodium-graphite-reactor irradiation 
facility [with list of references]; by D. S. Thompson, V. 
Benaroya. Jan. 31, 1959. cover title, 105 p. il. 4° (North 
American Aviation, Inc., Atomics International Division, 
Canoga Park, Calif.) [Processed.] # Paper, $2.50. 

NBL-156. Semiannual progress report, Jan.—June 1959 [articles, with lists 
of references]. Oct. 1959. cover title, 61 p. il. 4° (New 
Brunswick Laboratory; TID-—4500, 15th [edition].) [Proc- 
essed.] & Paper, $1.75. 

OTO-58-6. Operation hardtack, phase 2: Off-site radiological safety report, 
Nevada test site, 1958; by O. R. Placak [and others]. Aug. 
1959. cover title, [1]+xii+ 223 p. il. 4° (Off-site radiological 
safety activities, AEC Nevada test organization.) ¢ Pa- 
per, $3.50. 

TID-3046 (supp. 2). Radiation application and fission product utilization, bib- 
liography of selected unclassified literature; compiled by 
Gifford A. Young. July 1959. cover title, xi+177 p. 4° 
(Office of Isotopes Development.) [ Processed. ] * Paper, 

1.75 


TID-—3532. Graphite, literature search; compiled by Theodore F. Davis. 
Oct. 1959. {2]+80 p. 4° iPreceused.1 # Paper, $2.25. 

TID-—3538. Radiation effects on selected structural metals, literature search ; 
compiled by William E. Bost. Nov. 1959. [2]+15 p. 4° 
[Processed.] & Paper, 50c. 
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GOVERNMENT PUBLICATIONS 


AEC research reports—Continued 


TID-4554. Exchange list, organizations having publication exchange agree- 
ments with ABC Technical Information Service, Sept. 15, 
1959; [prepared by] Technical Information Service [Oak 
Ridge, Tenn.]. [1959.}] cover title, 28 p. 4° [Processed.] + 

TID--5555. Stratospheric radioactivity data obtained by balloon sampling 
[with lfst of references] ; by Joshua Z. Holland, Meterologist, 
Environmental Sciences Branch, Division of Biology and 
Medicine. May 1959. [146] p. il. 4° [Processed. Prepared 
for presentation at hearings on fallout before Joint Commit- 
tee on Atomic Energy, May 5-8, 1959.] # Paper, $1.50. 

TID—8512. 20,000 kilowatt organic moderated power plant [with list of 
references]. Oct. 10, 1959. cover title, 187 p. il. 4° [Proe- 
essed.] & Paper, $2.75. 

TID—8515. Report of sodium heavy-water reactor task force, May 1959 [with 
list of references]. [Oct. 1959.] cover title, iv+36 p. il. 4 
[Processed. Sponsored by Civilian Reactors Evaluation and 
tng Branch, Division of Reactor Development.] ¢ Pa- 
per, 50c. 

USBM-—U-647. Quarterly metallurgical progress report no. 4, July 1—Sept. 30, 
1959; prepared by Department of Interior, Bureau of Mines, 
Albany Metallurgy Research Center, region 1. [1959.] [1]+ 
iv-+30 leaves, il. 4° [Processed.] 

WASH-1024. Review of potential radionuclides produced in weapons detona- 
tions [with list of references] ; by Alfred W. Klement, jr. July 
30, 1959. cover title, iii+102 p. il. 4° (Division of Biology 
and Medicine, Atomic Energy Commission, Washington, D.C.) 
[Processed.] # Paper, $1.00. 

YAEC-—94. Yankee critical experiments, Measurements on lattices of stain- 
less steel clad slightly enriched uranium dioxide fuel rods in 
light water; by P. W. Davison [and others]. Apr. 1, 1959. 
cover title, iii-viii+142 p. il. 4° (Atomic Power Department, 
Westinghouse Electric Corporation, Pittsburgh, Pa.) [Proc- 
essed.] & Paper, $3.00. 


Influence of nuclear technology on rockets and space, remarks by John A. 
McCone, chairman Atomic Energy Commission before American Rocket 
Society meeting, Washington, D.C., Nov. 18, 1959. [1959.] 10 leaves, 4° 
[Processed.] 7 Y 3.At 7: 34M 13/7 

Nuclear safety, review of recent developments, Sept. 1959, v. 1, no. 1; 
prepared by Oak Ridge National Laboratory. [1959.] iv+48 p. il. 4° 
({Technical progress review.]) [Quarterly.] * Paper, $2.00 a yr., 50c. 
aditional for foreign mailing; single copy, 55¢e. @ Item 1051-—H 

Y 3.At 7: 45/1-1 

Some biomedical problems of nuclear age, remarks prepared by Charles L. 
Dunham, director, Division of Biology and Medicine, Atomic Energy 
Commission, for delivery at 45th annual meeting of Radiological Society 
of North America, Chicago, Ill., Nov. 19, 1959. [1959.] 8 p. 4° [Proc- 
essed.] 7 Y 3.At 7: 34 D 92/2 


BLIND-MADE PRODUCTS, COMMITTEE ON PURCHASES OF 


Schedule of blind-made products, effective Jan. 1, 1960. [1959.] [1]+14 
p. il. 4° [Processed. Replaces Schedule now in use.] + Y 3.B 61: 8/960 


BUSINESS AND DEFENSE SERVICES ADMINISTRATION, 
Commerce Dept. 


Area development aid: Area trend series. @ Item 130-B 


4. Metropolitan area and city size patterns of manufacturing industries, 1954, 
research tool for community development groups in urban and rural areas, 
based on special tabulation of 1954 census of manufactures [with list of 
selected references; by Lloyd D. Black; June 1959]. 1959. v+86 p. 4° 
{Prepared by Office of Area Development, with assistance of Agricultural 
Marketing Service, Department of Agriculture.] * Paper, 50c. 


L.C. card 60—60209 C 41.89:4 
Commercial standard CS (series). (Office of Technical Services, Com- 
modity Standards Division.) @ Item 243 C 41.25 : (nos. ) 


226-59. Laminated-wall, bituminized-fibre drain and sewer pipe, recorded vol- 
untary standard of trade. [1959.] 16 p. il. [Effective July 15, 
1959.) * Paper, 10c. C 41.25 : 226-59 
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[Economic report] ER-(series). |Processed.] + C 41.42 : 59/ (nos. ) 


59-1. 


59-2. 
59-38. 
59-4. 
59-5. 
59-6. 
59-7. 
59-8. 
59-9. 


59-10. 


59-15. 
59-16. 


59-17. 
59-18. 
59-19. 
. Large diesel engine industry, outlook for 1960 and review of 1958 


59-25. 
59-29. 


59-30. 


59-31. 
59-32. 


59-33. 
59-34. 
59-35. 
59-37. 


59-38. 
59-40. 


Bookkeeping and accounting machines industry, outlook for 1960 and 
review of 1959. [1959.] 4 p. 4° (Business Equipment and Service, 
Industries Division. ) 

Steam turbine ee outlook for 1960 and review of 1959. [1959.] 
3 leaves, 4° (Power Equipment Division.) 

Construction industry, outlook for 1960 and review of 1959. [1959.] 

6 leaves( 4° (Construction Industry Division.) 

Power boiler industry, outlook for 1960 and review of 1959. [1959.] 
4 leaves, il. 4° (Power Equipment Division.) 

Cast iron soil pipe and fittings industry, outlook for 1960 and review of 

1959. [1959.] 3 leaves, 4° (Building Materials Division.) 

Automobile industry, outlook for 1960 and review of 1959. [1959.] 
5 leaves, 4° (Automotive and Transportation Equipment Division.) 

Hides and skins industry, outlook for 1960 and review of 1959. [1959.] 
7 leaves, 4° (Leather, Shoes and Allied Products Division.) 

Ferrous castings industry, outlook for 1960 and review of 1959. [1959.] 
2 leaves, 4° (Iron and Steel Division.) 

Warm air furnace industry, outlook for 1960 and review of 1959. [1959.] 
3 leaves, 4° (Building Materials Division. ) 

Chemical and allied products industry, outlook for 1960 and review of 
1959. [1959.] 10 leaves,4° (Chemical and Rubber Division.) 


. Leather industry, outlook for 1960 and review of 1959. [1959.] 5 leaves, 


4° (Leather, Shoes, and Allied Products Division.) 


2. Shoe industry, outlook for 1960 and review of 1959. [1959.] 5 leaves, 


4° (Leather, Shoes, and Allied Products Division.) 


. Construction machinery and equipment industry, outlook for 1960 and 


review of 1959. [1959.] 2 leaves, 4° (Agricultural, Construction, 
Mining and Oil Field Equipment Division.) 


. International telephone and telegraph communications industry, outlook 


for 1960 and review of 1959. [1959.] 4 leaves, 4° (Communications 
Industries Division.) 

Farm machinery and equipment industry, outlook for 1960 and review 
of 1959. [1959.] 3 leaves, 4° (Agricultural, Construction, Mining 
& Oil Field Equipment Division.) 

Dairy plant equipment industry, outlook for 1960 and review of 1959. 
(1959 2 leaves, 4° (General Industrial Equipment and Components 
Division.) 

Textile machinery industry outlook for 1960 and review of 1959. [1959. 
3 leaves, 4° (General Industrial Equipment and Components Division. 
Communications equipment industry outlook for 1960 and review of 1959. 

[1959.} 5 leaves,4° (Communications Industries Division.) 

Electrical construction material industry, outlook for 1960 and review 

of 1959. [1959.] 2leaves,4° (Electrical Equipment Division.) 


f1959.] 2leaves,4° (Power Equipment Division.) 


22. Oil field equipment and machinery industry outlook for 1960 and review 


of 1959. [1959.] 4 leaves, 4° (Agricultural, Construction, Mining 
and Oil Field Equipment Division.) 


3. Hoomae appliance industry, outlook for 1960 and review of 1959. 


959.] 4 leaves,4° (Consumer Durable Goods Division.) 


" BR horsepower motors industry, outlook for 1960 and review of 1959. 


[1959.] 2leaves, 4° (Electrical iquipment Division.) 

Household furniture industry, outlook for 1960 and review of 1959. 
{1959.] 3leaves,4° (Consumer Durable Goods Division.) 

Flat glass outlook for 1960 and review of 1959. [1959.] 3 leaves, 4° 
(Consumer Durable Goods Division. ) 

Electrical transmission and distribution equipment industry outlook for 
1960 and review of 1959. [1959.] 3 leaves, 4° (Electrical Equipment 
Division. ) 

Aleioae foil packaging industry outlook for 1960 and review of 1959. 

2 leaves, 4° (Containers and Packaging Division.) 

Guimearain central station protective signaling industry, outlook for 
1960 and review of 1959. [1959.] 3 leaves, 4° (Communications 
Industries Division. ) 

Glass container industry, outlook for 1960 and review of 1959. [1959.] 
3 leaves, 4° (Containers and Packaging Division.) 

Electrical equipment industry outlook for 1960 and review of 1959. 
[1959.] 2 leaves, 4° (Electrical Equipment Division.) 

Pressed and blown glassware industry, outlook for 1960 and review of 
1959. [1959.] 3 leaves, 4° (Consumer Durable Goods Division.) 

Domestic record communications (telegraph) industry, outlook for 1960 
and review of 1959. [1959.] 2 leaves, 4° (Communications In- 
dustries Division.) 

Domestic telephone communications industry, outlook for 1960 and review 
of 1959. [1959.] 3 leaves, 4° (Communications Industries Division.) 

Metal can industry, outlook for 1960 and review of 1959. [1959.] 5 
leaves, 4° (Containers and Packaging Division. ) 
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[Economic report] ER—(series)—Continued 


59-48. Anti-friction bearing industry outlook for 1960 and review of 1959. 
[1959.] 4 leaves, il. 4° (General Industrial Equipment and Compo- 
nents Division.) 

59-44. Freight car industry, outlook for 1960 and review of 1959. [1959.] 
6 leaves, 4° (Automotive and Transportation Equipment Division.) 

59-45. Steel forging industry, outlook for 1960 and review of 1959. [1959.] 
3 leaves, 4° (Iron and Steel Division.) 

59-46. Fiber box industry, outlook for 1960 and review of 1959. [1959.] 4 
leaves, 4° (Containers and Packaging Division.) 

59-48. Material handling equipment industry outlook for 1960 and review of 
1959. [1959.] 2 leaves, 4° (General Industrial Equipment & Com- 
onents Division.) 

59-50. Printing trade machinery industry outlook for 1960 and review of 1959. 
ee Ns leaves, 4° (General Industrial Equipment and Components 

vision. 

59-51. Games and toys industry, outlook for 1960 and review of 1959. [1959.] 
2 leaves, 4° (Consumer Durable Goods Division.) 

59-53. Boating and industry outlook for 1960 and review of 1959. [1959.] 3 
leaves, 4° (Automotive and Transportation Equipment Division.) 

59-55. Industrial gases industry, outlook for 1960 and review of 1959. [1959.] 
4 leaves, 4° (Chemical and Rubber Division.) 

59-56. Chemical fertilizer industry, outlook for 1960 and review of 1959. [1959.] 
3 leaves, 4° (Chemical and Rubber Division.) 

59-57. Pumps, compressors, fans and blowers industries, outlook for 1960 and 
review of 1959. [1959.] 3 leaves, 4° (General Industrial Equipment 
and Components Division.) 

59-58. Commercial printing industry, outlook for 1960 and review of 1959. 
{1959.] 4 leaves, 4° (Printing and Publishing Industries Division.) 


Foreign trade information on instrumentation in Benelux countries; [pre- 
pared by Richard E. Cohen.] July 1959. 20 p. 4° (Scientific, Motion 
Picture, and Photographic Products Division.) [Processed.] + Pa- 
per, 10c. C 41.92: B 43 


Guides for business analysis and profit evaluation ; [prepared by J. Ernest 
Bowker]. [1959.] iv+76p.il. * Paper, 30c. @ Item 215-G 
L.C. card 60—-60250 C 41.6/9: B 96 


International movement of electric motors, 1952-58. June 1959. 8 p. 4°. 
(Electrical Equipment Division.) * Paper,20c. @ Item 215 


C 41.2: M 85/2 


[List of foreign periodicals translated cover-to-cover by technical societies 
and other organizations.] [Oct. 1959.] [5] p. 4° (Office of Technical 


Services.) [Processed.] + C 41.23/4: P 41 
Motion pictures abroad: Argentina; prepared by [Earl H. Young]. July 
1959. 4p.4° * Paper, 5c. @ Item 215-J C 41.16: Ar3 


OTS selective bibliography SB (series). (Office of Technical Services.) 
[Processed. Formerly entitled Catalog of technical reports. ] 


400. Plastic, polymer research (5 year bibliography), bibliography of reports 
listed in 2 OTS monthly abstract journals, U.S. Government research 
reports and technical translations. [Oct.1959.] 27 p. 4° 

C 41.21/3 : 400 


United States small arms industry, 1954-58; [prepared by Aaron M. Rosen- 
thal]. [1959.] iv+28 p. il. 4° (Consumer Durable Goods Division.) 
* Paper, 25c. @ Item 215 
L.C. card 60—-60302 C 41.2: Ar5 


Water utilities requirements for IBBM gate valves and hydrants, 1940- 
1958-1975; [prepared by Walter L. Picton, and Augustus T. Levie]. 
Sept. 1959. 4 p. il 4° (Water and Sewerage Industry and Utilities 
Division.) * Paper, 10c. @ Item 215 C 41.2: W 29/2 


World survey of agricultural machinery and equipment, Europe; [pre- 
pared by Franklin M. Johnson]. [1959.] iv+27 p. * Paper, 15c. 
@ Item 215-I 
L.C. card 60—60303 
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CENSUS BUREAU, Commerce Dept. 


Announcement and order form, Compendium of Government finances, (v. 3, 
no. 5), final reports, 1957 Census of Governments. Oct. 1959. [4] p. 4° 
[Processed.] 7 C 3.145/3 : 959-5 


1957 annual] survey of manufactures, series: MAS-57. [Processed.] 
C 3.24/9: MAS-57/ (nos. ) 
1 rev. General statistics for industry groups and selected industries : 1957, 1956, 
and 1954. Oct.1959. 17 - 4° Paper, 25c. 
8. Primary product specialization and coverage ratios for selected industries ; 
1957 and 1954. ov. 1959. 3p.4° ft Paper, 10c. 
Current housing reports: Housing vacancies, series H-111. [Processed.] 
18. Vacant dwelling units in United States, 3d quarter 1959. Oct. 1959. 12 p. 
4° + Paper, 10c. C 3.215: H-111/18 
Population characteristics, series P-20. [Processed.] 
C 3.186 : P-20/ (nos. ) 
95. Characteristics of households with telephones, Mar. 1958. Nov. 9, 1959. 





o> 4° + Paper, 10c. 
96. — — and family status, Mar. 1959. Nov. 23, 1959. 12 p. 4° 
‘aper, 10c. 
97. School enrollment up 47 percent since 1950. Nov. 30, 1959. 1 p. 4° 
+ Paper, 10c. 


——Population estimates, series P-25. [Processed.] C 3.186: P—25/(nos.) 

207. Provisional estimates of population of United States, Jan. 1, 1950—Oct. 1, 
19 Nov. 27,1959. 1p.4° + Paper, 10c. 

208. Estimates of population of States and selected outlying areas of United 

States, July 1, 1958 and 1957. Dee. 7, 1959. 8 p. il. 4° + Paper, 10c. 

209. Provisional estimates of Population of United States, Jan. 1, 1950—Nov. 1, 
1959. Dec. 14,1959. 1p.4° + Paper, 10c. 


—— Series P-23. [Processed.] 


6. Estimates of illiteracy, by States, 1950. Nov. 1959. 1 p. 4° + Paper, 10e. 
C 3.186 : P—23/6 


—— Special censuses, series P-28. [Processed.] C 3.186 : P—28/ (nos. ) 
1262. Special census of Santa Maria, Calif., Sept. 23, 1959. Nov. 24, 1959. 
l1p.4° + Paper, 10c. 
1263. Special census of Oak Lawn, IIl., Sept. 29, 1959. Nov. 24, 1959. 1 p. 4° 
7 Paper, 10c. 
1264. Spee ocneee of Campbell, Calif., Oct. 5, 1959. Nov. 24, 1959. 1 p. 4° 
‘aper, 10c. 
1265. Special census of Catawba and Rutherford Counties, N.C., Feb. 1959. Nov. 
20, 1959. [2] p.4° + Paper, 10c. 
1266. Special censuses conducted by Bureau of Census between Jan. 1 and Mar. 
31,1959. Nov. 30,1959. 2p.4° + Paper, 10c. 
1267. Special censuses conducted by Bureau of Census between Apr. 1—June 30, 
1959. Dec. 4,1959. 2p.4° + Paper, 10c. 
1268. Special censuses conducted by Bureau of Census between July 1 and Sept. 
30, 1959. Dec. 10, 1959. 2 p. 4° [Processed.] + Paper, 10c. 
1269. Special census of Highland Park, Ill., Oct. 30, 1959. Dec. 14, 1959. 1 p. 4° 
+ Paper, 10c. 


Domestic movement of selected commodities in United States waterborne 
foreign trade, 1956; prepared by Donald E. Church, J. Edward Ely, and 
Milton Kaufman. June 1959. iii+40 p. 4° [Processed.] + Paper, 50c. 
L.C. ecard 59-61850 C 3.2: C 73/3 


Facts for industry: Animal and vegetable fats and oils, 1958. Dec. 1959. 
cover title, 48 p. il. 4° (Series M28-1-—08 [Industry Division].) * Paper, 
30c. @ Item 142-A C 3.158 : M 28—-1—08 


—— Fats and oils, tallow and grease, inedible, production, consumption, 
and stocks, annual summary 1958, (preliminary) ; [prepared by Indus- 
try Division, Food]. Nov. 18, 1959. 1p. 4° (Series M28-1-08 (pre- 
liminary).) [Processed.] + Paper, 10c. C 3.158 : M 28-1-08/prelim. 


—— Inorganic chemicals and gases, 1958 ; [prepared by Industry Division]. 
Nov. 5, 1959. [2]+31 p. 4° (Series M28A-08.) [Processed.] 7 Pa- 
per, 25c. C 3.158 : M 28 A-O08 
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GOVERNMENT PUBLICATIONS 


Public bulletin USIDA-1, changes in United States import duties an- 
notated for statistical reporting, Jan. 1, 1960 edition. Dec. 1959. [23] 
p. 4° [Prepared under supervision of J. Edward Ely, chief, Foreign 
Trade Division. Issued in loose-leaf form.] @ Item 148 ©3.150/5:1 


Notr.—United States import duties annotated for statistical reporting, in- 
Goging supplemental bulletins for an indefinite period, is sold by Superintendent 
of Documents, Government Printing Office, Washington, D.C., at a subscription 
price of $4.00 domestic, $1.00 additional for foreign mailing. 


State and local government special studies, G-SS (series). 


43. “— and local government finances in 1942 and 1957. Dec. 11, 1959. 41 
il. 4° (Governments Division.) [Processed. Corrected copy replacing 

te. dated Nov. 30,1959.] 7 Paper, 50c. 
L.C. card A 60-9063 C 3.145 : 43 


United States foreign waterborne commerce, Great Lakes area, 1958; [pre- 
pared by J. Edward Ely and Milton Kaufman]. Nov. 1959. 16 p. 4° 
[Processed.] + Paper, 10c. 

L.C. card 60—60272 C 3.211/2 : 958-2 


United States import duties annotated for statistical reporting (for use in 
preparing import entries and withdrawals) with classification for coun- 
tries (schedule C) and United States customs districts and ports (sched- 
ule D). Jan. 1, 1960, edition. [1959.] 672 p.4° (Budget Bureau no. 41- 
R1992.) [Prepared with cooperation and assistance of Tariff Com- 
mission and Department of Treasury. Issued in loose-leaf form.] 
* Paper, $4.00 (including basic book and supplementary service for 
indefinite time) ; $1.00 additional for foreign mailing. @ Item 148 
L.C. card A 60-9064 C 3.150/4 : 960 


CHEMICAL CORPS (Army), Defense Dept. 


Chemical Warfare Laboratories, Army Chemical Center, Md.: CWL special 
publication. [Processed.] 


4-9. Fifth materials review [with list of literature cited]; by Arthur Lyem. 
[1959.] 88 p. 4° (Experimental Engineering Division, Directorate of 
Technical Services.) ([{Project no. 4—93-30—-001.]) ® Paper, $2. 7 (PB 
161014). D1 7:49 


CHILDREN’S BUREAU, Health, Education, and Welfare Dept. 


Research relating to children, studies in progress on growth and develop- 
ment, personality and adjustment, educational process, exceptional 
children, the family, social, economic, and cultural influences, health 
services, social services, reported Mar.—July 1959. [1959.] iv+158 
p. 4° (Bulletin 10; Clearing house for Research in Child Life.) 
* Paper, $1.00. @ Item 453—A 
L.C. ecard 52-60018 FS 3.220: 10 


CIVIL AERONAUTICS BOARD 


Aircraft accident report: Capital Airlines, Inc., Vickers-Armstrongs Vis- 
count, N 7463, near Chase, Md., May 12, 1959 ; adopted Oct. 19, 1959. 
Oct. 23, 1959. 10+[1] p. 4° ( SA-341; file no. 1-0050.) [ Processed. 
Includes supplemental data.] 7 C 31.213: C 344 


—— General Airways, Inc., DC-3, N 17314, near Kerrville, Tex., Feb. 1, 
1959. Nov. 13, 1959. 11+ ii p. 4° (File no. 1-0056.) [Processed. In- 
cludes supplemental data.] + C 31.213: K 46 


—— Pan American World Airways, Boeing 707, N 712PA over Atlantic 
between London, England, and Gander, Newfoundiand, Feb. 3, 1959; 
adopted Oct. 28, 1959. Nov. 3, 1959. 9+ [1] p. 4° (File no. 1-0001.) 
[Processed. Includes supplemental data.] 7 C 31.213: At 63/2 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 


Mailing Address for All Agencies Listed Is Washington 25, D.C. 
Page 18 Unless Otherwise Indicated 





331 


332 


333 


334 


335 


336 


338 


339 


340 


341 


342 


843 








n- 
3] 


1 


at 
on 


p- 
al 
th 
.) 


10 


is- 





ad 


330 


331 


332 


333 


334 


336 


338 


339 


340 


341 


342 


$43 


JANUARY 1960 


CIVIL AND DEFENSE MOBILIZATION OFFICE, President of 
United States 


Address by director, Leo A. Hoegh, before International Municipal Signal 
Association, Las Vegas, Nev., Oct. 22, 1959. Nov. 20, 1959. [1]+6 p. 4° 
(Information bulletin 138.) [Processed.] Tf Pr 34.710: H 67/11 


National plan for civil defense and defense mobilization, annex 12, Directed 
movement. [Nov. 1959.] iv+12 p.4 [Issued in loose-leaf form.] 7 


L.C. card 58-62307 Pr 34.706: N 21/annex 12 
———annex 13, Warning. [Sept. 1959.) iv+8 p. 4° [Issued in loose-leaf 

form.] 7 

L.C. ecard 58—-62307 Pr 34.706: N 21/annex 13 


annex 19, Emergency welfare. [Oct. 1959.] peaae ts p. 4° [Issued 
in loose-leaf form. Includes originally planned annex 20, Registration 
and information.] 7 

L.C. card 5862307 Pr 34.706: N 21/annex 19 


annex 22, Explosive ordnance reconnaissance. [Dec. 1959.] iv+8 p. 
4° [Issued in loose-leafform.] 7 
L.C. ecard 58-62307 Pr 34.706 : N 21/annex 22 


annex 23, National radiological defense plan. [Oct. 1959.) iv+15 
p. 4° [Issued in loose-leaf form.] 7 
L.C. card 58-62307 Pr 34.706: N 21/annex 23 


— annex 24, National biological and chemical warfare defense plan. 
[Oct. 1959.] iv+20p.4° [Issued in loose-leaf form.] 7 
L.C. card 58-62307 Pr 34.706: N 21/annex 24 
—— annex 30, National manpower plan. [Oct. 1959.] v+14p.4° [Issued 
in loose-leaf form. ] 
L.C. ecard 58—-62307 Pr 34.706: N 21/annex 30 
—annex 34, National transportation plan. [Oct. 1959.] iv+16 p. 4° 
[Issued in loose-leaf form.] 7 
L.C. card 58-62307 Pr 34.706: N 21/annex 34 


—— annex 37, Training and education. [Sept. 1959.] iv+8 p. 4° [Issued 
in loose-ieaf form.] 7 
L.C. card 58-62307 Pr 34.706: N 21/annex 37 


annex 39, Review tests and inspection. [Oct. 1959.] iv+8 p. 4° [Is- 
sued in loose-leaf form.] 7 
L.C. card 58-62307 Pr 34.706: N 21/annex 39 


[Poster] P— (series). 
2. Your one defense against fallout, get a booklet, Family fallout shelter, from 
local civil defense. 1959. 11 x 20.8 Pr 34.765 : 2 
Text of director Hoegh’s address at western Industrial Survival Con- 
ference, Los Angeles, Calif., Oct. 27, 1959. Nov. 20, 1959. [1]+8 p. 4° 
(Information bulletin 140.) 7 Pr 34.710: H 67/12 


CIVIL RIGHTS COMMISSION 


Hearings before Commission on Civil Rights, voting, Dec. 8, 1958—Jan. 
9, 1959. 1959. x+325 p. 1 pl. [Hearings held in Montgomery, Ala.] 
t (No copies available. ) 
L.C. card 59-62082 CR 1.8: V 94 


CIVIL SERVICE COMMISSION 


Amendment to announcement 13B, Cartographic survey aid, $2,960, $3,255, 
and $3,495 a year (grades GS-1, 2, and 3). Nov. 10, 1959. 1 p. oblong 
48° [Processed. Supersedes suspension notice of Aug. 19, 1958.] + 

CS 1.26: 955/138B/amdt.—2 
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GOVERNMENT PUBLICATIONS 


Amendment to announcement 82B, immigration patrol inspector, $4,980 a 
year (grade GS-7). Dec. 1, 1959. 1 p. oblong 48° [Processed.] 7 
CS 1.26 : 956/82°/amdt. 


Amendment to announcement 140, city planner, $6,285 to $12,770. [Noy. 
10, 1959.] 2 p. oblong 24° [Processed.] ~ CS 1.26: 958/140/amdt-2 


Amendment to announcement 169B, flight operations and airworthiness 
inspector. Nov. 24, 1959. 1 p. oblong 24° CS 1.26: 958/169B/amdt._2 


Amendment to announcement 178B, Medical officer, $8,230 to $13,970 a 
year. [Dec. 8, 1959.] [2] p. oblong 24° [Processed.] ¢ 
CS 1.26: 959/178B/amat, 


Amendment to announcement 193B, operations research, analyst, $7,510 to 
$12,770 year. Nov. 10, 1959. 1 p. oblong 48° [Processed.] 
CS 1.26: 959/193B/amat. 


Amendment to supplement to announcement 178B, medical officer. Dec. 8, 
1959. 1p. oblong 24° [Processed.] + CS 1.26: 959/178B/supp/amdt. 


Amendment to suplement to announcement 205, student trainee, $3,255 to 
$3,755 a year (grades GS-2 to GS-4). Dec. 8, 1959. 1 p. oblong 12° 
[Processed.] 7 CS 1.26 : 959/205/supp./amdt, 


Announcing an examination for internal auditor, contract auditor, for duty 
with Auditor General, United States Air Force, announcement no. 217B, 
Dec. 1, 1959. 6 p. 4° [No closing date.] @ Item 292 

CS 1.26: 959/217 B 


Announcing examination for clerk (males only), $3,255 and $3,495 a year 
(grades GS-2 and GS-3), announcement 18. Sept. 138, 1955, revised 
Oct. 1959. [1959.] 6 p. narrow 8° * @ Item 292 

CS 1.26: 955/18/rev.-2 


Current Federal examination announcements, AN 2279 supp. A to issue 
132, Nov.—Dec. 1959. [1959.] [1] p. oblong 48° + @ Item 292 
CS 1.28 : 2279/132/supp.A 


—— AN 2279 supp. B to issue 182, Nov.—Dec. 1959. [1959.] 1 p. oblong 
24° + @ Item 292 CS 1.28 : 2279/132/supp.B 


Discontinuance notice for announcement no. 97B, pharmacy resident, $2.18 
an hour. Dec. 1, 1959. 1p. oblong 48° [Processed.] 7+ 
CS 1.26 : 957/97 B/notice 


Discontinuance notice for announcement 434, stenographer, typist. Nov. 
23, 1959. 1 p. oblong 48° [Processed.] 7 CS 1.26 : 954/434/notice 


National Park Service Supplement to announcement 205, student trainee, 
park ranger, park naturalist, park historian, park archeologist, $3,495 
and $3,755 a year (grades GS-3 and GS-4). [Dec. 1, 1959.] 4 p. 4 
[Closing date for this supplement, Mar. 14, 1960.] + @ Item 292 

CS 1.26: 959/205/supp.-2 


Notice concerning alternative requirements for professional positions at 
grade GS-7. Nov. 1959. 1p. oblong 24° 7 CS 1.2: P 94/6 


Official register of United States, 1959, persons occupying administrative 
and supervisory positions in legislative, executive, and judicial branches 
of Federal government, and in District of Columbia government as of 
May 1,1959. [1959.] xiv+890p. * Paper, $2.50. @ Item 298 
L.C. ecard 8-35096 CS 1.31: 959 


Pamphlet. @ Item 299. 


20. Political activity of Federal officers and employees, Nov. 1959. Bg d. 24 
{1] p. * Paper, 15c. 20/1 


+ 
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JANUARY 1960 


Stenographers and typists needed for Federal Government jobs in Wash- 
ington, D.C., and throughout United States, starting salaries; $67 and 
$72 a week for stenographers, $62 and $67 a week for typists, announce- 
ment 215. Nov. 24,1959. 4p.il.4° [Noclosing date.] + @ Item 292 

CS 1.26: 959/215 


Summer employment for juniors in veterinary medicine, student trainee 
(veterinarian), $4,980 a year (grade GS-7), positions available in Agri- 
cultural Research Service and Agricultural Marketing Service, Depart- 
ment of Agriculture at locations throughout United States, announce- 
ment 216B. Dec. 1, 1959. 4 p. 4° [Closing date Jan. 15, 1960.) 7+ 
@ Item 292 CS 1.26 : 959/216 B 


Suspension notice for announcement 11-4-2, (1956), Department of In- 
terior, Northwest Board of U.S. Civil Service Examiners, Portland 8, 
Oreg., valuation engineer (mining), GS—5 through GS-12. Nov. 10, 1959. 
1 p. oblong 48° [Processed.] 7 CS 1.26/4 : 956/11-4-2/notice 


Washington area supplement to announcement no. 215 for stenographer 
(grade GS-3 and GS-4), and typist (grade GS-2 and GS-3). Nov. 24, 
1959. [4] p. 4° [No closing date.] + @ Item 292 

CS 1.26 : 959/215/supp. 


COAST AND GEODETIC SURVEY, Commerce Dept. 


Magnetograms and hourly values, MHV (series). [Processed. For offi- 
cial distribution.] f 
Ho56. aa Ty ) T.H., 1956 [with list of references]. Washington, 1959. [4]+ 
43 p 
L.C. card 54-2203 C 4.40/2: Ho 56 
Si56. ee Alaska, 1956 [with list of references]. Washington, 1959. [2]+ 
153 p. il. large 8° 
L.C. card 53-3912 C 4.40/2: Si 56 
Tu56. Tucson, Ariz., 1996" twith list of references]. Washington, 1959. [2]+- 
148 p. il. large 8° 
L.C. ecard 54-15303 C 4.40/2: Tu 56 
Technical bulletins. @ Item 192-A C 4.41/2:(nos.) 
7. Pantograph adjustment; [by] G. C. Tewinkel. July 1959. [2]+383 p. il. 4° 
aper, 5c. 
10. Vertical adjustment of instrument aerotriangulation by computational meth- 


ods [with bibliography ; by] William D. Harris. Sept. 1959. [3]+3 p. 4° 
* Paper, 10c. 


COAST GUARD, Treasury Dept. 


Rules and regulations for uninspected vessels ; Sept. 1, 1959. 1959. vi+32 
p. (CG-—258.) [Title 46, Code of Federal regulations, pts. 24—26, also 
published in Federal Register.] ~ @ Item 943 
L.C. ecard 53-60491 T 47.8: V 63/8/959 


COMMERCE DEPARTMENT 


Address of Henry Kearns, Assistant Secretary of Commerce for Inter- 
national Affairs, prepared for delivery before Bank Misr Club, Cairo, 
Egypt, Dec. 17, 1959. [1959.] 10 p. 4° [Processed.] {7 C1.18: K 21/29 


Address of Henry Kearns before annual meeting of International Union 
of Official Travel Organizations, Manila, Philippines, Nov. 25, 1959. 
[1959.] 10 p. 4° [Processed.] 7 C 1.18: K 21/28 


Business hopes and hazards of 1960, text of address by Secretary of Com- 
merce Frederick H. Mueller, prepared for delivery at annual banquet of 
Wisconsin State Chamber of Commerce, Milwaukee, Wis., Nov. 2, 1959. 
[1959.] 9p.4° [Processed.] 7 C 1.18: M 88/20 
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GOVERNMENT PUBLICATIONS 


Constructive use of leisure, text of address by Walter A. Edwards, Deputy 
Assistant Secretary of Commerce, prepared for delivery at official open- 
ing of 3d annual National Swimming Pool Exposition, New York Coli- 
seum, Dec. 12, 1959. [1959.] 3p. 4° [Processed.}] + C118: Ed9/4 


Export control, 49th quarterly report [under Export control act of 1949), 
3d quarter 1959, to the President, Senate, and House of Representatives. 
[1959.] cover title, iii+35p. @ Item 130 * Paper, 20c. 

L.C. card 47-46567 C 1.26: 49 


Future economic growth opportunities, text of address by Assistant Sec- 
retary of Commerce for Domestic Affairs Carl F. Oechsle, prepared for 
delivery at luncheon of Governor’s Conference on Planning and Develop- 
ment, Providence, R.I., Nov. 7, 1959. [1959.] 6 p. 4° [Processed.] ; 

C 1.18: Oe 2/10 


Importance of foreign trade to United States and Connecticut, remarks 
of Bradley Fisk, acting assistant Secretary of Commerce for Interna- 
tional Affairs, scheduled for delivery before Connecticut Citizens Com- 
mittee for Public Schools, Hartford, Conn., Nov. 5, 1959. [1959.] 7 p. 4° 
[Processed.] 7 C1.18: F 54/3 


Leaders wanted, address of Henry Kearns, Assistant Secretary of Com- 
merce for International Affairs, scheduled for delivery at National Sales 
Executives, Inc. Convention, New Orleans, May 28, 1959. [1959.] 9p. 4° 
[Processed.] 7 C 1.18: K 21/27 


Moral issues of growing economy, text of address by Under Secretary of 
Commerce Philip A. Ray, prepared for delivery at luncheon meeting of 
Baltimore Association of Commerce, Nov. 23, 1959. [1959.] 7 p. 4 
[Processed.] 7 C 1.18: R 21/2 


New horizons for business in public affairs, text of address by Secretary 
of Commerce Frederick H. Mueller, prepared for delivery at 64th an- 
nual Congress of American’ Industry, National Association of Mann- 
facturers, New York City, Dec. 4, 1959. [1959.] 7p. 4° [Processed.] 7 

C 1.18: M 88/21 


Remarks of Carl F. Oechsle, Assistant Secretary of Commerce, at noon- 
time dedication ceremonies at new Bureau of Mines helium plant, 
Keyes, Okla., Nov. 17, 1959. [1959.] 2p. 4° [Processed.] + 

C 1.18: Oe 2/11 


Some choices for 1960, text of address by Under Secretary of Commerce 
Philip A. Ray, prepared for delivery at dinner of Brotherhood of Jewish 
Temple, Nashville, Tenn., Nov. 10,1959. [1959.] 7 p.4° [Processed.] + 

C 1.18: R21 


Tax inducements as stimulus to foreign investments by U.S. business, text 
of address by Robert J. Dodds, jr., general counsel of Department of 
Commerce, scheduled for delivery at Tax Institute Symposium, Wash- 
ington, D.C., Dec. 4, 1959. [1959.] 7 p.4° [Processed.] + C€1.18: D66 


Text of address by John J. Allen, jr., Under Secretary of Commerce for 
Transportation, before Association of Local Transport Airlines, Indi- 
anapolis, Ind., Nov. 13, 1959. [1959.] 8 p. 4° [Processed.] 7 

C 1.18: Al 5/14 

U.S. balance sheet of world trade, address of Henry Kearns, Assistant 
Secretary of Commerce for International Affairs, scheduled for delivery 
at annual observance of World Trade Week, Houston, Tex., May 21. 
[1959.] 10 p. 4° [Processed.] + C 1.18: K 21/26 


U.S. national policy on East-West trade, remarks of Bradley Fisk, Deputy 
Assistant Secretary of Commerce for International Affairs, prepared 
for delivery before International Management Division of AMA briefing 
session on East-West trade, Nov. 12, New York City, Nov. 12, 1959. 5 
leaves, 4° [Processed.] 7 C 1.18: F 74/4 
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JANUARY 1960 


COMMODITY STABILIZATION SERVICKH, Agriculture Dept. 


Summary of remarks by J. E. Thigpen, director, Oils and Peanut Division, 
Commodity Stabilization Service, Department of Agriculture, at meeting 
of Virginia-Carolina Peanut Association, Virginia Beach, Va., Oct. 9, 
1959. [1959.] 5+[8] leaves, il. 4° [Processed.] 7 A 82.24: 134/11 


COMPTROLLER OF CURRENCY, Treasury Dept. 


Abstract of reports of condition of active national and non-national banks 
in District of Columbia at close of business on Oct. 6, 1959, June 10, 1959 
and Sept. 24, 1958; abstract 116. Nov. 3, 1959. [2] leaves, oblong 8° 
[Processed.] + T 12.5/2: 116 


CONGRESS 


Note.—All reports, appropriation bills, etc., recorded under Congress and both 
houses of Congress are for the fiscal year unless otherwise noted. 


Memorial services held in House of Representatives and Senate, together 
with remarks presented in eulogy of James Gould Polk, late Representa- 
tive from Ohio, 86th Congress, Ist session. 1959. 78 p. 1 por. 7 
@ Item 1005 
L.C. card 60—60254 Y¥ 7.1: P 759 


United States Code, containing general and permanent laws of United 
States, in force on Jan. 6, 1959; prepared by Committee on Judiciary of 
House of representatives, 1958 edition. @ Item 991 
L.C. card 59-61498 Y 4.J89/1: Un 3/3/958/v. (nos. ) 
v.9. Title 46, Shipping, to title 49, Transportation. 1959. xxiv-+7513-—8376 

p. large 8° * Fabrikoid, $5 50 
v. 10. Title 50, War and national defense and tables. xxiv-+-8377—9254 p. large 
geo *¢ Fabrikoid, $5.75 

v.11. Popular name index on general index A-E. xxiv-+9255—-10102 p. large 


8° * Fabrikoid, $5.5 
v.12. General index F-Q. tae +10103-976 p. large 8° * Fabrikoid, $5.75 


Congressional serial set 


Norr.—At the end of each session of Congress the House and Senate documents 
and reports are accumulated into bound volumes comprising the Congressional serial 
set. No catalog entry is made for the volumes of the Serial set since the documents 
and reports contained therein have been previously listed in the Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog : 

House reports : 

1087, pt. 2, 1633-1979, with exceptions, 84th Congress, 2d session, Miscellaneous 
reports on public bills I [Serial 11897]. @ Item 1007—A 
Senate reports : 
nos. 1851-2277, with exceptions, 84th Congress, 2d session, Miscellaneous re- 
ports on private bills II (Serial 11892]. @ Item 1007-B 
nos. 2301-2823, with exceptions, 84th Congress, 2d session, Miscellaneous re- 
ports on private blils III [Serial 11893]. @ Item 1007-—B 


ATOMIC ENERGY JOINT COMMITTEE 


Agreement for cooperation between United States and International 
Atomic Energy Agency, hearing before subcommittee on agreements for 
cooperation, 86th Congress Ist session; June 80, 1959. 1959. iii+94 p. 
tT @ Item 999 
L.C. card 60—-60118 Y 4. At 7/2: In 8/4 


Biological and environmental effects of nuclear war, hearings before special 
subcommittee on radiation, 86th Congress, 1st session, June 22-26, 1959. 
1959. vi+966 p. il. 8 pl. [Includes list of selected references, compiled 
by Ellen C. Collier and Julia Norrel, Legislative Reference Service, 
Library of Congress. Part 1 appears in error on title page.] * Paper, 
$3.75. @ Item 999 
L.C. card 59-64260 Y 4.At 7/2: W19 
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GOVERNMENT PUBLICATIONS 


Fallout from nuclear weapons tests, hearings before special subcommittee 
on radiation, 86th Congress, Ist session. © Item 999 
Y 4.At 7/2: F19/3/v1 
395 v. 1. May 5—-8,1959. 1959. vi+948p.il.1 pl. * Paper, $2.75. 
L.C. card 60—60204 


Industrial radioactive waste disposal, hearing before special subcommittee 
on radiation, 86th Congress, Ist session. @ Item 999 
Y 4.At 7/2: R11/3/v5 
396 v. 5. [Statements on subject of Sapeeal of radioactive wastes into AGeatje Ocean 
and Gulf of Mexico.], July 29, 1959. 1959. vi+3059-3142 p. il. 2 pl, 
* Paper, 50c. 
L.C. card 59-61806 


ECONOMIC JOINT COMMITTEE 





Comparisons of United States and Soviet economies, papers submitted by 
panelists appearing before subcommittee on economic statistics. 1959, 

Y 4.Ee 7: So 8/3/pt.3 

397 pt. 3. — 616 p. (Committee print, 86th Congress, Ist session.) * Paper, 


De. eard 59—62462 


5398 Xmployment act of 1946, as amended, and related laws and rules of Joint 
Economic Committee. 1959. iii+S p. (Committee print, 86th Con- 
gress, 1st session.) ¢ 
L.C. card 59-64155 Y 4.Ec 7: Em 7/5 


Employment, growth, and price levels, hearings, 86th Congress, 1st session, 
pursuant to 8S. Con. Res.13. @ Itenr 1000 
L.C. ecard 59-609438 Y 4.Ec 7: Em 7/3/pt. (nos.) 
399 pt. 6C. Government’s management of its monetary, fiscal, and debt operations, 
answers to questions on monetary policy and debt management. 1959, 
vii+1719-—1976 p. il. * Paper, 65c. 
pt. 7. Effects of monopolistic and ra 3 5 eat practices, Sept. 22—25, 1959. 
1959. iv+1977—2443 p.i * Paper, $1.25 
pt. 8. Effect of increases in wages, salaries, and prices of personal services, 
together with union and professional practices upon prices, profits, pro- 
duction, and employment, Sept. 28—Oct. 2, 1959. 1959. iv+2445- 
2755 p.il. * Paper, 75c. 
pt. 9A. Conaipeative suggestions for reconciling andj; simultaneously obtaining 
3 objectives of maximum employment, adequate rate of growth, and 
ag ag stability of price level, Oct. 26-30, 1959. 1959. iii+2757- 
3053 p * Paper, 70c. 
pt. 9B. Constrentive suggestions for reconciling and simultaneously obtaining 
3 objectives of maximum employment, adequate rate of growth, and 
substantial stability of price levels. 1959. lii+ 3055-3239 p. iL 
{Materials submitted by 12 organizations at invitation of Joint Eco- 
nomic Committee.] * Paper, 45c. 


400 Energy resources and technology, hearings before subcommittee on automa- 
tion and energy resources, 86th Congress, 1st session, pursuant to see. 
5(a) of Public Law 304, 79th Congress, Oct. 12-16, 1959. 1959. vi+352 
p.il.l pl. * Paper, $1.25. @ Item 1000 
L.C. card 59-64244 Y 4.Ec 7: En2 


401 Study papers nos. 4 and 5, Analysis of rising costs of public education, by 
Werner Z. Hirsch; Trends in supply and demand of medical care, by 
Markely Roberts; Nov. 10, 1959. 1959. xi+85 p. il. (Joint committee 
print, 86th Congress, 1st session.) [Materials prepared in connection 
with study of employment, growth, and price levels.] * Paper, 30c. 

Y 4.Ee 7: Em 7/4/no.4,5 


402. Study paper no. 6, Extent and nature of frictional unemployment; by 
[Robert L. Stein and others in] Bureau of Labor Statistics, Department 
of Labor; Nov. 19, 1959. 1959. viii+69 p. il. (Joint committee print, 
86th Congress, 1st session.) [Materials prepared in connection with 
study of employment, growth, and price levels.] * Paper, 25¢ 
L.C. card 60—60285 Y 4.Ee7: Em 7/4/n06 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 


Mailing Address for All Agencies Listed Is Washington 25, D.C. 
Page 24 Unless Otherwise Indicated 








403 


404 


405 


406 


407 


408 


409 


409A 


410 





AA 


tee 


~ 


V5 
‘ean 
pl. 


by 
N59, 
pts 
per, 


yint 





SO PTE 


JANUARY 1960 


403 Study papers nos. 7, 8, and 9, Incidence of inflation, or who gets hurt? by 
Seymour E. Harris; Protection against inflation, by H. 8S. Houthakker ; 
Share of wages and salaries in manufacturing incomes, 1947-56, by 
Alfred H. Conrad; Nov. 26, 1959. 1959. xi+153 p. (Joint committee 
print, 86th Congress, 1st session.) [Materials prepared in connection 
with study of employment, growth, and price levels.] * Paper, 45c. 
L.C. card 60-6016 Y 4.Ec 7: Em 7/4/no.7-9 


404 Study papers nos. 10 and 11, Potential public policies to deal with inflation 
caused by market power, by Emmette 8S. Redford [and] Brief interpre- 
tive survey of wage-price problems in Europe, by Mark W. Leiserson ; 
Dec. 11, 1959. 1959. ix+86 p. (Joint committee print, 86th Congress, 
1st session.) [Materials prepared in connection with study of employ- 
ment, growth, and price levels.] * Paper, 25e¢ 
L.C. card 60—60284 Y 4.Ee 7: Em 7/4/no.10-11 


HOUSE OF REPRESENTATIVES 


405 Antitrust laws, with amendments, 1890-1959; 1, Sherman act; 2, Clayton 
act; 3, Federal Trade Commission act & amendments; 4, Export trade 
act; 5, Banking corporations authorized to do foreign banking business; 
6, National industrial recovery act; 7, Price discrimination; compiled 
by Gilman G. Udell, superintendent, Document Room, House of Repre- 
sentatives. 1959. vi+123 p. * Paper, 40c. @ Item 998 
L.C. card 24—-26651 Y 1.2: An 8/959 


406 Laws authorizing issuance of medals and commemorative coins [June 20, 
1874-Sept. 16, 1959] ; compiled by Gilman G. Udell, superintendent, Docu- 
ment Room, House of Representatives. 1959. vi+239 p. * Paper, 70c. 
@ Item 998 
L.C. card 60-60111 Y 1.2: M 46/959 


407 Laws relating to Securities Commission, exchanges and holding companies 
[May 27, 1933—Sept. 23, 1959] (with indices) ; compiled by Gilman G. 
Udell, superintendent, Document Room, House of Representatives. 1959. 
xxii-+297 p. * Paper, $1.00. @ Item 998 
L.C. card 60-60181 Y 1.2: Se 2/959 


408 Neutrality laws [Aug. 31, 1935-Aug. 13, 1953]; compiled by Gilman G. 
Udell, superintendent, Document Room, House of Representatives. 1959. 
ii+33p. *Paper,15c. @ Item 998 
L.C. card 60—-60113 Y 1.2: N 39/959 


409 Selective service act as amended, contains laws of 65th iietcauataad 86th, Ist 
session Congresses [May 18, 1917—Mar. 23, 1959]; compiled by Gilman 
G. Udell, superintendent, Document Room, House of Representatives. 
1959. ii+146p. *Paper,45c. @ Item 998 
L.C. card 4383-50632 Y 1.2: Se 4/959 


House documents 


Nore.—All House documents, entries for which are followed by a +, may be 
obtained from the House Document Room or from the issuing office. 


House documents, 85th Congress. 


409A 189. Handbook of South American Indians: v. 7, Index. 1959. vi+286 p. il. 
(American Ethnology Bureau. Bulletin 143.) *(Available in depart- 
mental edition, cloth, $2.00, SI 2.3: 143/v.7, and sent to depositories in 
thatform. See Entry no. 186.) 


House documents, 86th Congress. 


410 9. Annual report of board of regents of Smithsonian Institution, showing 
operations, expenditures, and condition of Institution, year ended June 
30, 1958. 1959. x+559 p. il. 5 pl. 103 p. of pl. (Publication 4354.) 
[Includes general appendix with bibliographies.] * (Available in depart- 
mental edition, cloth, $3.75, S1 1.1: 958, and sent to depositories in that 
form. See Entry no. 1815). 


*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 
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House documents, 86th Congress—Continued 


98. Pascagoula Harbor, Miss., letter from chief of engineers, Army, submitting 
report on review of reports on Pascagoula Harbor, Miss. ; Mar. 18, 1959. 
1959. vii+31 p. map. [Also issued in departmental edition and sent to 
depositories in that form. See Entry no. 530.] 

109. Kahului Harbor, Territory of Hawaii, letter from chief of engineers, Army, 
submitting report on review of reports on Kahului Harbor, Island of Maui, 
Territory of Hawaii; Apr. 7, 1959. 1959. viii+25 p. map. [Aliso 
issued in departmental edition and sent to depositories in that form. See 
Entry no. 525.] 

112. Bayou Lafourche and Lafourche-Jump Waterway, La., letter from chief of 
engineers, Army, submitting report on survey of Bayou Lafourche and 
Lafourche-Jump Waterway, La.; Apr. 10, 1959. 1959. xvi+59 p. map, 
(Also issued in departmental edition and sent to depositories in that form, 
See Entry no. 524.] 

113. Menominee Harbor and River, Mich. and Wis., letter from chief of engineers, 
Army, submitting report on review of reports on Menominee Harbor and 
River, Mich. and Wis.; Apr. 20, 1959. 1959. viii+28 p. 1 pl. [Also 
issued in departmental edition and sent to depositories in that form. See 
Entry no. 529.] 

125. Annual report of American Historical Association, 1958; v. 1, Proceedings, 
[1959.] xxvii+59 p. [Includes report of secretary-treasurer for Pacific 
Coast Branch for 1958. *(Available in departmental edition, 40¢., 
SI 4.1: 958, v.1, and sent to depositories in that form. See Entry no. 187), 

128. La Feria division, lower Rio Grande rehabilitation project, Tex., letter from 
Acting Secretary of Interior transmitting supplemental report; May 5, 
1959. 1959. xv+84 p.il. 2 pl.4 maps. ¢ @ Item 996 

139. Occupational outlook handbook, employment information on major occupa- 
tions for use in guidance; [prepared in Division of Manpower and Employ- 
ment Statistics]. 1959 edition. [1959.] xv+785 p. il. 4° (Labor 
Statistics Bureau. Bulletin 1255.) [Prepared in cooperation with Bureau 
of Employment Security, Women’s Bureau, Bureau of Apprenticeship 
and Training, Bureau of Labor Standards, Veterans Administration, De- 
partment of Agriculture, Department of Health, Education, and Welfare, 
Revision of Bulletin 1215.] * (Available in departmental edition, $4.25, 
L 2.8: 1255, and sent to depositories in that form. See Entry no. 1944.) 

141. Gray Reef Dam and Reservoir, Wyo., letter from Secretary of Interior trans- 
mitting report on Gray Reef Dam and Reservoir, Glendo unit, Wyo., 
Missouri River Basin project, pursuant to Public law 85-695; May 14, 
1959. 1959. xi+32p. il. 1 pl. 3 maps2 tab. + @ Item 996 

143. Apponaug Cove, R.I., letter from chief of engineers, Army, submitting report 
on review of reports on Apponaug Cove, R.I.; May 14, 1959. [1959.] 27 
p. map. [Also issued in departmental edition and sent to depositories in 
thatform. See Entry 523.] 

162. Report on audit of Federal Housing Administration, Housing and Home 
Finance Agency, fiscal year 1958, letter from Comptroller General trans- 
mitting report: June 1, 1959. 1959. iv+33 p. 4° + @ Item 996 
L.C. ecard 50—61317 

163. Report on audit of Commodity Credit Corporation, Department of Agri- 
culture, fiscal year 1958, letter from Comptroller General of United States 
transmitting report; June 1, 1959. 1959. vi+91p.4° t @ Item 996 
L.C. ecard 50—-61316 

168. Report on audit of Public Housing Administration, Housing and Home 
Finance Agency, fiscal year 1958, letter from Comptroller General trans- 
mitting report: June 2, 1959. 1959. iv+49 p. 4° ¢ @ Item 996 
L.C. ecard 50—61090 

174. Report on review of Puerto Rico insuring office, Federal Housing Adminis- 
tration, Housing and Home Finance Agency, July 1958, letter from Comp- 
troller General transmitting report; June 16, 1959. 1959. wv+27 p. 4 
+ @ Item 996 
L.C. ecard 59-64242 

[This entry number not used. ] 

223. Report on audit of Development Loan Fund, fiscal year 1958, letter from 
Comptroller General transmitting report; Sept. 3, 1959. 1959. v+56 

.4° ¢ @ Item 996 
4C. ecard 60—60309 

233. United States courts [with bibliography ; prepared by Joseph F. Spaniol, jr.]; 
Sept. 7,1959. 1959. v+12p.il. * Paper,10c. @ Item 996 
L.C. ecard 60—60312 

262, v.1. Minerals yearbook, 1958: v. 1, Metals and minerals (except fuels); 
prepared by staff of Bureau of Mines, Division of Minerals. [1959.] 
viii+1230 p. il. *(Available in departmental edition, cloth, $4.00, I 
RD ad 1, and sent to depositories in that form. See Entry no. 

262, v. 2. Minerals yearbook, 1958: v. 2, Fuels; prepared by staff of Bureau of 
Mines, Division of Petroleum, Division of Bituminous Coal, Division of 
Anthracite. [1959.] vii+484 p. il. *(Available in departmental 
edition, cloth, $2.25, I 28.37: 958/v. 2, and sent to depositories in that 
form. See Entry no. 1098). 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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262, v.3. Minerals yearbook, 1958: v. 3, Area reports; prepared by field staff of 
Bureau of Mines. [1959.] viii+1065 p. il. * (Available in depart- 
mental edition, cloth, $3.75, I 28.37: 958/v. 3, and sent to depositories 
inthatform. See Entry no. 1099). 

278. Collective bargaining clauses, company pay for time spent on union business ; 
[prepared by John N. Gentry]. Oct. 1959. v+46 p. 4° (Labor Sta- 
tistics Bureau. Bulletin 1266.) * (Available in departmental edition, 
Sie. L 2.3: 1266, and sent to depositories in that form. See Entry no. 

). 


Agriculture Committee, House 


{Committee hearings] serial, 86th Congress. ~{ @ Item 1010 


JJ. Tobacco acreage allotments, lease and transfer, hearing before subcommittee 
on tobacco, 86th Congress, 1st session, on H.R. 8819, Oct. 26, 1959. 1959. 
iii+55 p. [This hearing was held at Live Oak, Fla.] ) 

L.C. card 60—60215 Y 4.Ag 8/1: T 55/22 


Armed Services Committee, House 


[Hearings on sundry legislation affecting naval and military establish- 
ments, 1959, 86th Congress, Ist session]; index. [1959.] p. 2585-95. 
@ Item 1012 
L.C. card 4847245 Y 4.Ar 5/2a : 959-60/1-36/ind. 


Supplemental hearings released from executive session relating to enter- 
tainment furnished by Martin Company of Baltimore, Md., of U.S. 
Government officers, subcommittee for special investigations, 86th Con- 
gress, 1st session, under authority of H. Res. 19, Sept. 10, 1959. 1959. 
ii+204p.il. + @ Item 1012 
L.C. card 60-60179 Y 4.Ar 5/2: En8 


Weapons system management and team system concept in government con- 
tracting, hearings before subcommittee for special investigations, 86th 
Congress, 1st session, under authority of H. Res. 19, Apr. 13—Aug. 25, 
1959. 1959. iii+775p.il.2pl. + © Item 1012 
L.C. card 60-60180 Y 4.Ar 5/2: W 37 


District of Columbia Committee, House 


Home rule, hearings, 86th Congress, 1st session, on H.R. 4694 [and other] 
bills to set up elected form of Government for District of Columbia, sub- 
committee 3, July 28-Sept. 3, 1959. 1959. vi+1-538 p. + @ Item 1014 
L.C. card 59-64172 Y 4.D 63/1: D 63/7/959 


Payment of tuition of certain persons attending public schools of District 
of Columbia, hearing, Oct. 12, 1959. 1959. ii+38 p. + @ Item 1014 
L.C. card 60-60106 Y 4.D 63/1: Sch 6/8 


Government Operations Committee, House 


Activities report, 85th Congress, Ist and 2d sessions, 1957-58. 1958. iv+55 
p. (Committee print [85th Congress, 2d session].) tf 
L.C. eard 59-62232 Y 4.G 74/7: Ac 8/3/957-58 


Notes on jurisdiction of House Committee on Government Operations ; May 
1958. 1959. ii+5 p. (Committee print, 86th Congress, Ist session.) tf 
L.C. card 59-62195 Y¥ 4.G 74/7: J 97 


Interior and Insular Affairs Committee, House 


Committee prints, 86th Congress, 1st session. 


14. Indirect services and expenditures by Federal Government for American 
Indian, committee documents and information relating to questionnaire 
circulated to various Federal agencies on subject of indirect expenditures 
in field of Indian affairs; Oct. 9, 1959. 1959. vii+61 p. il. 2 pl. 1 tab. + 
L.C. card 60-60104 Y 4.In 8/14: In 2/7 


*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 
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Interstate and Foreign Commerce Committee, House 


Major administrative process problems, hearings before subcommittee, 
86th Congress, 1st session, June 15-26, 1959. 1959. vii+-794 p. il. 3 pl. 
[Panel discussion by representatives of industry, of Government, and of 
the bar.] + @ Item 1019 
L.C. card 60-60109 : Y 4.In 8/4: Ad 6/2 


Judiciary Committee, House 


[Committee hearings] serial, 86th Congress. + @ Item 1020 

10. Standards for congressional districts (apportionment), hearings, before sub- 
committee no. 2, 86th Congress, Ist session, on H. R. 73, H.R. 575, H.R, 
8266 and H.R. 8473, June 24 and Aug. 19, 1959. 1959. iv-+110 p. il. 
L.C. card 60—60246 Y 4.J 89/1: 86/10 

11. District of Columbia, Maryland, and Virginia mass transit compact, hearings 
before subcomittee 6% 3, 86th Congress, 1st session, on H.J. Res. 402, Aug. 
26,1959. 1959. Soe ,iv-++ 199 p. 
L.C. card 60-60216 Y 4.J 89/1: 86/11/pt.1 

12. Group bargaining by milk cooperatives, hearings before antitrust subcom- 
mittee no. 5), 86th Congress, Ist session, on S. 753 and H.R. 7191, Aug. 
20 and 21,1959. 1959. iv+107 p. 
L.C. ecard 60—-60114 Y 4.3 89/1: 86/12 


Merchant Marine and Fisheries Committce, House 


Discussion of activities of Panama Canal Company, hearing, 86th Congress, 
1st session; Apr. 14, 1959. 1959. ii+9p. + @ Item 1021 
L.C. card 60-60177 Y 4.M 53: P 19/19 


Post Office and Civil Service Committee, House 


Classification act of 1949, as amended, and related provisions of law, 
prepared for use of Committee on Post Office and Civil Service, House, 
by Office of Legislative Council, House, with assistance of Civil Service 
Commission; Dee. 8, 1959. 1959. iii+58 p. (Committee print.) 
* Paper, 20c. 

L.C. card 60—60266 Y 4.P 84/10: C 56/2 


Preliminary report on business reporting requirements of Federal Govern- 
ment, subcommittee on census and government statistics, 86th Congress, 
1st session; Dec. 6, 1959. 1959. v+76 p. 1 pl. (Committee print.) 
* Paper, 50c. 

L.C. card 60—60232 Y 4.P 84/10: B9% 


Public Works Committee, House 


[Committee hearings, serial, 86th Congress.] + @ Item 1024 


11. Small watershed program, hearings before subcommittee on watershed de- 
venaeent, B oss Congress, 1st session, Feb. 10—Aug. 20, 1959. 1959. 
iii+17 
L.C. card 59-64198 Y 4.P 96/11: 86/11 

138. Public buildings bills, hearing before subcommittee on public buildings and 
rounds, 86th Congress, 1st session, on a. Res. 456 and H.R. 7579, 
ips H.R. 1238 and §S. 219, [and] S. 1473, July 28, 1959. 1959. 
iii y 
L. cand 60-60134 Y¥ 4.P 96/11 : 86/13 

14. Rivers and harbors, miscellaneous, hearing before subcommittee on rivers 
and harbors, 86th Congress, 1st session, on H.R. 8171, H.R. 8347, H.R. 
5738, Resolution docket no. 1036, Aug. 26, 1959. 1959. iii+42 p. 

L.C. card 59-64261 Y 4.P 96/11: 86/14 

15. Modification of local participation in flood control projects, hearing, S6th 
Congress, Ist session on H.R. 2185, Aug. 4, 1959. 1959. iii+27 p. 

L.C. card 59-64197 Y 4.P 96/11. 86/15 


Science and Astronautics Committce, House 


[Paper], 86th Congress. + @ Item 1025-A 


44. National Medal of Science, penrings 86th Congress, 1st session, on H.R. 6288, 
July 30 and Aug. 5, 1959. 1959. iii+-51p. 7 
L.C. card 60-60126 Y¥ 4.Sei 2 : 86/44 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Official Use. Not Available 
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452 45. Basic scientific and astronautic research in Department of Defense, hearings 
before subcommittees nos. 1, 2, 3, and 4, 86th Congress, 1st session, June 
4-19, 1959. 1959. iii+536 p. il. 1 pl. {Hearings of June 4, 9, 10, and 30 
were held in executive sessions. ] 
L.C. card 60—60135 Y 4.Sei 2: 86/45 


Ways and Means Committee, House 


453 Disability insurance fact book, summary of legislative and administrative 
development of disability provisions in title 2 of Social security act; 
prepared by staff of subcommittee on administration of Social security 
laws. 1959. x-+-220p.il. ¢ 
L.C. card 60-60101 Y 4.W 36: D 63/11 


REDUCTION OF NONESSENTIAL FEDERAL EXPENDITURES JOINT COMMITTEE 


454 Additional report of Joint Committee on Reduction of Nonessential Fed- 
eral Expenditures, pursuant to sec. 601 of revenue act of 1941 on Federal 
employment and pay, post-Korean war (fiscal years 1954-59). 1959. 
iii+15 p. (Senate committee print, 86th Congress, 1st session.) 7+ 

Y 4.R 24/4: Em 7/2/954-59 


SENATE 


Journal of executive proceedings of Senate. 
Note.—These volumes are distributed by the secretary of the Senate. The dis- 
tribution is limited as the number printed is restricted by law to 50 copies. 
455 v. 99, pt. 1. 85th Congress, 1st session, Journal Jan. 8, 1957—Aug. 30, 1957, 
with indexes thereto up to Army, Air Force, Navy, and Marine 
Corps, shown in pt. 2and 3. 1959. viii+1424 p. 


L.C. card 9—-23902 Y 1.3/4 : 99/pt.1 

456 vy. 99, pt. 2. 85th Congress, 1st session, 1957, Army and Air Forces indexes. 1959. 
iii+ 1425-2985 p- 

L.C. card 9—23902 Y 1.3/4: 99/pt.2 

457 Telephone directory, Senate, Oct. 1959. [1959.] cover title, 92 p. 4° 

[Text on p. 2 and 3 of cover.] * Paper, 65c. Y¥ 1.3: T 23/959-2 


Senate documents 


Notre.—-All Senate documents, entries for which are followed by a f, may be 
obtained from Senate Document Room or from the issuing office. 


Senate documents, 86th Congress. 

458 63. Legislative record, digest of achievements and status of Presidential recom- 
mendations, 86th Congress, Ist session, Jan. 7—Sept. 15, 1959; 5-year re- 
view of Democratic controlled 84th, 85th, and 86th Congresses ; by Lyndon 
B. Johnson, Senate majority leader; Sept. 15, 1959. 1959. xviii+159 p. 
1tab. ¢ @ Item 996 
L.C. card 60—60313 

459 64. Summaries of major legislation (Jan.—Sept. 1959), supplement to Republican 
report on ist session, 86th Congress (Senate document 60), by Everett 
—e Dirksen of Illinois; Sept. 14, 1959. 1959. iv+15p. ¢ @ Item 
9 


6 
L.C. card 59-—-64006 
460 67. Congressional action on President’s requests for appropriations and new 
obligational authority, statement by Lyndon B. Johnson; Aug. 21, 1959. 
1959. ii+4p.1pl. + @ Item 996 
L.C. card 60—60372 


Banking and Currency Committee, Senate 


461 Development corporations and authorities, reports, statutes, and other 
materials on State and local development corporations and authorities ; 
revised, Dec. 2, 1959. 1959. vii+492 p. (Committee print, 86th Con- 
gress, Ist session.) * Paper, $1.25. @ Item 1035 
L.C. card 60—-60136 Y 4.B 22/3: D 49/959 


*For Sale by Superintendent of Documents 
For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 
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Unless Otherwise Indicated Page 29 





GOVERNMENT PUBLICATIONS 





Foreign Relations Committee, Senate 


462 St. Lawrence Seaway and power project; prepared by Legislative Refer- 
ence Service, Library of Congress for Committee on Foreign Relations, 
Aug. 13, 1959. 1959. vi+25 p. map. (Committee print, 86th Congress, 
1st sess.) ff ‘ 
L.C. card 60-60100 Y 4.F 76/2: Sa 2/8 


463 Subcommittees; Apr. 29, 1959. 1959. iii+4 p. (Committee print, 86th 
Congress, Ist session.) f{ 

L.C. card 52-61849 Y 4.F 76/2: Sul 

United States foreign policy, studies (pursuant to S. Res. 336, 85th Cong., 

and S. Res. 31, 86th Cong.). (Committee prints, 86th Congress, Ist 


session.) 7 Y 4.F 76/2: F 76/12/ (nos.) 
464 3. Western Europe [with bibliography], posers a. Foreign Policy Research 
Institute, University of Pennsylvania; Oct. , 1959. 1959. ix+95 p. il. 


(Erratum sheet, 1 p. oblong 48° was issued - %, ¥ 
L.C. card 60—60162 
4. Africa, ae by Program of African Studies, Northwestern University ; 
Oct. 1959. 1959. ix+84 p. il. 
5. Asia, Xt. by Conlon Kesediates, Ltd., Nov. 1, 1959. 1959. ix+157 p. 
L.C. card 60-60164 
6. Operational aspects of United States foreign policy, prepared by Maxwell 
Graduate School of Syracuse University; Nov. 11, 1959. 1959. x-+73 p. 
L.C. card 60—60310 
7. Basic aims of United States foreign policy, prepared by Council on Foreign 
Relations ; Nov. 25,1959. 1959. ix+24 p. 
L.C. card 60—60311 
8. Developments in military technology and their impact on United States 
strategy and foreign policy, prepared by bee ayy Center of Foreign 
Policy Research, Johns Hopkins University ; Dec. 6, 1959. 1959. x+120 p. 
United States-Latin American relations, study wieeiaiendl at request of sub- 
committee on American Republics affairs (pursuant to S. Res. 330, 85th 
Cong., and S. Res. 31, 86th Cong.). ¢f Y 4.F 76/2: L 184/(nos.) 
465 1. Post World War II political developments in Latin America, by easy < 
New Mexico School of Inter-American Affairs; Nov. 19, 1959 1959 
vii+72 p. entice print, 86th Congress, 1st session. ) 
L.C. card 60—6029 
2. Commodity Problems in Latin America, by International Economics Con- 
sultants, Inc.; Dee. 12, 1959. 1959. ix+96 p. il. (Committee print, 86th 
Congress, 1st session. ) 
L.C. card 60-60299 


Government Operations Committee, Senate 


466 National Science Foundation and life sciences, prepared for Committee on 
Government Operations, Senate, and its subcommittee on reorganization 
and international organizations (pursuant to S. Res. 347, 85th Congress, 
and S. Res. 42, 86th Congress) ; Nov. 16, 1959. 1959. xiv+96p. (Com- 
mittee print, 86th Congress, Ist session.) * Paper, 30c. 

L.C. card 60—-60234 Y 4.G 74/6: N 21s 


467 Passport reorganization act of 1959, hearings before special subcommittee, 
86th Congress, 1st session, on S. 2095, Aug. 26-Sept. 1, 1959. v-+568 p. 
il. + @ Item 1037 
L.C. ecard 60-60108 Y 4.G 74/6: P 26/2 


Interior and Insular Affairs Committee, Senate 


468 Executive modification of Mineral leasing act on Federal wildlife lands. 
1959. iv+19 p. (Committee print, 86th Congress, 2d session.) f 
L.C. card 60—60102 Y 4.In 8/13: M 66/14 


Interstate and Foreign Commerce Committee, Senate 


469 Amendments to transportation act of 1958 (train discontinuance) hearings 
before surface transportation subcommittee, 86th Congress, 1st session, 
on §. 1331, S 1450, June 4—July 31, 1959. 1959. v+493 p. il. map. f 
@ Item 1041 
L.C. card 60-60203 Y 4.In 8/3: T 68/26 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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VHF booster and community antenna legislation, hearing before com- 
munications subcommittee, 86th Congress, 1st session, on 8. 1739, S. 1741, 
S. 1801, S. 1886, and 8.2303. + @ Item 1041 


pt.1. June 30—July 16,1959. 1959. v-+836 p. il. 1 pl. 6 maps. 
L.C. card 60—-60119 Y 4.In 8/3: B 64/2/pt.1 


Judiciary Committee, Senate 


Administered prices, hearings before subcommittee on antitrust and mo- 
nopoly, 86th Congress, 1st session, pursuant to 8. Res. 57. @ Item 1042 
Y 4.J 89/2: P 93/6/pt.12 
pt. 12. Study of administered prices in bread industry, June 16—July 10, 1959. 
1959. iv+6033—6679 p. il. map. * Paper, $2.00. 
L.C. eard 57—61810 
Juvenile delinquency, hearings before subcommittee to investigate juvenile 
delinquency, 86th Congress, 1st session, pursuant to S. Res. 54. 7 
@ Item 1042 Y 4.J 89/2: J 98/39/pt.2 
pt. 2. Community programs in Chicago and effectiveness of juvenile court system ; 
May 28 and 29,1959. 1959. iii+ 89-239 p. il. 
L.C. ecard 59-61459 
Legislative recommendations by Senate internal security subcommittee and 
subsequent action taken by Congress and executive agencies; prepared 
by Legislative Reference Service of Library of Congress, 85th Congress, 
2d session. 1959. viii+137 p. (Committee print, 85th Congress, 2d 
session.) 7 
L.C. ecard 59-61957 Y 4.J 89/2: In 8/7 


Patent practices of Post Office Department, preliminary report of subcom- 
mittee on patents, trademarks, and copyrights, 86th Congress, 1st session, 
pursuant to S. Res. 53; [prepared by Clarence M. Dinkins]. 1959. v+ 
6 p. (Committee print, 86th Congress, Ist session.) * Paper, 10c. 
L.C. card 60—60233 Y 4.J 89/2: P 27/8 


Report of subcommittee to investigate administration of Internal security 
act and other internal security laws, 86th Congress, 1st session, for year 
1958; Aug. 27, 1959. 1959. vi+132 p. (Committee print, 86th Con- 
gress, Ist session.) tf 
L.C. ecard 56—60321 Y 4.J 89/2: In 8/4/958 


Soviet intelligence in Asia, hearing before subcommittee to investigate ad- 
ministration of Internal security act and other internal security laws, 
86th Congress, Ist session, testimony of Aleksandr Yurievich Kasnak- 
heyev, Dec. 14,1959. 1959. iii+25p. + @ Item 1042 
L.C. card 60—60214 Y 4.J 89/2: So 8/7 


Labor and Public Welfare Committee, Senate 


Federal programs for aged and aging, hearings before subcommittee on 
problems of aged and aging, 86th Congress, 1st session, July 23-30, 1959. 
1959. vi+339 p.il. * Paper, $1.00. @ Item 1043 
L.C. card 59-64259 Y¥ 4.L11/2: Ag 3/5 


National organizations in field of aging, hearings before subcommittee on 
problems of aged and aging, 86th Congress, Ist session, Aug. 4—6, 1959. 
1959. vi+336p. * Paper, $1.00. @ Item 1043 
L.C. card 60—60107 Y 4.L11/2: Ag 4 


Survey of major problems and solutions in field of aged and aging, compi- 
lation of responses to survey by subcommittee on problems of aged and 
aging. 1959. xv+677 p. (Committee print, 86th Congress, 1st ses- 
sion.) * Paper, $2.00. 

L.C. card 60—60235 Y 4.L 11/2: Ag 3/6 
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GOVERNMENT PUBLICATIONS 


Public Works Committee, Senate 


Status of public roads, 1959, hearings before subcommittee, 86th Congress, 
1st session, on status and progress of National highway program, 1959, 
Feb. 26 and 27, 1959. 1959. iii+80 p. il. + @ Item 1045 
L.C. card 59-64263 ‘ Y 4.P 96/10 : R 53/2 

Small Business, Select Committee on, Senate 


Set-asides in sale of Government timber, Small Business Administration 
hearing, on set-asides in sale of Government timber, Portland, Oreg., 
Aug. 26-27, 1959, together with SBA’s summary. 1959. iv+112 p. 
(Committee print, 86th Congress, lst session.) { 

L.C. ecard 60-—60236 Y 4.8m 1/2: T 48 
Unemployment Problems, Special Committee on, Senate 
NotTe.—The Special Committee on Unemployment Problems was created by §&. 

Res. 196, 86th Congress, Ist session, which was agreed to Sept. 12, 1959. 

Unemployment problems, hearings, S6th Congress, 1st session, pursuant 
to S. Res.196. 7 @ Item 1009 
yt. 1. Oct. 5-7, 1959. 1959. v+516 p. il. 
4C. card 60—60178 Y 4.Un 2/3: Un 2/pt.l 

WASHINGTON METROPOLITAN PROBLEMS JOINT COMMITTEE 


Preliminary financial and organizational report regarding metropolitan 
transportation [mass transportation survey National Capital region, 
Jan. 1959; prepared by Institute of Public Administration, New York]; 
Aug. 1, 1959. 1959. viii+25 p. il. (Committee print, 86th Congress, 
1st session.) f{ 

L.C. card 59-62269 Y 4.W27/2: T 68/4 
COPYRIGHT OFFICE, Library of Congress 

Bulletin. 

31. Decisions of United States courts involving copyright, 1957-58; compiled 
and edited by Benjamin W. Rudd. 1959. xii+717 p. * Cloth, $2.75. 
@ Item 790 
L.C. ecard 15—-26124 LC 3.3: 31 

Catalog of copyright entries, 3d series, v. 12. 
pt. 2. Periodicals, no. 2, July—Dec. 1958. 1959. viii+217-426 p. 4° #f Paper, 

$1.00. @ Item 793 
L.C. ecard 6-35347 LC 3.6/5 : v.12/pt.2/no.2 

Catalog of copyright entries, 3d series, v. 13. 

pts. 12-13. Motion pictures and filmstrips no. 1: Jan.—June 1959. 1959. 
viii+56+ [1] p.4° + Paper, 50c. @ Item 800 
L.C. card 6—-35347 LC 3.6/5: v.13/pt.12—13/no.1 


COURT OF CLAIMS 


Cases decided in Court of Claims, Jan. 1—Mar. 31, 1958, with report of 
Supreme Court in Court of Claims cases, v. 141; reported by Thomas C. 
Batchelor. 1959. xxviii+983 p. 1 pl. * Cloth, $4.50. @ Item 730 
L.C. card 11-11998 Ju 3.9: 141 


COURT OF CUSTOMS AND PATENT APPEALS 


Court of Customs and Patent Appeals: v. 46, Customs cases adjudged in 
United States Court of Customs and Patent Appeals, Oct. 1958—Oct. 1959; 
Robert R. Reque, reporter of decisions. 1959. xxi+173 p. * Cloth, $1.75. 
® Item 733 
L.C. eard 11-35722 Ju 7.5: 46/1 


DEFENSE DEPARTMENT 


Cataloging manual M (series). [Issued with perforations. ] 
1—6. Federal manual for supply cataloging: chap. 6, Operating forms; Aug. 195%. 
[1959.] cover title, iii+[53] p. il. 4° (Armed Forces Supply Support 
Center.) * Paper, 40c. @ Item 314—A. 1) 7.6/3: 1-6 
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JANUARY 1960 


Court-martial reports, holdings and decisions of Judge Advocates General 
boards of review and Court of Military Appeals: v. 27, 1958-59. n-.p. 
[1959.] xliii+1069 p. il. + Cloth, $7.50, Lawyers Cooperative Publish- 
ing Co., Rochester, N.Y. 

L.C. card 52-61311 D 1.29: 27 


Environmenta! requirements guide for electronic component parts; [with 
list of applicable publications; prepared by ad hoc group of] Advisory 
group on Electronic Parts, Advisory Group on Electron Tubes, Office of 
Director of Defense Research and Engineering]. Mar. 1959. [1]+ iv 
+11 p. 4° [Processed. Supersedes Environmental requirements guide 
for electronic parts, Oct. 1957.) # Paper, 50c. (PB 131423-R). 

L.C. card 60—60230 D 4.2: El 2/5/959 


Military specifications. D1.12: 

Notre.—tThese specifications are now so completely covered by the Military Index, 
volumes 2, 8, and 4 published by the Army, the Navy, and the Air Force, semi- 
annually and kept current by monthly supplements, that listing in the Monthly 
Catalog of United States Government Publications represents unnecessary and 
wasteful duplication of effort. For that reason they will no longer be listed. 

Complete information on the three indexes of specifications, and related publica- 
tions referred to, will be found in the Appendix to the August 1959 issue of the 
Monthly Catalog under Entry numbers 10753, 10768, and 11507. 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 


Analysis of research in teaching of science, July 1956-July 1957 [with 
bibliographies]; by Ellsworth 8. Obourn and Charles L. Koelsche. 
[1959.] vi+46 p. (OE-—29000; Bulletin 1960, no. 2.) [Text on p. 2 of 
cover.] * Paper,25¢c. @ Item 460—A-29 
L.C. card HEW 60-12 FS 5.229 : 29000 


Biennial survey of education in United States 1954-56: chap. 1, Statistical 
summary of education, 1955-56; [by] Rose Marie Smith and W. Vance 
Grant. [1959.] xi+96 p. (OE-10003.) [Text on p. 2 of cover.] 
* Paper, 45c. @ Item 457 and 460—A-10 
L.C. card E 20-627 FS 5.23 : 954-56/chap.1 


—— chap. 3, Statistics of local school systems, staff, pupils, and finances, 
1955-56 ; sec. 1, cities; [by] Leater B. Herlihy. [1959.] ix+250 p. il. 
({PS-77-59.]) [Text on p. 2 of cover.] * Paper, $1.00. @ Item 457 
L.C. card HEW 59-79 FS 5.23 : 954-56/chap.3/sec.1 


Bulletin 1959 (series). FS 5.3 : 959/ (nos. ) 


19. Writers’ handbook for development of educational materials [with lists of 
suggested reading] ; by Barbara Nolen and Delia Goetz. [1959.] x+183 
p. il. ([PS—50-59.]) [Includes list of useful publications. Text on p. 2 
of cover.] @ Item 458 
L.C. card HEW 60-3 

24. Teachers of children who are hard of hearing, report based on findings from 
study qualification and ee of teachers of exceptional children ; 
prepared by Romaine P. Mackie, Don A. Harrington, in collaboration with 
Franceis W. Boyle [and others]. [1959] ix+70 p. iL ([{PS 65-—59.]) 
* Paper, 35c. @ Item 458 
L.C. card HEW 60-5 

26. Education in Soviet zone of Germany [with selected bibliography]; by Paul 
S. Bodenman. [1959.] viii+162 p. il. ({PS-—66—-59.]) [Text and other 
illustrations on p. 1—4 of cover.] * Paper, $1.00. @ Item 458 
L.C. card HEW 60-3 

28. Preparation of mentally retarded youth for gainful employment [with selected 
references], study sponsored jointly by Office of Education, Office of Voca- 
tional Rehabilitation, [and] Project on Technical Planning of American 
Association on Mental Deficiency. [1959.] x+86p. (Rehabilitation serv- 
ice series no. 507; [PS—84-59].) [Last bulletin in 1959 series.] * Paper, 
35c. @ Item 458 & 531 
L.C. card HEW 60-60 


Bulletin 1960 (series). 


1. See, below, Statutory basis for administrative and specialized service staffing 
in local school districts. 
2. See, above, Analysis of research in teaching of science, July 1956—July 1957. 
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GOVERNMENT PUBLICATIONS 


Circulars. 

568. Organized occupational curriculums, enrollments and graduates, 1957; by 
Henry H. Armsby [and others]. [1959.] viii+201 p. il. 4° ([PS-62- 
59.]) [Text on p. 2 of cover.] * Paper, $1.25. @ Item 459 
L.C. ecard E 58—29 FS 5.4: 568 

593. See, below, Resident, extension, and other enrollments in institutions of 
higher education, 1st term, 1957-58. 

596. See, below, Faculty and other professional staff in institutions of higher 
education, 1st term, 1957-58. 

599. Soe a of bonds sold for public school purposes, Oct. 1953- 
une q 

606. See, below, Opening (fall) enrollment in higher education, 1959, institu- 
tional data. 

Education directory, 1959-60: pt. 1, Federal Government and States; 
[prepared by Louise Ratliff Murphy]. [1959.] cover title, 77 p. (OE- 
20004.) * Paper, 30c. @ Item 460 and 460—-A-—20 
L.C. ecard E 13-213 FS 5.25 : 959-60/pt.1 


—— pt. 2, Counties and cities; [prepared by Lester B. Herlihy]. [1959.] 
cover title, 104 p. (OE—20005; [PS—16-60].) * Paper, 45c. @ Item 460 
and 460—A-—20 
L.C. eard E 13-213 FS 5.25 : 959-60/pt.2 


Educational teleguide, references for education by television; by Franklin 
Dunham. [1959.] iii+79 p. narrow 8° ([PS-69-59.]) * Paper, 30c. 
@ Item 461-A 
L.C. card HEW 60-9 FS 5.6/2: T 23 


Faculty and other professional staff in institutions of higher education, 
1st term 1957-58 ; by Wayne E. Tolliver and Hazel C. Poole. Sept. 1959. 
iv+68 p. 4° (OE 53000; Circular 596.) [Includes list of related pub- 
lications of U.S. Office of Education on p. 3 of cover. Text on p. 2 of 
cover.| * Paper, 45c. @ Item 460—-A-—53 
L.C. card E 57-26 FS 5.253 : 53000 


Farm mechanics in vocational agriculture, survey ; by Alvin H. Hollenberg. 
[1959.] v+28 p. (OE-81001, Vocational Division bulletin 280, Agri- 
cultural series no. 74.) * Paper,15c. @ Item 460—A-81 
L.C. card HEW 60-13 FS 5.281 : 81001 


Guide to National defense education act of 1958; by Theodora E. Carlson, 
assisted by Catherine P. Williams. [Jan. 1959, revised Sept. 1959.] 
[1959.] iv+27 p. il. 4° (OE-1000; [PS-9-60].) * Paper, 25c. @ Item 
460—-A-10 
L.C. card HEW 59-97 FS 5.210: 10000 


International teacher development program, 1958-59, annual report to 
International Educational Exchange Service, Department of State; pre- 
pared by International Teacher Development Section, Educational Ex- 
change and Training Branch, Division of International Education. 
[1959.] v+79 p. il. 4° (OE-14003.) + @ Item 460—-A-14 
L.C. card HEW 60-10 FS 5.214 : 14003 


Library research in progress, no. 1. Oct. 1959. 40 p. 4° (OE-—15003.) 7 
FS 5.215: 15008 
Opening (Fall) enrollment in higher education, 1959,: institutional data; 
by Hazel C. Poole and Leah W. Ramsey. Nov. 1959., iii+34 p. 4° (OF- 
54008 ; Circular 606.) * Paper, 30c. @ Item 460—A—54 
L.C. card E 48-21 FS 5.254 : 54003 
Projection of earned degrees to 1969-70; by Louis H. Conger, jr., and 
Marie G. Fullam. Sept. 1959. 7p. 4° (OE-54002.) + FS 5.254: 54002 


Resident, extension, and other enrollments in institutions of higher educa- 
tion, Ist term, 1957-58, July 1959; by Hazel C. Poole. [1959.] iv+T7é 
p. 4° (OE-54000; Circular 593, [PS—12-60].) [Text on p. 2 of cover.] 
* Paper, 50c. @ Item 460—A-54 
L.C. card E 5447 FS 5.254 : 54000 
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+Distribution Made by Issuing Office 
tOfficial Use. Not Available 


Mailing Address for All Agencies Listed Is Washington 25, D.C. 
Page 34 Unless Otherwise Indicated 





51) 


51 


2 


52 


52 


52 


5: 








23 


9. 





518 


519 


520 


521 


522 


523 


524 


525 


526 


527 


528 


529 


530 


JANUARY 1960 


Statistics of bonds sold for public school purposes, Oct. 1953—June 1959 ; 
[by Stanley V. Smith and E. Joan McMurry]. [1959.] iv+15 p. il. 4° 
(OE-22001, [Circular 599, Ps—13-60.]) * Paper, 20c. @ Item 460—A-—22 
L.C. card HEW 60-11 FS 5.222 : 22001 


Statutory basis for administrative and specialized service staffing in 
local school districts ; by Winston L. Roesch. [1959.] xii+208 p. (OE- 
23000; Bulletin 1960, no. 1 [PS-2-60].) [Text on p. 2 of cover.] * Pa- 
per, 75c. @ Item 460—A-2: 


L.C. card HEW 60-7 FS 5.223 : 23000 
Vocational Division bulletin. 
280. See, above, Farm mechanics in vocational agriculture, survey. FS 5.128: 


EMPLOYMENT SECURITY BUREAU, Labor Dept. 


BES (series). @ Item 752-B L 7.61 : (letter-nos. ) 


E-181. Community organization for employment development ; [prepared by Wil- 
liam B. Hewitt]. [1959.] vi+16 p.il.4° 7 
L.C. card L 60-2 

F146. Information concerning entry of Mexican agricultural workers into United 
States, Public law 78, 82d Congress, as amended, Migrant labor agree- 
ment of 1951, as amended and pertinent interpretations, Standard 
work contract, as amended and pertinent interpretations, Joint operat- 
ing instructions, Minimum acceptable housing standards. Oct. 1959. 
v+39 p.4° (Farm Labor Service.) 
L.C. card L 52-5 


ENGINEERS CORPS (Army), Defense Dept. 


Apponaug Cove, R.I., letter from chief of engineers, Army, Apr. 2, 1959, 
submitting report on review of reports on Apponaug Cove, R.I.; May 14, 
1959. [1959.] 27 p. map. [Also issued as H. doc. 143, 86th Congress, 
1st session.] t @ Item 334-A D 103.22: Ap 6 


Bayou Lafourche and Lafourche-Jump Waterway, La., letter from chief 
of engineers, Army, submitting report on survey of Bayou Lafourche and 
Lafourche-Jump Waterway, La., Apr. 10, 1959. 1959. xvi+-59 p. map. 
[Also issued as H. doc. 112, 86th Cong., 1st sess.] D 108.22: B 34/3 


Kahului Harbor, Territory of Hawaii, letter from chief of engineers, Army, 
submitting report on review of reports on Kahului Harbor, Island of 
Maui, Territory of Hawaii; Apr. 7, 1959. 1959. viii+25 p. map. [Also 
issued as H. doc. 109, 86th Cong., Ist sess.] tf D 103.22: K 12/3 


Manuals EM (series). 


1110—2-1405. Engineering and design: Flood-hydrograph analyses and com- 
putations [with selected bibliography] ; Aug. 31, 1959. [1959.] 
cover title, ii+60 p.il.4° * Paper, 40c. @ Item 338—A 
D 103.6/3 : 1110—2—1405 
1110—345-165. Engineering and design: Plumbing, Change 1; Oct. 30, 1959. 
1959. 1p.4° [Issued in loose-leaf form.] f 
D 103.6/3 : 1110-—345-—165/ch.1 
1110-—345—260. Change 1 to Engineering manual for military construction, pt. 11, 
chap. 1, Oct. 1946. [1959.] 1 p. 4° [Issued in loose-leaf 
form.] t @ Item 338-—A W 7.36: pt.11/chap.1/946—2/ch.1 


Menominee Harbor and River, Mich. and Wis., letter from chief of engi- 
neers, Army, submitting report on review of reports on Menominee Har- 
bor and River, Mich. and Wis.; Apr. 20, 1959. 1959. viii+28 p. 1 pl. 
[Also issued as H. doc. 113, 86th Cong., 1st sess.] ¢ @ Item 334-A 

D 103.22 : M 52 


Pascagoula Harbor, Miss., letter from chief of engineers Army, submitting 
report on review of reports on Pascagoula Harbor, Miss.; Mar. 18, 1959. 
1959. vii+31p. map. [Also issued as H. doc. 98, 86th Cong., 1st sess.] 
t @ Item 334-A D 103.22: P 26/2 
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GOVERNMENT PUBLICATIONS 


Water resources development by Corps of Engineers in Virginia. Jan. 1, 
1959. cover title, a-i+65 p. il. 24 pl. 3 maps. (U.S. Army Engineer 
‘District, Norfolk, North Atlantic Division.) [Processed.]  } Paper, 
$1.20 
L.C. ecard 58-61019 ‘ D 103.35: V 81 


Waterborne commerce of United States, calendar year 1958: pt. 1, Water- 
ways and harbors, Atlantic Coast. [1959.] vi+385 p. il. 4° [Proc- 
essed.] + Paper, $1.30. Division Engineer, U.S. Army Engineer Divi- 
‘sion, New England, 150 Causeway St., Boston 14, Mass.; District Engi- 
neer, U.S. Army Engineer District, Lake Survey, 630 Federal Building, 
Detroit 26, Mich. 

L.C. card 55-63535 D 103.1/2 : 958/pt.1 


Waterborne commerce of United States, calendar year 1958: pt. 3, Water- 
ways and harbors, Great Lakes. [1959.] vii+203 p. il. 4° + Paper, 80c., 
U.S. Lake Survey, 630 Federal Building, Detroit 26, Mich. 

L.C. ecard 55-63535 D 103.1/2 : 958/pt.3 


Waterways Experiment Station. 


OTE.— Publications of Waterways Experiment Station which are for sale may be 
ordered from Corps of Engineers, U.S. Army, Waterways Experiment Station, 


, Vieksburg, Miss. 





Technical reports. [Processed.] D 108.24/2 : (nos.) 


2-527. Emergency gate, Greenup locks, Ohio River, Ky., hydraulic model in- 
vestigation; [prepared by E. S. Melsheimer]. Army-MRC Vicksburg, 
Miss., Oct. 1959. vii+ [38] p.+ [2] leaves, il. 10 pl. 4° 

2-528. Spillway and outlet works, Fort Randall Dam, Missouri River, S. Dak., 
hydraulic model investigation. Army-MRC Vicksburg, Miss., Oct. 1959. 
viii+ [170] p+ [2] leaves, il.4° ¢ 


Welcome to Lake o’ the Pines, Tex. [Army-MRC Vicksburg, Miss.], July 
1959. 1 sheet (with map on verso), il. narrow f° folded into narrow 8° 
‘size. (Army Engineer Division, Lower Mississippi Valley.) [Proc- 
essed. Some of the illustrations are colored.] + U.S. Army Engineer 


ne? District, New Orleans, Corps of Engineers, New Orleans, La. 


D 1038.2: L14 
FACILITIES AND MATERIEL BUREAU, Federal Aviation Agency 


Note.—The Bureau of Facilities and Materiel was established in the Federal 


on Ayiation Agency pursuant to the Federal aviation act of 1958 (Public law 726, 
‘85th Congress, 2d session, approved Aug. 23, 1958). 


537. 


Air commerce traffic pattern, fiscal year 1959. Nov. 1959. cover title, i+ 
35 p.4° * Paper, 30c. @ Item 431-—C-12 
L.C. card 56—-60548 FAA 4.11 : 959 


FARM CREDIT ADMINISTRATION 


[Rules and regulations for production credit associations, effective Jan. 1, 
1957, revised pages; effective Sept. 18, 1959.] [Revised Sept. 18, 1959.] 


., »sept. 22, 1959. [1]+2 p. 4° [Processed.] 


; 
FCA 1.6: P 94/957/rev.pages-3 


FARMER COOPERATIVE SERVICE, Agriculture Dept. 


, Cooperatives working together; by Martin A. Abrahamsen. [1959.] 9 


p. 4° [Processed. Notes for talk at annual meeting of Michigan As- 
sociation of Farmer Cooperatives, Oct. 19, 1959, at Lansing, Mich.] 

A 89.10: Ab 8/7 

Farmer and his Government, by Joseph G. Knapp, administrator. [1959.] 

11 p. 4° [Processed. Talk for 40th annual membership meeting of 

Dairymen’s League Cooperative Association, Inc., Syracuse, N.Y., Oct. 

14, 1959.] 7 A 89.10: K 72/13 
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January 1960 


General reports. + @ Item 65-A A 89.11: (nos.) 


66. Inventory management by selected retail farm supply co-ops, area 4, Kansas, 
Nebraska, Missouri, Iowa, and Illinois; by T. R. Eichers. Oct. 1959. [1]+ 
iv+19 p. il. 4° 

69. Integrated dairy operations through farmer cooperatives ; by Anne L, Gessner. 
Nov. 1959. cover title, vi+39 p. il. 4° [Includes list of other publications 
available. Page 39 is on inside of back cover. ] 

L.C. ecard Agr 60—42 


News for farmer cooperatives, reprint. [Processed.] 7 


178. Timely tips for country elevator planners; by Francis P. Yager. Sept. 1959. 
[2] p. il. 4e [From Sept. 1959 issue.] A 89.8/a:178 


FEDERAL AVIATION AGENCY 


Aircraft accident notification procedures and Bureau responsibilities, Bu- 
reau of Flight Standards, Bureau of Facilities and Materiel, Bureau of 
Air Traffic Management, effective Dec. 15, 1959. 1st edition. [1959] 
vi+[20] p. 4° [Issued with perforations.] + © Item 431-C-4 
L.C. card 60—60201 FAA 1.8: Ac 2 


Civil aeronautics manuals. [Issued in loose-leaf form.] @ Item 431—C-13 
FAA 1.34: (nos. ) 


4a. _) “<> “ey—enes ; Aug. 1959. [1959.1 cover title, [1]-+xiii+79 p. 4° 
aper, 60c. . 

10. Certification and approval of import aircraft and related products; Sept. 
1959. [1959.] cover title, [1]+iii+67 p. 4° [Supersedes Civil aero- 
nautics manual 10, June 1959.] * Paper, 45c. 

13. Aircraft engine airworthiness ; Oct. 1, 1959. [1959.] cover title, [1]+v+ 
17 p. 4° [Issued in loose-leaf form. Supersedes Civil aeronautics manual 
13, July 1959.] * Paper, 25c. 

21. Airline transport pilot rating; Aug. 1959. [1959.] cover title, [1] +iv+ 
31 p. 4° [Supersedes Civil aeronautics manual 21, dated Oct. 15, 1956, 
and all supplements thereto.] * Paper, 30c. Ti 

22. Lighter-than-air pilot certificates; Aug. 1959. [1959.] cover title, [1]+ 
iv+20 p. 4° [Supersedes Civil aeronautics manual 22, Oct. 15, 1956, and 
all supplements thereto.] * Paper, 25c. 

26. Control-tower operator certificates ; Aug. 1959. [1959.] cover title, [1]+ 
iii+5 p. 4° Paper, 20c. 

33. Flight radio operator certificates; Aug. 1959. [1959.] cover title, [1]+ 
iii+25 p.4° * Paper, 30c. 

34. Flight navigator certificates; Aug. 1959. [1959.] cover title, [1]+iii+ 
13 p. 4° [Supersedes Civil aeronautics manual 34, Oct. 15, 1956, and 
all supplements thereto]. * Paper, 20c. 

40. Scheduled interstate air carrier certification and operation rules} Sept. 15, 
1959. [1959.] cover title, x+199 p- 4° [Issued in looseleaf form. 
Supersedes Civil aeronautics manual 40, Apr. 1, 1956, and all supplements 
thereto.] * Paper, $1.00 (including basic manual and supplementary 
service), 35c. additional for foreign mailing. 

41. Certification and operation rules for scheduled air carrier operations outside 
continental limits of United States; Nov. 10, 1959. [1959.] cover title, 
viii+167 p. 4° * Paper, $1.00 (including basic manual and supple- 
7 service for an indefinite period) ; 35c. additional for foreign 
mailing. 

43. General operation rules; Sept. 1959. [1959.] cover title, iv+73 p. 4° 
[Issued in loose-leaf form. Supersedes Civil aeronautics manual 43, 
July 1, 1957.] * Paper, $1.25 (including basic manual and supplementary 
service) ; 50c. additional for foreign mailing. 

44. Foreign air carrier regulations; Aug. 1959. [1959.] cover title [1]+ 
iii+4 p. 4° [Supersedes Civil aeronautics manual 44 dated Apr. 1, 1957, 
and all supplements thereto.] * Paper, 20c. 

L.C. Card 54-3034 

45. Commercial operator certification and operation rules; Sept. 1959. [1959.] 
cover title, [1]+iii+17 p.4° * Paper, 25c. 

48. Operation of moored balleons and large kites; Aug. 1959. [1959.] cover 
title, [1]+iii4-16 p. 4° [Contains in consolidated form (1) Civil air 
regulations pt. 48, Operation of moored balloons and large kites, dated 
Dec. 29, 1954; and (2) rules, policies, and interpretations issyed by Ad- 
ministrator of Federal Aviation Agency in application to various sections 
of regulations.] * Paper, 25ce. 

L.C. card 54-3034 

190. Authorization of navigation of foreign civil aircraft within United States ; 
Aug. 1959. [1959.1 cover title, [1]+iii+2 p. 4° [Contains Civil air 
regulations pt. 190, dated Apr. 30, 1954, as amended by amendment 
190-1, effective Dec. 10, 1954; amendment 190-2, effective Feb. 7, 1957; 
and Civil Aeronautics Board regulation SPR-1, effective Dec. 31, 1958.] 
* Paper, 10c. 
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Civil air regulations. 


pt. 60. Air traffic rules; Sept. 15, 1959. [1959.] [4]+22+4 p. 4° [Includes 
amendments 60-1 through 60-13, 60-15, and revisions made by provi- 
sions of Special Civil air regulations 430, 431 und 433. Amendment 
60-14, which becomes effective on Jan. 1, 1960, is STV ER also.] 
AA 1.6/6: 60 
Nore.—Civil air regulations pt. 60 is sold by the Superintendent of 
Documents as part of the subscription to Civil Aeronautics manual 60, 
* Paper, $1.00 (including supplements for an indefinite period) ; 35c. 
additional for foreign mailing. 
Civil air regulations amendments. [Processed.] + C 31.209 : (nos. ) 


40-20. Scheduled interstate air carrier certification and operation rules: Reten- 
tion of flight recorder tapes and clarification of period flight recorder 
shall be in operation, effective Nov. 6, 1959. Sept. 30, 1959.. 1 p. 4° 

41-27. Certification and operation rules for scheduled air carrier operations out- 
side continental limits of United States: Retention of flight recorder 
tapes and clarification of period flight recorder shall be in operation, 
effective Nov. 6,1959. Sept. 30,1959. 1 p. 4° 

42-21. Irregular air carrier and off route rules: Retention of flight recorder 
tapes and clarification of period flight recorder shall be in operation, 
effective Nov. 6,1959. Sept. 30,1959. 1p. 4° 

FAA statistical handbook of aviation [1959 edition]. 1959. iv+140 p. il. 

* Cloth lined paper, 60c. © Item 431—C-—14 

L.C. card 46—26093 FAA 1.32: 959 


Federal Aviation Agency. [1959.] [16] p. il. narrow 8° + @ Item 431- 
C-8 FAA 1.2: F31 


ILS, FAA instrument landing system, standard characteristics and ter- 
minology [chart]. Originally prepared by Air Transport Association of 
America, May 1947, revised by Federal Aviation Agency, 1959. [1959.] 
9.6 x 13.7 in. [Issued in color.] 7+ FAA 1.16: In7 


Summary of supplemental type certificates and approved replacement 
parts, Apr. 1, 1959; supp. 1. [1959.] [1]+48 p. 4° [Issued in loose-leaf 
form.] * Paper, $1.75 (including basic manual and monthly supple 
ments for an indefinite period) ; 50c. additional for foreign mailing. 
@ Item 431—A-5 
L.C. ecard 59-62159 FA 4 1.14: 959/supp.1 


United States active civil aircraft by State and county, Jan. 1959; [pre- 
pared by Statistical Analysis Division, Office of Management Services]. 
July 1959. v+90p.il. 4° * Paper, 55c. @ Item 431-A-—2 
L.C. card 56-60795 FAA 1.35 : 959 


FEDERAL COMMUNICATIONS COMMISSION 


Federal Communications Commission reports, decisions and reports, v. 
23, July 12—Dec. 27, 1957. 1959. xxvit+792 p. * Cloth, $3.00. @ Item 
284 
L.C. ecard 36—26605 CC 1.12: 23 


Rules and regulations: v. 2, transmittal sheet 2-2. [1959.] [6] p. [In- 
cludes new and revised pages to pt. 2, Frequency allocations and radio 
treaty matters. Issued in loose-leaf form.] * Paper, $2.00 (including 
basic manual and amendments for an indefinite period) ; 75c. additional 
for foreign mailing. @ Item 287 CC 1.6/2 : 959/trans.2 


——y. 3, transmittal sheet 3-2. [1959.] [84] p. il. 4° [Includes new 
and revised pages to pt. 3, Radio broadcast services. Issued in loose- 
leaf form.] * Paper, $4.50 (including basic manual and amendments 
for an indefinite period) ; $1.25 additional for foreign mailing. @ Item 
287 CC 1.6/3 : 959/trans.2 


FEDERAL COUNCIL ON AGING 


Programs, resources for older people, report to the President. [1959.] 
cover title, iii+83 p. il. * Paper, 30c. @ Item 1061-A 
L.C. card 59-64246 Y 3.F 31/15: 2 P 94 
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JANUARY 1960 


FEDERAL HOME LOAN BANK BOARD 


Combined financial statements, members of Federal Home Loan Bank 
System [calendar year 1958]. [1959.] cover title, 79 p. il. [Proc- 
essed.] + 
L.C. card 52-26280 FHL 1.12: 958 


Insured savings and loan associations, average annual dividend rate paid: 
June 30, 1959. Nov. 1959. [4] p. 4° (Operating Analysis Division.) 
[Processed.] 7 FHL 1.2: In 7/2 


Rules and regulations for Federal savings and loan system [with amend- 
ments to Mar. 20, 1959]; Insert sheets 1-7. [1959.] Each 1 p. or 2 p. 
[Processed.] 7+ FHL 1.6: Sa 9/959/inserts 1-7 


Trends in savings and loan field, 1958. Nov. 1959. [1]+13 p. 4° (Oper- 
ating Analysis Division.) [Processed.] 7 
L.C. card 52-37923 FHL 1.15: 958 


FEDERAL HOUSING ADMINISTRATION, Housing and Home 
Finance Agency 


Engineering soil classification for residential developments; compiled and 
edited by Architectural Standards Division, Technical Studies Staff 
from data prepared by Virginia Polytechnic Institute and Bureau of 
Public Roads, Division of Physical Research. Aug. 1959. xi+107 p. il. 
2tab.4° ([{FHA no. 373.]) *Paper,75c. @ Item 589-A 


L.C. card 59-62421 HH 2.6/6: So 3 
FHA home owner’s guide. Revised Nov. 1959. [1959.] [3]+18 p. il. 
(FHA 100.) * Paper, 15c. © Item 589-A HH 2.6/6: H 75 


FEDERAL MARITIME BOARD, Commerce Dept. 


Federal Maritime Board, Maritime Administration SP (series). [Proc- 
essed.] 7 C 39.109/2 : (nos. ) 
59-28. Address by Ben H. Guill, vice chairman, Federal Maritime Board, at 

launching of SS Joseph Lykes at Ingalls Shipbuilding Corporation, 
Pascagoula, Miss., Nov. 16,1959. [1959.] 3p. 4° 

59-24. Remarks of Thos. E. Stakem, member, Federal Maritime Board, to Foreign 
Trade Association of Southern California luncheon, Los Angeles, Nov. 
19,1959. [1959.] 10p.4° ([40649.]) 

59-25. Simplification of shipping paper work, remarks by F. J. Horuff, Maritime 
Administration, Department of Commerce, at annual convention of 
American Association of Port Authorities, Palm Beach, Fla., Dec. 10, 
1959. [1959.] 6p. 4° 


FEDERAL POWER COMMISSION 


F.P.C. S (series). 
137. Steam-electric plant construction cost and annual production expenses (11th 
annual supplement) 1958. [1959.] [3]-+xxvii+162 p. il. 4° * Paper, 
$1.25. @ Item 440 FP 1.21 : 187 
Federal power act, Nov. 1, 1959. 1959. v+137 p. * Paper, 45c. @ Item 
437 
L.C. card 35—-26948 FP 1.5: P 87/959 


Forms and publications list, Oct. 1959. [1959.] 2p.4° [Processed.] 7+ 
FP 1.26: 959-4 


National electric rate book, rate schedules for electric service in communi- 
ties of 2,500 population or more, residential, commercial, and industrial 
services. [Issued with perforations. ] 


Norr.—The complete rate book is made up of separate publications, each repre- 
senting a State. They are sold on subscription basis by the Superintendent of 
Documents, $8.00 a year, $3.00 additional for foreign mailing; single copy, 25c. 
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National electric rate book: Alabama. Oct. 1959. [2]+14 p. 4° [Super- 
sedes issue of Sept. 23, 1958.] © Item 487—A-1 
FP 1.18: Al 1b/959 





- 1959.) @ Item 437—A-19 FP 1.18: M 38/959-2 
Mississippi. Oct. 1959. [2]+12 p. 4° [Supersedes issue of Sept. 16, 
1958.] @ Item 487—A-22 FP 1.18: M 691/959 
;~>— Montana. Oct.1959. [2]+4p.4° [Supersedes issue of Oct. 2, 1958,] 
@ Item 487—A-24 FP 1.18: M 76/959 
—— Tennessee. Oct. 1959. [2]+9 p. 4° [Supersedes issue of Sept. 30, 
1958.] @ Item 487—A—40 FP 1.18: T 25/959 


Regulations under Natural gas act [with approved forms, in effect as of 
June 30, 1958, insert]. [1959.] 2 leaves. [From Federal register, Nov. 
25, 1959.] Tf FP 1.7: G 21/3/958/insert 


Rules of practice and procedure [including general policy and interpreta- 


tions in effect on May 1, 1958, insert]. [1959.] 5 leaves. [From Fed- 
eral Register, Nov. 25, 1959.] 7 FP 1.6: 958/insert-2 


FEDERAL REGISTER OFFICE, General Services Administration 
Norge.—The name of the Federal Register Division was changed to Office of the 


Federal Register by order of the Administrator of General Services Feb. 6, 1959. 
‘United States statutes at large, containing laws and concurrent resolutions 


enacted during 2d session of 85th Congress, 1958 and reorganization plan 
‘and proclamations: pt. 2, Private laws, concurrent resolutions and proc- 
lamations; [published by authority of law under direction of Adminis- 


:\trator of General Services by Office of Federal Register, National 


Archives and Records Service]. 1959. v. 72, xxi+A219+B24+ C55 
+D25 p. large 8° * Cloth, $3.25 © Item 576 
L.C. ecard 7-35353 GS 4.111 : 72/pt.2 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 


“" Historical supplement to Federal reserve chart book on financial and busi- 


ness statistics; Sept. 1959], corrected page. [1959.] 1 p. oblong 8° 
[Processed.] 7 FR 1.30/2 : 959/rev.page 


[Must we debase the dollar?] remarks of J. L. Robertson, member of Board 
of Governors of Federal Reserve System in connection with meeting of 
Board of Directors of Nashville branch of Federal Reserve Bank of 
Atlanta, University of Tennessee, Knoxville, Tenn., Nov. 12, 1959. 
[1959.] 7 p. 4° [Processed.] Tf FR 1.23: R 54/6 


Regulation (series). + 


R. Relationships with dealers in securities under sec. 32 of Banking act of 1933 
as amended Oct. 23, 1959. [1959.] [2]+2 p. [Processed. Title 12, 
Code of Federal regulations pt. 218.] FR 1.6 : R/959 


'-.. FEDERAL SUPPLY SERVICE, General Services Administration 


Federal specifications. @ Item 563 GS 2.8: 


NotTe.—These specifications are now so completely covered by the Index of 
Federal specifications, standards, and handbooks with cumulative monthly sup- 
plements, that listing in the Monthly Catalog of United States Government Pub- 
lications represents unnecessary and wasteful duplication of effort. For that 
reason they will no longer be listed. Complete information on the Index of Federal 
specifications will be found in the Appendix to the August 1959 issue of the 
Monthly Catalog under Entry number 11135. 


''-FPederal standards. [Issued with perforations.] © Item 563 


GS 2.8/3 : (nos.) 
20b. Cabinet, storage and wardrobe, steel; Oct. 21, 1959. [1959.] 2 p. 4° 
[AA-—C-31, issue in effect. Supersedes Int. Fed. std. 0020a, Nov. 8, 1957, 

and Fed. std. 20, Sept. 23,1953.) + Paper, 5c. 
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50a. Fan, circulating, bracket and fan, circulating, desk (for shore use); Noy. 
1959. 1959. 1 p. 4° (FSC 4140.) [W-F-101, issue ‘in effect. 
Supersedes Fed. std. no. 50, May 10,1954.] + Paper, 5c. 
52d. Paper, manifold; Dee. 1, 1959. [1959.] 2p. (FSC 7530.) [UU-P-328, 
issue in effect. Supersedes Int. Fed. std. 0052¢e, May 19, 1959 and Fed. 
std. 52a Sept. 11,1956.) + Paper, 5c. 
53d. Paper, bond and writing, white and colored ; Dec. 1, 1959. [1959.] 2 p. 4° 
(UU—P-—121, issue in effect). Supersedes Int. Fed. std. 0053c, May 19, 
1959 and Fed. std. 53a, Oct. 30, 1956.] + Paper, 10e. 
66b. Steel, chemical composition and hardenability; Nov. 15, 1959... [1959,] 
cover title, ii+70 p. 4° [Supersedes Fed. std. 66a, July 18, 1956. ] 
7+ Paper, 50c. 
86b. Filing cabinet, steel, card size (desk use), amdt. 1; Sept. 3, 1959. 1959. 
lp.4° 7 Paper, dc. 
1a 
Federal supply schedule FSC group. [Processed.] tf GS 2.7/4: (nos). 


13. Ammunition and explosives (formerly class 4) FSC class 1375, Explosives 
and explosive devices (dynamite and electric blasting caps), Jan. 1—Dec. 31, 
1960 ; prepared by National Buying Division. [1960.] 10 p. 4° (Control 
no. 2, Code 14—N.) 

58. Comunication equipment, pt. 1, (formerly class 103, pt. 1), Nov. 1, 1959— 
Oct. 31, 1960; prepared by National Buying Division. [1959.],15 p. 4° 
(Control no. 61, Code 8—N.) 

59. Electrical and electronic equipment components (formerly class 16), FSC 
class 5960 Electron tubes, transistors, and rectifying crystals, also: in- 
cludes certain items in FSC class 6665, Hazard detecting instruments ‘and 
apparatus, Nov. 1, 1959—Oct. 31, 1960; prepared by National Buying Divi- 
sion. [1959.] 21 p.4° (Control no. 8, Code 99—N.) 

66. Instruments and laboratory equipment pt. 2 (Formerly class 57, sec. C), FSC 
class 6640, Laboratory equipment and supplies, Nov. 1, 1959—Oct. 31, 1960; 
prepared by National Buying Division. [1959.] 31 p.4° (Control no, 54, 
Code 74—N.) ‘ 

67. Photographic equipment, pt. 3, (formerly class 18, pt. 3), Dee. 1, 1959—Nov. 
30, 1960; prepared by National Buying Division. [1959.] 18 p. 4° (Con- 
trol no .20, Code 36—N.) ‘ 

68. Chemicals and chemical products, pt. 1, sec. A (formerly class 51, pt. 1, 
see. A), FSC class 6810, Chemicals (includes acetone, aluminum sulf#te, 
hydrochloric acid, ammonium hydroxide, calcium chloride dihydrate), FSC 
class 6850, Cleaning compound (plate cleaning fluid), Nov. 15, 1959-—Nov. 
14, 1960; prepared by National Buying Division. [1959.] [1]+7 p. 4° 
(Control no. 42, Code 60—N.) [Also includes certain items in FSC class 
6505, Drugs (acetylsalicylic acid, alcohol, viomycin), FSC class 7930, 
Sweeping compound. ] 

71, pt. 5. Office furniture, wood and metal, FSC class 7110, Office furniture, PSC 
class 7105, Ash receptacles, folding chairs, mirrors, wardrobes, FSC class 
7195, Racks, wearing apparel, Jan. 1—Dec. 31, 1960; prepared by National 
Buying Division. [1959.] [1]+26 p. il., oblong 8° (Control no. 28, 
Code 43—N.) [Also includes certain items in FSC class 5340, Parts for 
filing cabinets and chairs, FSC class 7520, Filing shelves. ] 

71. Furniture, pt. 5, supp. 4 (formerly class 26, pt. 5), FSC class 7110, Class- 
room furniture, Jan. 2—Dec. 31, 1960; prepared by National Baying Divi- 
sion. [1960.] 6p.4° (Control no. 28, Code 43—N.) 

. Office supplies, pt. 1, sec. A, FSC class 7510, Office supplies, Dec. 1, 1959 
Nov. 30, 1960; prepared by National Buying Division. [1959.] 51 p. 4° 
(Control no. 44 ; Code 63—N.) 

5. Office supplies, pt. 4 (formerly class 53, pt. 4), FSC class 7520, Offi¢e 
devices and accessories (rubber stamps), GSA region 3, District of Columbia, 
and Maryland, Virginia, and West Virginia, Dec. 1, 1959—Nov. 30, 1960; 
prepared by GSA region 3. [1959.] 10 p.4° (Control no. 100, Code 94-3.) 

. Books, dictionaries, and other publications, pt. 1, sec. A and B, FSC élass 
7610, Books and pamphlets, FSC class 7640, Charts, Dec. 1, 1959—Nov. 30, 
1960 ; prepared by National Buying Division. [1960.] 19 p. 4° 


~] 


a 


1 


a] 
oO 


Federal test method standards. [Issued in loose-leaf form.] @ Item 563 

GS 2.8/7 : (nos. ) 

101la. Preservation, packaging, and packing materials, test procedures; Oct; 21, 

1959. 1959.] cover title, [224] p. il. 4° [Supersedes Int. Fed. std. 

00101 (Navy-Aer), Oct. 14, 1955.] + Paper, $1.25 General Services 
Administration, Business Service Center, Washington, D.C. 

536. Soap and soap-products (including synthetic detergents), sampling and test- 

ing ; Feb. 15, 1956, Change notice 1; Oct. 29, 1959. [1959.] [4] p. 4° # 


Index and guide to Government sources of supply. [Revised edition.] Jan. 
1960. [4]+50+[1] p. 4° [The last page is left blank to be used for 
notes. Supersedes issue of July 1952.] * Paper, 40c. © Item 564 
L.C. card 52-61969 GS 2.2: In 2/2/960 
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Standard forms catalog; Dec. 1959. [1959.] cover title, 24 p. il. 4° [Su- 
persedes that portion of Mar. 1959 Stores stock catalog listing all stand- 
ard, optional, and agency forms. Issued with perforations.] * Paper, 
30c. © Item 565-B GS 2.10/4 : 959 


FEDERAL TRADE COMMISSION 


Rules of practice, procedures and organization, Nov. 1959. [1959.]  viij 
+28 p.il.4° + @ Item538 
L.C. card 29—-26990 FT 1.7: 959 


Trade practice rules for tire and tube repair material industry; promul- 
gated Dec. 17, 1959. [1959.] [2]+12 p. ({FTC L-4479.])  [Proc- 
essed.) 7 FT 1.16: T 51 


FISH AND WILDLIFE SERVICE, Interior Dept. 


C.F.S. (series). (Bureau of Commercial Fisheries.) [Processed.] 7 
I 49.8/2 : (nos.) 


2199. Lake fisheries 1958, annual summary. [1959.] 11 p. il. 4° 

2202. New England fisheries, 1958, annual summary. [1959.] 7 p. il. 4° 
2203. Chesapeake fisheries, 1958, annual summary. [1959.] 7 p. il. 4° 
2204. Manufactured fishery products, 1958 annual summary. [1959.] 7 p. 4° 


Circular. 


59. Alaska fisheries briefs. [Sept.1959.] cover title, [1]+20p. il. 4° ([Bureau 
of Commercial Fisheries, Alaska Region.]) [Text on p. 2 of cover.) 7 
L.C. card 60—60289 I 49.4 : 59 


Commercial fisheries review, separate. [Processed.]  { 149.10/a:(nos.) 


484. Research in Service laboratories: Discoloration in precooked tuna for can- 
ning; Inspection aid for voluntary U.S. standards for frozen fried fish 
sticks released; [Frozen fish packaging improvement proposed; Revised 
and new Federal specifications planned for 5 fishery items ; Technical note 
40, Experimental mobile de-icing, washing, and weighing unit for un- 
loading fish from vessels, by Joseph W. Slavin]. [1957.]  p. 6—10, il. 4° 
From v. 19, no. 8, Aug. 1957.] 

560. Surinam fishery explorations, May 11—July 31, 1957 [with list of literature 
rag ye by James B. Higman. [1959.] p. 8-15, il. 4° [From v. 21, 

9, Sept. 1959.] 

561. Fishing vessel and gear developments ; [by Fred Wathne]. [1959.] p. 29- 

80, il.4° [From vy. 21, no. 9, Sept. 1959.] 


Fishery bulletins. @ Item 611 I 49.27 : (nos.) 


157. Goldeye, Amphiodon alosoides (Rafinesque), in commercial fishery of Red 
Lakes, Minn. [with list of literature cited] ; by Marvin D. Grosslein and 
a L. Smith, jr. 1959. iv+33—41 p. il. 4° [From v. 60.] * Paper, 

oc. 

L.C. card Int 59-126 

160. Changes in tuna landings of Hawaiian longline fishery, 1948—56 [with list 
of literature cited]; by Richard S. Shomura. 1959. iv+87-—106 p. il. 4° 
[From v.60.] * Paper, 20c. 
L.C. card 59-64208 

162. Variability of skipjack response to live bait [with list of literature cited] ; 
by Heeny S. H. Yuen. 1959. iv+147-160 p. il. 4° [From v. 60 J 
* Paper, 20c. 
L.C. ecard 60—60116 

163. Contributions of Hudson and Connecticut Rivers to New York-New Jersey 
shad catch of 1956 [with list of literature cited] ; by Kenneth J. Fischler. 
1959. iv+161-174p.il.4° [From vy. 60.] * Paper, 20c. 
L.C. card 60—60290 

164. Food of Pacific sardine (Sardinops caerulea) [with list of acy ge cited] ; 
by Cadet H. Hand and Leo Berner, jr. 1959. iv+175-184 p. il. 4° 
[From v. 60. Contribution from Scripps Institution of = MR 
new series.] * pape, 15¢. 
L.C. card 60—60117 


Fishery leaflets. [Processed.] 7 I 49.28 : (nos. ) 
336pp. Comneogia) fisheries outlook, market, supplies, demand, prices, Oct.-Dec. 
959 [with bibliography ; prepared ‘in Bureau of Commercial Fisheries]. 
10 ct. 1959.] cover title, [1]+ 45 p. il. 4° 
478j. Canned fish, consumer purchases, Aug. 1959; prepared in Bureau of oop. 
porta Fisheries, Branch of Market Development. [1959.] v+2 
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Operations of Bureau of Commercial Fisheries under Saltonstall-Kennedy 
act, fisedl year 1958, report of Secretary of Interior; prepared by Bureau 
of Commercial Fisheries. Washington, D.C., Sept. 1959. [8]+70 p. 
il. 4° [Processed.] 7 
L.C. card 56—-63873 I 49.48 : 958 


{Refuge leaflet] RL (series). [Processed.] + I 49.44 : (nos. ) 

401. Historical notes, St. Marks National Wildlife Refuge. [Oct. 1959.] [2] 
p. 4° [Issued Sept. 1954 as RL—201.] 

402. Historical notes, Hart Mountain National Antelope Refuge. [Sept. 1959.] 


p. 4° 
403. Historical notes Malheur National Wildlife Refuge. [Sept. 1959.] 2 p. 4° 


Special scientific report : Fisheries (series). [Processed.] t 
I 49.15/2 : (nos. ) 

238. Oceanographic observations. 1956, east coast of United States, by D. F. 
Bumpus, errata sheet. [1959.] 1p. oblong 24° 

282. Oceanographic observations, 1957, east coast of United States, by C. God- 
frey Day), errata sheet. [1959.] 1 p. oblong 24° 

310. Northeastern Pacific albacore survey; pt. 1, biological observations [with 
list of literature cited]; by Joseph J. Graham. Washington, July 1959. 
(3]+33 p. il. 4° (Commercial Fisheries Bureau.) 

311. Bristol Bay oceanography, Aug.-Sept. 1938; by Felix Favorite and Glenn 
Pedersen. Washington, D.C., Aug. 1959. iv+31 p. il. 4° (Bureau of 
Commercial Fisheries.) [Contribution no. 11 to research conducted with 
approval of United States section of International North Pacific Fisheries 
Commission. Text on p. 2 of cover.] 

316. Lethal doses of several commercial chemicals for fingerling channel cat- 
fish ; by Howard P. Clemens and Kermit E. Sneed. Washington, D.C., 
Sept. 1959. [11]+10 p. 4° 

317. Age and size composition of menhaden catch along Atlantic Coast of United 
States, 1952-55, with brief review of commercial fishery [with list of 
literature cited] ; by Fred C. June and John W. Reintjes. Washington, 
D.C., Aug. 1959. vi+65 p. il. 4° 


Wildlife leaflet. 
411. Big game inventory for 1958; compiled in Bird and Mammal Laboratories, 
Branch of Wildlife Research, Bureau of Sport Fisheries and Wildlife. 
Sept. 1959. 4 p. 4° [Processed.] f I 49.13: 411 


FLIGHT STANDARDS BUREAU, Federal Aviation Agency 


Nore.—The Bureau of Flight Standards was established in the Federal Aviation 
Agency pursuant to the Federal aviation act of 1958 (Public law 726, 85th Con- 
gress, 2d session, approved Aug. 23, 1958). 


Quality control digest. 


4. Radiography. June 1959. vi+37 p. il. 4° * Paper, 35c. @ Item 431-C-11 
L.C. card 60—60308 FAA 5.11:4 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 


[Foreign Agricultural Service, miscellaneous] FAS M (series). f 
A 67.26( nos.) 


63. Australia’s livestock and meat industry and U.S. producer; [by Grover J. 
Sims and Dwight R. Bishop]. Oct. 1959. iv+35 p. il. 4° @ Item 76-G 
L.C. card Agr 60-11 

66. Recombined condensed milk, recombined sterilized milk, toned milk, useful 
products for milk deficit areas; [by L. H. Burgwald and D. R. Strobel]. 
Nov. 1959. [2]+5p.il. [Processed.] 
L.C. ecard Agr 60-9 

68. Republic of Philippines, its agricultural economy [with selected list of refer- 
ences ; by James E. Ross and Keith R. Vice]. Oct. 1959. [2]+34 p. il. 4° 
[ Processed. ] 

71. How U.S. cotton is sold for export; [by Guy A. W. Schilling]. Nov. 1959. 
iii+16p.4° [Processed.] 
L.C. ecard Agr 60-17 

73. Trends in U.S. imports of manufacturing beef; [by John E. Ray]. Nov. 
1959. [2]+8 p. il. 4° [Title on p. 1 reads Trends in U.S. imports of 
manufacturing meat. ] 
L.C. card Agr 60—37 

74. Postwar trends in U.S. cattle imports; [by John E. Ray]. Dec. 1959. [2]+ 
10 p. il. 4° [Processed.] 
L.C. ecard Agr 60-38 

75. Greek raisin industry; [by Stanley Mehr]. Dec. 1959. iv+27 p. il. 4° 
[ Processed. ] 
L.C. card Agr 60-39 

77. a export outlook; by Lazar Volin. Dec. 1959. 4 p. 4° [Proc- 
essed. 
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GOVERNMENT PUBLICATIONS 


Foreign agricultural trade of United States, fiscal year 1958-59. Noy. 
1959. 56 p. il. 4° [Processed. Includes list of publications of Foreign 
Agricultural Service on, or related to, United States foreign trade in 
agricultural products. } 


L.C. card 59-61781 . A 67.19/38 : 958-59 


Foreign agricultural trade of United States, imports of fruits and vege- 
tables under quarantine by countries of origin and ports of entry, fiscal 
year 1958-59. Nov. 1959. 12 p. 4° [Processed. Includes list of publi- 
cations of Foreign Agricultural Service on, or related to, United States 
foreign trade in agricultural products.] 7 
L.C. card 59-61781 A 67.19/7 : 959 


Prospects for foreign trade in fruits, vegetables, tree nuts [with list of 
competition studies]. Dec. 1959. iii+23 p. il. 4° [Processed.] 7+ 
A 67.30: F 94/2 


World agricultural market, opportunities and limitations, address by Max 
Myers, administrator, Foreign Agricultural Service, Department of 
Agriculture, on Department of Agriculture Graduate School lecture 
series, International age in agriculture, Washington, D.C., Oct. 21, 1959. 
[1959.] 20 p. 4° [Processed.] + A 67.13 : M 99/5 


FOREIGN COMMERCE BUREAU, Commerce Dept. 


Denial and probation orders currently affecting export privileges. Dec. 
1959. [1]+33 p. 4° [Processed. Reprint of Supplement 1 to pt. 382 
of Comprehensive export schedule.] 7 C 42.11/a: Ex 75/3/959-3 


Our visit USA 1960 program, address of C. P. Austin, director, Office of 
International Travel, Department of Commerce, scheduled for delivery 
at 19th annual convention, National Association of Travel Organiza- 
tions banquet, New Orleans, Nov. 17, 1959. [1959.] 5 p. 4° [Proc- 


essed.] 7 C 42.18: Au7 
Sending gift packages to France. [Nov. 1959.] 2 p. 4° [Processed.] 
7 Paper, 10c. C 42.2: F 84/959 
Sending gift packages to Italy. [Nov. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: It 959 
Sending gift packages to Morocco. [Oct. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: M 82/959 
Sending gift packages to Sweden. [Nov. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: Sw 3/959 


United States participation in international travel, 1959 supplement to 
Survey of international travel with revised data through 1958. [Aug. 
1959.] v+49p. * Paper, 20c. @ Item 231—A 
L.C. card 56-61602 C 42.2: T 69/supp.959 
World trade information service: pt. 1, Economic reports. [Issued ir- 
regularly.] * Paper, $6.00 a yr., $3.75 additional for foreign mailing ; 
single copy each 10c. (1-3 yr. subs.) © Item 231-B  C 42.13/1:(nos.) 
59-73. Basie data on economy of Gabon, Congo, Chad, and Central African Re- 
publics (formerly, French Equatorial Africa) ; [prepared by R. F. 
Rogers]. [Sept. 1959.] 16 p. il. 4° [Supersedes Basic data on econ- 
omy of French Equatorial Africa, World trade information service, 
pt. 1, no. 55-76, July 1955.) 

59-74. Establishing a business in Sweden; [prepared by European Division, 
Office of Economic Affairs]. [Oct. 1959.] 9 p. 4° [Supersedes pt. 1, 
no. 55—6.} 

59-76. Establishing business in Denmark; [prepared by European Division, 
wong A} Economic Affairs]. [Nov. 1959.] 8 p. 4° [Supersedes pt. 1, 
no. 56—3.] 
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January 1960 


World trade information service; pt. 2, Operations reports. [Issued ir- 
regularly.] * Paper, $6.00 a yr., $5.00 additional for foreign mailing: 
single copy each 10c. (1-3 yr. subs.) @ Item 231-B © 42.13/2:(nos.) 


59-72. Licensing and exchange controls Iran; [prepared in Near Eastern and 
African Division, Office of Economic Affairs]. [Sept. 1959.] 9 p. il. 4° 
[Supersedes pt. 2, no. 58—70.] 

59-73. Living conditions in United Kingdom ; [prepared by Deane M. Black and 
Albert N. Obdo]. [Oct. 1959.] 7 p. 4° [Supersedes pt. 2, no. 57-1, 
and Travelers’ baggage regulations of United Kingdom, pt. 2, no. 56-34. | 

59-75. Preparing shipments to Nicaragua, documents needed, labeling and mark- 
ing ; entry and warehousing ; customs procedures ; [prepared by Richard 
P. Rice in collaboration with David L. Gilsinn]. [Oct. 1959.] 7 p. 4° 

59-76. Preparing shipments to Nigeria, documents needed, labeling and marking, 
entry and warehousing, customs procedures; [prepared by Ellis O. 
Jones III}. [Oct. 1959.] 7p. 4° 

59-78. Lav conditions in Indonesia ; [prepared in Far Eastern Division, Office 
of Economic Affairs]. [Oct.1959.] 9p. 4° 

59-79. Preparing shipments to France, documents needed, labeling and marking, 
entry and warehousing, customs procedures; [prepared in European 
Division, Office of Economic Affairs]. [Nov. 1959.] 8 p. 4° [Super- 
sedes pt. 2, no. 55-105.) 

59-80. Licensing and exchange controls, Japan ; [prepared by Robert T. Wallace]. 
[Nov. 1959.] 4p. 4° [Supersedes pt. 2, no. 57—56. 

59-81. Preparing shipments to India, documents needed, labeling and marking, 
entry and warehousing, customs procedures ; [prepared in Far Bastern 
Divisions, Office of Economic Affairs]. [Nov. 1959.] 7 p. 4° [Super- 
sedes pt. 2, no. 56—73.] 

59-82. Licensing and exchange controls, Belgium-Luxembourg; [prepared in 

European Division, Office of Economic Affairs]. [Nov. 1959.) 4 p. 4° 

[Supersedes no. 58—47.] : , 

59-83. Licensing and exchange controls, Venezuela; [prepared by Kenneth H. 
Bailey, jr.) [Nov. 1959.] 3 p. 4° [Supersedes pt. 2, no. 56-84.) 


World trade information service: pt. 3, Statistical reports. [Issued ir- 
regularly.] * Paper, $6.00 a yr., $2.50 additional for foreign mailing; 
single copy each 20c. (1-3 yr. subs.) @ Item 231-B  C 42.13/3:(nos.) 


59-40. United States imports of free and dutiable goods and average rates of 
duty, 1958; [prepared by Evelyn M. Parrish]. [Oct. 1959.) 4 p. 4° 

59-41. Trade of United States with Near East, years, 1956—58, and half-years, 
Jan. 1958—June 1959; [prepared in Economic Analysis Division, Office 
of Economic Affairs]. [Oct.1959.] 4 p. 4° 

59-42. World trade review as of Oct. 1959; [prepared by International Economic 

Analysis Division, Office of Eeonomic Affairs]. [Nov. 1959.] 11 p. 

il. 4° 

59-43. Total export and import trade of United States, Jan.—Sept. 1959; [Pre- 
pared in International Economic Analysis Division, Office of Economic 
Affairs]. [Nov. 1959.] 8 p. 4° 

59-44. Foreign trade of Federal Republic of Germany, 1957-58; [prepared by 
International Economic Analysis Division, Office of Economic Affairs}. 
[Nov. 1959.] 8 p. 4° 

59-45. Foreign trade of India, 1957-58; [prepared by International Economic 
Analysis Division, Office of Economic Affairs.] [Nov. 1959.] 4 p. 4° 

59-46. United States trade with major world areas, Jan.—Sept. 1959; [prepared 
in International Economic Analysis Division, Office of Economic 
Affairs]. [Nov.1959.] [4] p. 4° 


FOREST SERVICE, Agriculture Dept. 


Central States Forest Experiment Station: Station notes. [Processed.] 
A 13.68/10: (nos. ) 


135. — pee shows no advantage; [by Russell S. Walters]. Oct. 1959. 
p. il. 4° 
136. Sometnine ae on bur oak germination; [by Alan W. Green]. Oct. 1959. 
p. il. 4° 
137. Seed source affects height growth of planted jack Pine; [by Robert D. Wil- 
liams, Thomas W. Beers]. Nov. 1959. [2] p. il. 4° 
138. New rodent repellents fail to work on acorns and walnuts; [by Lamont G. 
Engle, F. Bryan Clark]. Nov. 1959. [2] p. 4° 


—— Technical paper. 


164. Trees for planting on strip-mined land in Illinois; [by] Stephen G. Boyce, 
David J. Neebe. Nov. 1959. cover title, [2] +33 p. il. 4° [Another 
illustration and text on p. 1-3 of cover.] [Processed.] + A 13.68/7: 164 
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GovERNMENT PUBLICATIONS 


Lake States Forest Experiment Station: Station papers. [Processed.] ft 
A 13.61/8 : (nos. ) 

74. Forest tree improvement research in Lake States; by Paul O. Rudolf. Sept. 
1959. cover title, [3]+56 p.4° [Text on p. 2 and 3 of cover.] 

76. Effects of forest cover on soil freezing in northern lower Michigan [with list 
of literature cited] ; by W. D. Striffler. Nov. 1959. cover title, 16 p. il. 4° 
[Prepared in cooperation with Michigan Department of Conservation. Text 
on p. 2 and 3 of cover.] 


Pacific Southwest Forest and Range Experiment Station: Research notes. 
[Processed.] 7 A 13.62/7 : (nos.) 
152. Tests with DDT foliar sprays to gveiedt California flatheaded borer; by 

Robert L. Lyon. July 1959. 6 p. il. 
154. Season of burning — follow-up AE control of sprouting chamise; 
[by] R. F. Buttery, J. R. Bentley, T. R. Plumb, jr. Aug. 1959. 11 p. il. 4° 

Southeastern Forest Experiment Station: Research note. [Processed.} + 

132. Response of planted yellow-poplar to a ae phosphate fertilizer ; [by 
Robert G. McAlpine]. Sept. 1959. [2] p. 4° [Prepared in coopera- 
tion with School of Forestry, University of | a, ] A 13.63/11: 132 

—— Station paper. 

102. Site treatment reduces need for planting at loblolly harvest time; by Ken- 
neth B. Trousdell. [Aug. 1959.] cover title, 11 p. il. 4° [Page 11, last 
page of text, is on inside of back cover.] A 13.63/9: 102 

State agencies cooperating with Department of Agriculture, Forest Serv- 
ice in administration of various forestry programs. July 1, 1959. [19] 
p. oblong 8° [Processed.] 7 


L.C. card 5460327 A 13.2: St 29/959 
State trees [list]. Revised Oct. 1959. [1959.] 4p. il. 4° ([K-19.]) 7 
@ Item 84 A 13.2: T 71/17/959 


Tropical Forest Research Center: Tropical forest notes. [Processed.] 7+ 


1. Air “7s conditions for lumber in San fone area, Puerto Rico; fey) aoe 
mglerth. Aug. 11, 1959. [2] p. il. 4° 64/8: 


You and water; 6 lessons about water. ‘seen } portfolio bates aaa 

to use and lessons 1-6, various paging, 4° [Consists of 6 numbered titles, 

1, Story of water, 2, Water cycle and water supply, 3, Water and the 

farm, 4, Water users, 5, Water and recreation, 6, Water—usable and 

polluted?] * @ Item 84 A 13.2: W 29/6 
GENERAL ACCOUNTING OFFICE 

GAO manual for guidance of Federal agencies [titles 1-9]. [Issued in 

loose-leaf form.] * Paper, $11.00 (including basic manual and supple- 
mentary service) ; $2.50 additional for foreign mailing. 

GA 1.6/10: 957/trans. (nos. ) 

title 4. Cates general, transmittal sheet no. 4-4; Nov. 30, 1959. [1959.] 


p. 
title 7. Standardized fiscal procedures, transmittal sheet no. 7-13, Nov. 30, 1959. 
[1959.] [6] p. 


GENERAL SERVICES ADMINISTRATION 
Inventory report on jurisdictional status of Federal areas within States, as 
of June 30, 1957. [1959.] [2]-+v+102 p. il. * Paper, 30c. @ Item 
559-A 
L.C. card 60-60251 GS 1.15/38 : 957 
GEOLOGICAL SURVEY, Interior Dept. 


Average monthly diseharge for 15-year base period, water years 1942-57 
inclusive, at selected gaging stations and change of storage in certain 
lakes and reservoirs in Pacific Northwest. Sept. 18, 1959, revised Oct. 
5, 1959. [1959.] 3 leaves, oblong12° (Water Resources Division, Sur- 
face Water Branch, Current Records Center, Portland, Oreg.) [Proc- 
essed. Data for stations in British Columbia furnished by Water Re- 
sources Division, Department of Northern Affairs and National Re- 
sources, Canada. Accompanied by transmittal sheet, 1 p. oblong 12° 
Provisional. Subject to revision.] ft 119.2: P 11/943-57/rev. 
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JANUARY 1960 


Bulletins. @ Item 620 1 19.3 : (nos. ) 


1069. Geology of Thomas Range fluorspar district, Juab nants. Utah [with 
list of moeerare cited] ; by M. H. Staatz and F. W. Osterwald. 1959. 
v+97 p. 12 pl. 8 are in pocket. [Some of the — are colored. 
Concerns fk. « done on behalf of Atomic Energy Commission and is 
published with permission of Commission. A processed Errata sheet, 
1 p. i 24°, was issued also.] * Paper, $2.50. 


L.C. ecard GS 59-153 
1079. Geology of Charleston phosphate area, &: r oy selected bibliography] ; 
by Harold E. Malde. 1959. v+10 il. 10 pl., 5 are in pocket. 


[Detailed study of area from which c cambate rock was first pro- 
duced in this country. Two plates are colored.] * Paper, $1.75. 
L.C. card GS 59-214 


1081-—B. Stratigraphy of Inyan Kara group in Black Hills [with list of refer- 
ences cited]; by Karl M. Waage. 1959. iii+11-90 p. il. 1 pl. 
(Concerns work done on behalf of Atomic Energy Commission and 
is published with permission of Commission. Contributions to gen- 
eral geology.] * Paper, 40c. 


1087—A. Geology of Garo uranium-vanadium copper deposit, Park County, Colo. 
[with list of literature cited]; by Verl R. Wilmarth. 1959. iii+21 
p. il. 5 pl. in pocket. [This report concerns work done on behalf of 
U.S. Atomic Energy Commission and is —— with permission of 
the Commission. Contributions to geology of uranium.] * Paper, 


$1.50 


1087—C. Uranium resources of Green River and Henry Mountains districts, 
Utah, regional synthesis [with list of literature cited]; by Henry 8. 
Johnson, jr. 1959. iv+59-104 p. il. 4 pl. in pocket. [Concerns 
work done in behalf of Atomic Energy Commission and is published 
with permission of Commission. Contributions to geology of ura- 
nium. * Paper, $1.00. 


1087-E. Stratigraphy and uranium content of Chattanooga shale in northeastern 
Alabama, northwestern Georgia, and eastern Tennessee [with list of 
references cited]; by Lynn Glover. 1959. iv+133—168 p. il. 5 pl. 
in pocket. [Concerns work done on behalf of Atomic Energy Com- 
mission and is published with permission of Commission. Contribu- 
tions to geology of uranium.]  * Paper, $1.00. 


1097—A. Evaluation of lead-alpha (Larsen) method for determining ages of 
igneous rocks [with literature cited]; by David Gottfried, Howard 
W. Jaffe, and Frank E. Senftle. 1959. iv+63 p. il. 1 pl. ([Con- 
cerns work done in part on behalf of Atomic Energy Commission and 
is published with permission of Commission. Studies in geochro- 
nology.) * Paper, 35c. 


Professional papers. @ Item 624 I 19.16: (nos.) 


313-—A. he rey Park City and Shedhorn formations in western phosphate 
eld [with list of literature cited]; by V. E. McKelvey and others, 
with fe dh by James Steele Williams, {and others]. 1959. v+47 
il. 3 pl. in pocket, 4° [Concerns work done as part of program of 
Yepartment of Interior for development of Missouri River basin and 
work done partly on behalf of Atomic Energy Commission and is pub- 
lished with permission of Commission. Geology of permian rocks in 
western phosphate field.] * Paper, $1.00. 


317—A. Geology of San Juan metropolitan area, sete wl rae list of refer- 
ences cited]; by Clifford A. Kaye. 1959. ix+48 p. il. 7 p. of pl, 
2 pl. in pocket, Sty Pee in cooperation ah Puerto Rico Water 
Resources Authori Puerto Rico Economic Development Administra- 
tion, Puerto Rico Aqueduct and Sewer Authority, and Puerto Rico 
Department of Interior. Coastal geology of Puerto Rico. One of 
the plates is colored.) * Paper, $1.75. 

320. Geochemistry and mineralogy of Colorado Plateau uranium ores [with 
lists = references] : eae by Robert M. Garrels and Esper S. Larsen 
3d. 959. v+236 p. il. 8 pl. 4e [Summary of results of field and 
Sabeusiaee studies concerned with nature of ores and alteration process 
affecting them. Concerns work done partly on behalf of Atomic Energy 
yma and is published with permission of Commission.] * Paper, 
L.C. eard GS 59-266 


354-A. Intrenched meanders of om Fork of Shenandoah River, Virginia [with 

list of wabpeqenes : by John T. Hack and Robert S. Young. 1959. 

a hs p. 1 pl. 4° [Study of channel of river intrenched in hard 

rocks and a ES of factors that cause it to meander. Shorter con- 
tributions to general geology.] * Paper, 20c. 


Special flood report, Nov. 1959. Dec. 7, 1959. [2] p. 4° (Surface Water 


Branch, Tacoma District.) [Processed. Provisional subject to revi- 
sion.] + 119.2: F 65 
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GOVERNMENT PUBLICATIONS 


Water-supply papers. © Item 625 I 19.13 : (nos.) 
1308. Compilation of records of surface waters of United States through Sept. 
1950: pt. 5, Hudson Bay and Upper Mississippi River basins ; [pre- 
pared in Water Resources Division]. 1959. v+708 p. il. 1 pl. in 
ocket. * Paper, $3.00 
.C. card GS 54-314 
1309. Compilation of recerds of surface waters of United States through Sept. 
0: pt. 5, Hudson Bay and Upper Mississippi River basins; [pre- 
pared In Water Resources Division]. 1959. v+672 p. il. 1 pl. in 
ocket. * Paper, $2.50 
uC. card GS 54-314 
1315—-A. Compilation of records of surface waters of United States through Sept. 
1950: pt. 11—B, Pacific slope basins in California, Central Valley; 
[prepared in Water Resources Division]. 1959. v+459 p. il., 1 pl. 
in pocket. * Paper, $2.00 
1507. Surface water supply of United States, 1957: pt. 4, St. Lawrence River 
basin; [prepared by personnel of Water Resources Division]. 1959. 
ix+379 p. il. [Prepared in cooperation with Illinois, Indiana, Michi- 
gan, Minnesota, New York, Ohio, Vermont, and Wisconsin, and with 
other agencies.] * Paper, $1.25 
L.C. ecard 46—-40712 


HYDROGRAPHIC OFFICE (Navy), Defense Dept. 


Chart correction list [from] Notice to mariners 1-26 of 1959, arranged 
according to chart numbers. [1959.] 33 p. [Semiannual.] 7 
D 203.21/2 : 959 


H.O. publication. @ Item 378. (Rev. 1957) D 203.22 : (nos.) 


129. Change 7 [Aug. 29, 1957], loose-leaf change pages for correcting Sailing 
directions for West Indies, v. 2, 6th edition, 1949. 1959. [86] p. 4° 
[Includes list of effective pages. Issued in loose-leaf form.] + Paper, 


35e. 

154B. Change 5 [Sept. 12, 1959], loose-leaf change pages for correcting Sailing 
directions for Mediterranean, v. 5 [Aegean Sea], 2d edition, 1952. 1959. 
[298] p.4° [Includes list of effective pages.] + Paper, 35c. 

163. Change 5 [Oct. 10, 1959], loose-leaf change pages for correcting Sailing 
directions for Celebes, southeast Borneo, Java and islands east of Java 
[4th edition, 1952]. [1959.] [184] p. il. 4° [Includes list of effective 

‘ pages. Issued in loose-leafform.] + Paper, 35c. 

205. Radio navigational aids, pt. 1 [with bibliography] ; Sept. 12, 1959. 1959. 
xvii+[53] p. il. 4° Includes list of effective pages and Notices to 
mariners, no. 37,1959. Issued in loose-leaf form. ] 

L.C. card 27—26895 


IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 


Federal textbook on citizenship: English and Government for candidates 
for naturalization, sec. 2, English and National Government for helper. 
1945, revised 1959. [1959.] vi+98 p. il. (M-44.) [Title on cover is: 
Federal textbook on citizenship, home study course in English and Gov- 
ernment for candidates for naturalization.] * Paper, 35c. @ Item 724 
L.C. card 46—26183 J 21.9: En 3/2/sec.2/959 

—— Home study course in English and Government for candidates for 
naturalization, sec. 1, English and home and community life for helper. 
[1945, revised 1959.] [1959.] vi+57 p. il. ([M-42.]) * Paper, 25c. 
@ Item 724 
L.C. card 46—26183 J 21.9: En 3/2/sec.1/959 

—— sec. 3, English and State Government for helper. 1945, revised 1959. 
[1959.] vit+74p.il. (M-46.) * Paper, 30c. © Item 724 
L.C. card 45-36641 J 21.9: En 3/2/sec.3/959 

Laws for the Nation, book 1, citizenship reader for use in public 

schools by candidates for naturalization. 1944, revised 1959. [1959.] 

[4]+16 p. il. (M-22.) * Paper,15c. @ Item 724 

L.C. ecard 4441455 J 21.9: L 44/bk.1/959 

Laws for the Nation, book 2, citizenship reader for use in public 

schools by candidates for naturalization. 1944, revised 1959. [1959.] 

[4]+24p.il. (M-23.) * Paper,15c. @ Item 724 

L.C. card 44-41455 J 21.9: L 44/bk.2/959 
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JANUARY 1960 


—— Laws for the Nation, book 3, Citizenship reader for use in public 
schools by candidates for naturalization. 1944, revised 1959. [1959.] 
(4]+32 p. il. (M-24.) * Paper, 20c. © Item 724 
L.C. card 45-1899 J 21.9: L 44/bk.3/959 


—— Laws for Nation, teacher’s edition, to be used in teaching of candidates 
for naturalization. 1944, revised 1959. [1959.] [3]+39 p. (M-25.) 
* Paper, 20c. © Item 724 
L.C. card 4441394 J 21.9: L 44/2/959 


Our Constitution lives and grows, book 1, Citizenship reader for use 
in public schools by candidates for naturalization. 1944, revised 1959. 
[1959.] iv+16p.il. (M-26.) *Paper,15c. ©@ Item 724 

L.C. card 45-1899 J 21.9: C 76/5/bk.1/959 


— — Our Constitution lives and grows, book 2, citizenship reader for use 
in public schools by candidates for naturalization. 1944, revised 1959. 
[1959.] [4]+24 p. il. (M-27.) *Paper, 15c. @ Item 724 
L.C. ecard 45-1899 J 21.9: C 76/5/bk.2/959 

—— Our Constitution lives and grows, book 3, citizenship reader for use in 
public schools by candidates for naturalization. 1944, revised 1959. 
[1959.] [4]+31 p. il. (M-28.) * Paper, 20c. @ Item 724 
L.C. card 45-1899 J 21.9: C 76/5/bk.3/959 

—— Our Constitution lives and grows, teacher’s edition to be used in teach- 
ing of candidates for naturalization. 1944, revised 1959. [1959.] [5] 
+33 p.il. (M-29.) * Paper, 20c. 

L.C. card 45-35382 J 21.9: C 76/6/959 


INDIAN AFFAIRS BUREAU, Interior Dept. 


Navajo yearbook [fiscal year 1957]; compiled and edited, with articles by 
Robert W. Young. 1957 [published 1958]. x+353 p. il. 12° (Navajo 
Agency, Window Rock, Ariz.; [report no.6.]) Tf 
L.C. card 56—-21517 I 20.44 : 957 


You asked about the Navajo! education, health and economic problems of 
the Navajo. [1959.] [2]+46 p. narrow 8° [Includes list entitled In- 
formation pamphlet about American Indians.] + Haskell Institute, 
Lawrence, Kans. ® Item 627 
L.C. ecard 60—-60271 I 20.2: N 22/10/959 


INTERIOR DEPARTMENT 


Decisions of Department of Interior, Jan.-Dec. 1958; edited by Marie J. 
Turinsky. 1959. v. 65, xlvii+564+57 p. * Cloth, $2.75. @ Item 602 
L.C. ecard T—-23651 I 1.69: 65 


[Saline water] research and development progress reports. [Processed.] 
11.88: (nos. ) 
19. Study of applicability of combining nuclear reactors with saline water dis- 
tillation processes [with lists of references] ; by D. B. Brice, M. R. Dusba- 
bek, and C. R. Townsend. [1959.] [1]+v+ [218] p. il. 4° (Office of 
Saline Water.) [Prepared by Fluor Corporation under contract no. 14- 
01—001-97.] & Paper, $3.50 (PB 161062). 
L.C. card 60—60291 
34. Preliminary design study of optimum nuclear reactor-saline water evaporator 
process [with bibliography] ; by Fluor Corporation, Ltd., Research Division, 
Whittier, Calif. 1959. xii+83+ [146] p. il. 4° (Office of Saline Water.) 
{Includes errata. Errata 2, 1 p. oblong 48°, was issued separately.] 
# Paper, $4.00 (PB 161010). 
L.C. card 60—60292 





INTERNAL REVENUE SERVICE, Treasury Dept. 


Circulars. @ Item 955-A I 22.20/2 : (letters-nos. ) 
A. Agricultural employer’s social security * guide. [Revised edition.] [1959.] 
1 


5p. (Publication 51 (Rev. 1—60).) 
L.C, card 55—63653 
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Circulars—Continued 
H. Household employer’s social security tax guide, instructions for reporting and 
payment of employer and employee taxes on wages of household employees, 
and other workers who perform services of household nature in or about 
private home of employer (other than on a farm operated for profit), new 
tax rated in effect Jan. 1, 1960. [Revised Jan. 1960.] [1959.] 15 p. il, 
(Publication no. 14.) « 
L.C. card 60—60227 
VI. Social security tax guide for employers in Virgin Islands. [Revised] Jan. 
1960. [1959.] 15 p. (Publication no. 80.) 
L.C. card 60-—60314 
Guide to laws enforced by Alcohol and Tobacco Tax Division, for law en- 
forcement officers. [1959.] 14+ [2] p. il. 16° (Publication 5173 (8- 
59). @ Item956-A } 
L.C. ecard 60—60293 T 22.19/2: L 44 


Statistics of income, 1957-58, preliminary, corporation income tax returns 
with accounting periods ended July 1957-June 1958; [prepared by Sta- 
tistics Division]. [1959.] [2]+36 p. il. 4° (Publication no. 159 (11- 
59).) * Paper, 25c. @ Item 964 
L.C. card 20-26969 T 22.35/38 : C 81/957-58 


Tax guide for small business, individuals, corporations, partnerships, 
income, excise, and employment taxes [with list of other helpful publica- 
tions]. 1960 edition, revised to Oct. 1959. [1959.] 1438 p. il. 4° (Pub- 
lication 334.) [Edge index and how to use on p. 3.] * Paper, 40c. 
@ Item 956—-A 
L.C. card 57-60150 T 22.19/2: Sm 1/960 


Teaching Federal income taxes: Farm. [Revised Oct. 1959.] [1959.] 
cover title, 26 p.4° (Publication 22.) + @ Item 956-A 
L.C. card 55—60333 T 22.19/2: In 2/4 


—— General. [Revised Oct. 1959.] [1959.] cover title, [1]+69 p. il. 4° 
+ (Publication 19.) @ Item 956—-A 
L.C. card 5460152 T 22.19/2: In 2/3/959 


——- Student’s handbook, general. [Revised Oct. 10, 1959.] [1959.] 23 p. 
il.4° (Publication 21.) @ Item 956—-A 
L.C. ecard 55-60521 T 22.19/2: In 2/959 


——— Student’s handbook, general and farm. [Revised Oct. 1959.] [1959.] 
$1 p. il. 4° (Publication 27.) + @ Item 956-A T 22.19/2: In 2/2/959 


Your Federal income tax for individuals. 1960 edition [revised to Oct. 
1959]. [1959.] cover title, 144 p. il. 4° (Publication 17.) [Text and 
another illustration on p. 1 and 2 of cover.] * Paper, 40c. @ Item 964—-B 
L.C. card 44—40552 T 22.44 : 960 


INTERNATIONAL LABOR AFFAIRS OFFICE, Labor Dept. 


Directory of labor organizations: Europe, Mar. 1959. Revised edition. 
[1959.] 2 v., xi+[384] and [400] p. 4° [Issued in loose-leaf form.] 
* Paper, $2.00 per vol. @ Item 762-A 
L.C. card L 60-4 L 29.9: Eu 7/v.1, 2 


INTERSTATE COMMERCE COMMISSION 


Accident bulletin 127, summary and analysis of accidents on railroads in 
United States subject to Interstate commerce act, calendar year 1958. 
1959. iii+112 p. large 4° (Bureau of Transport Economics and Statis- 
tics.) * Paper, 55c. @ Item 681 
L.C. eard 5-41547 IC 1 acci.3 : 127 

Carload waybill statistics, 1958, State-to-State distribution, all commodi- 
ties traffic and revenue, 1 percent sample of terminations in 1958. Wash- 
ington, D.C., Sept. 1959. [1]+ii+27 p. 4° (Statement SS-1, 1958; 
Bureau of Transport Economies and Statistics.) [Processed.] 7 
L.C. card A 60-9065 IC 1.23/9 : 958 
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Carload waybill statistics, 1958, State-to-State distribution manufactures 
and miscellaneous and forwarder traffic (C.L.), traffic and revenue, 
1 percent sample of terminations in 1958. Washington, D.C., Sept. 1959. 
[1]+ii+336 p. 4° (Statement SS-6, 1958; Bureau of Transport Kco- 
nomics and Statistics.) + @ Item 673-A 
L.C. card A 60-9066 IC 1.23/14 : 958 


Freight commodity statistics, class 1 railroads in United States for year 
ended Dee. 31, 1958. [1959.] cover title, p. 3-252, oblong large 8° 
(Statement 59100, 35th in series; Bureau of Transport Economics and 
Statistics.) * Paper, $3.00. @ Item 704 
L.C. card 41-41827 IC 1 ste.29 : 958 

Motor carrier accident investigation, Ex parte MC-57, Pacific Powder 
Company accident on Aug. 7, 1959, Roseburg, Oreg.; [decided Dec. 7, 
1959.] [1959.] [1]+11 p. il. 4° [Processed.] 7 IC 1 mot.i8: R 72 


Motor carrier accident investigation report. 
84. Steel City Transport Inc. accident of Apr. 21, 1959, near Brownsville, Ohio. 
[1959. {1]+10 p. il. 4° (Bureau of Motor Carriers, Section of Motor 
Carrier Safety.) [|Processed.] 7 IC 1 mot.18: 34 


Motor carrier freight commodity statistics, class 1 common and contract 
earriers of property for year ended Dee. 31, 1958. [1959.] cover title, 
25 p. oblong large 8° (Statement 596, (3d in series) ; Bureau of Trans- 
port Economics and Statistics.) * Paper, 45¢c. @ Item 687—A 
L.C. card A 58-9211 IC 1 mot.22: 958 


Railroad accident investigation reports. [Processed.] 7 
IC 1 acci.5 : (nos. ) 
3850. Pennsylvania Railroad Company, Dille, Ohio, June 23, 1959. [1959.] 
{1]+9 p. il. 4° 
3852. Chicago, Rock Island and Pacific Railroad Company, Bridgeport, Okla., 
June 26, 1959. [1959.] [1)+11 p. il. 4° 
8853. Chicago and North Western Railway Company, Waukegan, Ill, July 29, 
1959. [1959.] 11 p. il. 4° 
8854. a er wy Railroad Company, Clyde, N.Y., Aug. 14, 1959. [1959.] 
+7 p. il. 4° 
3855. Baltimore and Ohio Railroad Company, Mountain Lake Park, Md., Sept. 
10,1959. [1959.] [1]+8p. il. 4° 
Tabulation of statistics pertaining to signals, interlocking, automatic train 
control, train operation by timetable and train orders, and train com- 
munication systems, as used on railroads of United States, Jan. 1, 1959; 
compiled by Bureau of Safety and Service. [1959.] [1]+25 p. il. ob- 
long large 8° + (Information incorrect in publication as to sale by Super- 
intendent of Documents.) @ Item 694 
L.C. card A 30-2 IC 1 saf.10: 959 


Transport statistics in United States, 72d annual report on transport sta- 
tistics for year ended Dec. 31, 1958, for railroad companies, Pullman Co., 
Railway Express Agency, Inc., electric railways, carriers by water, oil 
pipe lines, motor carriers, freight forwarders, and private car owners 
subject to Interstate commerce act for 1958; prepared by Bureau of 
Transport Economics and Statistics. © Item 699 
L.C. ecard 5-11209 IC 1.25: 958/pt. (nos. ) 

Notr.—This publication, when complete, will consist of 9 parts, each issued 
separately, except pts. 1 and 7, which are released as portions become available. 


* Paper, subscription, $3.25 for all parts of one year’s report ; $1.00 additional for 
foreign mailing. 


Transport statistics in United States, year ended Dec. 31, 1958: pt. 5, Car- 
riers by water. 1959. cover title, [1]+-73 p. 4° 


Transport statistics in United States, year ended Dec. 31, 1958: pt. 7, [re- 
lease 1]. 1959. cover title, [1]+i+9-67 p. 4° [Includes transmittal 
sheet, front and back cover, pt. 7, Motor carriers, contents of tables 2- 
26A, introduction, tables 2-26A. ] 
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JOINT PUBLICATIONS RESEARCH SERVICE 


Nore.—Unless otherwise indicated, photocopies of reports of the Joint Pub. 


lications Research Service may be purchased from Photoduplication Service, 
Library of Congress, Washington 25, D.C. (price upon application). 


JPRS (DC series). [Processed.] Y 3.J 66: 9/(nos.) 


925. Soviet developments in information processing and machine translation, 
collection of articles on machine translation, Moscow, May 15—21, 1958, 
Oct. 5, 1959. [1]+a-d+99 p. 4° [Published as an aid to U.S. Govern- 
ment research. ] 
L.C. card 60—60373 

979. Communist China digest (4th of series). Oct. 29, 1959. [3]+a-f+95 


. 4° 
pc. eard 59—-62324 

990. Selected translations on atheism in USSR. Oct. 28, 1959. [4] p.+12 
leaves, 4° 
L.C. ecard 59-64059 

991. Soviet developments in information processing and machine translation. 
Oct. 29,1959. [3]-+a-—b+ 40 p. 4° 
L.C. Card 60—60374 

993. Historic changes in life of Chinese people. Oct. 30, 1959. [1]-+-7 leaves, 
° _ Predvoj (Forerunner), v. 3, no. 37, Sept. 10, 1959, Bratis- 
ava. 

994. Economic and military report on Albania, June 3—July 12, 1959 (14th of 
series). Nov. 2,1959. [3]+a-d+31 p. 4° [Includes list of sources.] 
L.C. card 58—-61590 

995. Translations of China’s physical and economic geography Huai Ho basin 

lan. Nov. 2.1959. [214] p. il. 4° 
.C. card 60—60301 

997. Budgets of Communist China: Kiangsi 1958 final and 1959 draft budgets: 
{by Hsu Kuang-yuan]. Nov. 2, 1959. [1]+11 leaves, 4° [From 
Kiangsi jih-pao, July 2, 1959, opel 

999. Summary of Rumanian provincial press (Sept. 8—22, 1959). Nov. 4, 1959. 
{1]+12 p. 4° Includes list of sources. ] 

1000. Selected Soviet military translations. Nov. 4, 1959. [1]-++-a-+-25 leaves, 4° 
L.C. card 59-61686 

1001. Industry and raw materials in Communist China: Selected translations 
featuring machine industry. Nov. 4, 1959. [1]+a-b+74 p. il. 4° 
L.C. card 60—60274 

1002. Table of contents of v. 6 and 7 of People’s Republic of China, 1957-58. 
Nov. 6, 1959. [1]+16 leaves, 4° [From Chung-hua jen-min kung-ho- 
kuo t’iao-yueh chi, ti lu chi, ti chi chi em gee Sw of PRC treaties, 
v. 6-7) 1957-58, compiled by Foreign Ministry, Peiping, published by 

; Fa-li ae? > She.] 

1003. Summary of Polish provincial press (Sept. 15-21, 1959) (100th in series). 
Nov. 5, 1959. [1]+a-—b+27 leaves, 4° [Includes list of newspaper 
sources. ] 

L.C. card 58—60883 

1004. Translations from Hung-Ch’i (Red flag) (Peiping. no. 17, Sept. 1, 1959): 
a by Hou Yung and Wang Yu-ming]. Nov. 9, 1959. [1]+ 
a+ 36 p. 4° 
L.C. card 59-60699 

1005. Summary of Polish provincial press (Sept. 22—28, 1959) (101 in series). 
Nov. 9, 1959. [3]+a—-b+38 p. 4° [Includes list of newspaper sources. | 
L.C. card 58—-60883 

1006. Soviet developments in information processing and machine translation: 
{Machine translation and applied linguistics (Bulletin of Association for 
Machine Translation), no. 1 (8)]. Nov. 12, 1959. [1]+a—-d+55 p. 4° 
[Published as aid to U.S. Government research. From Mashinnyy 

erevod i prikladnaya (Machine translation and applied linguistics), 
Moscow, 1959. Errata, dated Dec. 7, 1959, 2 leaves, issued also.] 
L.C. card 60-—60375 

{This entry number not used] 

1007. Summary of Bulgarian provincial press (Aug. 13-26, 1959) (38th of 
series). Nov. 12, 1959. [1]+a+9 leaves, 4° [Includes list of 
sources. ] 

L.C. ecard 59-60700 

1008. China’s leap backward, critical comment from Swiss press. Nov. 12, 1959 
{1]+8 leaves, 4° [From Neue zuercher zeitung, (New Zurich news- 
page) Sept. 12, 1959, Zurich.] 

.C. card 60—60172 

1009. Historical experience of party’s struggle for Socialism and Communism, 
USSR: [by A. Petrov, A. Ugryumov]. Nov. 27, 1959. [1]+12 leaves. 
4° [From Partiynaya zhizn (Party life), no. 14, July 1959, Moscow.] 

1010. Some details of party life, delegates, questionnaires, meetings, press criti- 
cism, USSR. Nov. 12, 1959. [1]+5 leaves, 4° [From Partiiuaya 
zhizn (Party life), no. 14, July 1959, Moscow.] [Page numbered 2 has 
been duplicated, but with different text.] 

L.C. 60—60173 
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JANUARY 1960 


Summary of Rumanian ener press a om 23—Oct. 4, 1959). Nov. 
17, 1959. Vt ge eaves, 4° [Includes list of sources. ] 
L.C. card 58—60875 

et ey report on Afghanistan (Aug. 1959) (20th in series). Nov. 
18,1959. [1] a+ 16 leaves, 4° 
L.C. card 58-6088 

Translations from Hung-ch't (Red flag) no. 19, Oct. 1, 1959 (9th in series). 
Nov. 16, 1959. US es p. 4° 
L.C. ecard 59-60699 

Communist China digest, (Sth of series). Nov. 17, 1959. [1]+a-e+129 


>. 
E.G. card 59-62324 

Economic and military report on Albania (July 10-Aug. 26, 1959). Nov. 
18,1959. [1]+a—c+49 p. 4° 
L.C. card 58—61590 

Selected translations on international communist developments. Nov. 17, 
1959. [1)+a-b+73 p. 4° Translations of materials on interna 
tional communist movement selected mainly from communist and pro- 
communist organs published in free world. ] 
L.C. card 59—64292 

mi mony in Communist China, selected patigwens from Peiping Kuang- 
ming Jih-pao. Nov. 17,1959. [1]+a+45 p. 

Some characteristic features of new laws in Gssr; {by F. I. Kalinychev]. 
Nov. 17, 1959. [1]+16 p. 4° 
L.C. card 58—60912 

Pressing problems of kolkhoz property at present stage, USSR; [by M. I. 
Kozyr]. Nov. 17, 1959. [1]+19 leaves, 4° [From Sovetskoye 
gosudarstvo i pravo (Soviet State and law), no. 8, Aug. 1959, Moscow.] 

Socialist ae’ 4 is fs principle in activities of organs of state secu- 
rity USSR, [by V. S. Tikunov]. Nov. 17, 1959. [1]+23 leaves, 4° 
[From Sovetskoye gosudarstvo i pravo (Soviet state and law), no. 8, Aug. 
1959, Moscow. ] 


. Rules of motion of artificial celestial bodies, USSR, [by Yu. A. Ryabov]. 


Nov. 19, 1959. [1]+16 leaves, il. 4° [From Priroda (Nature), no. 8, 
Moscow, Aug. 1959.] & Paper, 50c. 
L.C. card 60—60276 


. Several concepts in capital construction planning work, Communist China ; 


[by Ch’en Tse-min]. Nov. 19, 1959. [1]+4 leaves, 4° [From Chi- 
hua Yu T’ung-chi, no. 11, Aug. 23, 1959. Peiping.] 


3. Social commodities in Communist ‘China, market research and retail sales 


{articles]. Nov. 19, 1959. [1] +a+12 leaves, 4° [From Chi-hua yu 
T’ung, no. 11, Aug. 23, 1959, ere) 
ina. Nov. 19, 1959. [1]+a-+14 p. 4° 
{From Chi-hua yu a ung-chi, no. 11, Aug. 23, 1959, Peiping.] 
L.C. card 60—60277 

Selected articles on water conservation progress in Communist China. 
Nov. 20,1959. [1]+a-+51 p. il. 4° 

Techniques and progress in water conservation ~ communist China, 
selected translations. Nov. 19,1959. [1]+a+54p 

Trip to Asia with ist parliamentary delegation a GDR: [by Gerald 
Goetting]. Nov. 18, 1959. [1]+8 leaves, 4° [From Neue zeit (New 
times) v. 15, no. 117, May 23, 1959, Berlin.] 

Soviet developments in information processing and machine translation : 
{Determination of invariant signs of stop (plosive) sounds in clipped 
speech singals (USSR) ; by G. I. Tsemmel]. Nov. 20, 1959. [1]+a+8 
leaves, il. 4° [From Izvestiya Akad Nauk SSSR OTN, Energetika i 
Avtomatika, (Proceedings of Academy of Sciences, USSR, Department 
of Technical Sciences, Energetics and Automation), no. 4, 1959, Moscow. 
L.C. card 60—60370 

Minorities in Communist China, selected translations. Nov. 20, 1959. 
{1]+a+78 p. 4° 
L.C. card 60—-60279 

Summary of Polish provincial press (Oct. 16-22, 1959). Nov. 24, 1959. 
[1] +a—b+34 leaves, 4° [Includes list of newspaper sources. ] 

L.C, card 58-—60883 
Reconstruction of life on communist principles, (USSR). Nov. 23, 1959. 
1}]+12 leaves, 4° [From Molodoy kommunist (Young communist), no. 
8, Aug. 1959, Moscow. ] 

Raising well-being of people, (USSR); [by S. Sitaryan]. Nov. 23, 1959. 
{1]+12 leaves, 4° [From Molodoy kommunist (Young communist) no. 
8, Aug. 1959, Moscow. ] 

—— translations on atheism in USSR. Nov. 23, 1959. [1]-+a+24 
eaves, 4° 
L.C, card 59-64059 

Education under party guidance in Communist China [articles]. Nov. 23, 
1959. [1]+a+16 leaves, 4° 

Development of Soviet a relations during period of expanded 
building of communism; [by I. P. Tsameryan]. Nov. 24, 1959. [1] 
+19 leaves, 4° [From Veprosy filosofii (Questions of philosophy), no. 7, 
July 1959, Moscow. ] 
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814 1037. Great victories of socialist revolution in China; [by Vasil Ivanov]. Noy, 
24,1959. [2]+13 p.4° [From Novo vreme (New times), no. 10, Sofia, 
Oct. 1959.) 
815 1088. Metallurgical achievements in development of high-temperature (heat-re. 
sistant) steels and alloys for gas turbine construction (USSR) [with 
bibliography ; by ‘P. B. Mikhaylov-Mikheyev]. Nov. 27, 1959. [1]+14 84: 
leaves, il. 4° [From Teploenergetika (Thermal power engineering), no, 
10, Oct. 1959, Moscow.] & Paper, 50c. (OTS : 59-31,049). 
816 1039. Summary of Rumanian provincial press (Oct. 5-16, 1959) (64th of series), 84: 
Nov. 24,1959. [1]-+a-+9 leaves, 4° 
817 1040. Biweekly summary of Bulgarian provincial press (Aug. 27—Sept. 9, 1959) 
(39th of series). Nov. 24,1959. [1]-+a—b+7 leaves, 4° 84: 
818 1041. Summary of Polish provincial press (Sept. 29—Oct. 5, 1959). Nov. 27, 1959, 
[1] +a-b+35 leaves, 4° [Includes list of newspaper sources.] 
L.C. card 58—60883 84: 
819 1042. Artillery materiel, USSR; [by D. D. Voronovskiy]. Nov. 27, 1959. [1] ; 
+a-+20 leaves, il. 4° [From Material’naya Chast’ Artillerii, boyepripasy 
i pribory (Artillery Materiel Section, ammunitions and instruments), 84 
published by USSR Ministry of Defense, Moscow, 1958. ] 
820 1043. Discussion of report on tasks of Institute of Law of Academy of Sciences 
USSR in light of decisions of 21st Party Congress; [by P. F. Pankratoy], 
Nov. 27, 1959. [1]+7 leaves, 4° [From Sovetskoye gosudarstvo j 
pravo (Soviet State and law), no. 7, July 1959, Moscow.] 
821 1044. Comparative statistics on Bulgarian education (1944-59); [by Georgi 
Toshev]. Nov. 27, 1959. [1]+7 leaves, 4° [From Narodna prosveta B4¢ 
(People’s education) v. 15, no. 9, Sofia, Sept. 1959.] 
822 1045. Intensification of party ideological work in North Korea; [articles]. Dee. 
1, 1959. [1]+a-+21 leaves, 4° 
82% 1046. Selected translations on atheism in USSR. Nov. 30, 1959. [1]+a+18 
leaves, 4° 847 
L.C. card 59-64059 
824 1047. Output device of general purpose digital computer using magnetic (ferrite) 
elements (USSR) [with bibliography ; by Yu A. Makhmudov]. Nov. 27, 
1959. [1]+23 leaves, il. 4° [From Izvestiya Akademii Nauk Azer- B45 
baydzhanskoi SSR (Reports of Academy of Science of Azerbaijan), no. 
6, 1958.] & Paper, 75c. (OTS : 59-31047). 
825 1048. Industry and raw materials in Communist China [selected translations]. 
Nov. 30,1959. [1]+a—b+68 p. 4° 
826 1049. Organization, research and developments in field of metrology in East 844 
Germany [articles]. Nov. 27, 1959. [1]+a+33 leaves, 4° [From 
Izmeritel’naya tekhnika (Metrology), no. 9, Sept. 1959.] & Paper, $1.00. 
(OTS : 59—31,050). 
L.C. ecard 59—-60700 
827 1050. Economic and military report on Albania (May 1-Sept. 10, 1959), (16th 85( 
of series). Dec. 1,1959. [1]-+a-f-+27 leaves, 4° 
L.C. card 58—61590 
828 1051. USSR territorial-administrative changes. Dec. 1, 1959. [1]-+19 leaves, 4° 
829 1052. Discussion on cybernetic problems by Academy of Sciences Kazakh SSR, 
(USSR). Nov. 30, 1959. [1]+9 leaves, 4° [From Vestnik Akademii 851 
Nauk Kazakhskoy SSR (Bulletin of Academy of Sciences of Kazakh 
SSR), no. 6, 1959.] Paper, 50c. (OTS : 59—-31,055). 
830 1053. Educational and cultural progress in North Vietnam [articles]. Dec. 2, 
1959. [1]+a+33 leaves, 4° 
L.C. card 60—60280 85% 
831 1054. Weekly summary of Bulgarian provincial press (Sept. 10-16, 1959), (40th 
of series). Dec. 3, 1959. [1]+9 leaves, 4° [Includes list of sources.] 
L.C. card 59—60700 85 
832 1055. Selected translations on Soviet agriculture. Dec. 4, 1959. [1]-+a+50 
.il. 4° & Paper, $1.25. (OTS : 60—-31,001). 
.C. ecard 59-—62051 
833 1056. Commissions on legislative proposal of Union Soviet and Nationalities 
Soviet of Supreme Soviet, USSR. Dec. 4, 1959. [1]+20 leaves. 4° 
[From Sovetskiye profsoyuzy (Soviet trade unions), Oct. 19, 1959, 


84 





Moscow. ] 

834 1057. Translations from Hung-ch’i (Red flag), no. 18, Sept. 16, 1959. Nov. 27, { 854 
1959. Spe yes p. 4° 
L.C. ecard 59—60699 

835 1058. Budgets of Communist China: Peiping 1957 final and 1958 draft budgets. 
Nov. 27, 1959. [1]+18 leaves, 4° [From Pel-ching jih-pao, Aug. 23, 852 
1958, Peiping.] 

836 1059. Commuist China digest (6th of series). Nov. 30, 1959. [1]-+a-f+199 p. 4° 
L.C. card 59-62324 

837 1060. Summary of Polish provincial press, (Oct. 20-26, 1959) (105th in series). 
Dee. 1, 1959. [1]+a—b+33 leaves, 4° [Includes list of newspaper 
sources. ] ; 856 
L.C. card 58—60883 

838 1061. Industry and raw materials in Communist China, selected translations. 


Nov. 3, 1959. [1]-++-a-—b+45 p. 4° 
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JANUARY 1960 


1062. Weekly summary of Bulgsrier provincial press (Sept. 16-28, 1959) (41st 
of series). Dec. 7, 1959. [1]-+8 leaves, 4° [Includes list of sources. ] 
L.C. card 59—60700 

1063. Summary of Polish provincial press (Oct. 13-19, 1959), no. 104. Dee. 7, 
1959. [1]+a-b+38 p. 4° [Includes list of newspaper sources.] 
L.C. card 58—60883 

1064. Work report of Wuhan Municipal People’s Council for 1957 and 1958, 
China; [by Liu Hui-neng]. Dec. 8, 1959. [1]-+21 leaves, 4° [From 
Ch’ang-chiang jih-pao, Nov. 14, 1958, Hankow.] 

1065. Information report on Afghanistan (Sept. 1959) (no. 21). Dee. 9, 1959. 
{1]+a—b+40 p. 4° 
L.C. eard 58—60880 

1067. Translations from Hung-Ch’i a flag), no. 20, Oct. 16, 1959, Peiping. 
Dec. 15, 1959. Sir O-+S p. 2 
L.C. card 59-60699 

1069. Industry and raw materials of Communist China: Selected translations 
featuring construction. Dee. 11, 1959. [1]+a+13 leaves, 4° 
L.C. ecard 59—64282 

1072. Selected translations on international communist developments (no. 5). 
Dec. 14, 1959. [1]+a+72 p. 4° [Translations of materials on inter- 
national communist movement selected mainly from communist and 
pro-communist organs published in free world. ] 
L.C. ecard 59—64292 


JPRS (DC) L (series). [Processed. ] Y 3.J 66: 10/ (nos. ) 


1920. Selection of metals and electrodes for welded structures operating under 
low-temperature conditions, USSR [with bibliography; by I. M. Gerasi- 
menko]. Nov. 2, 1959. [1]+4 leaves, 4° [From ‘Avtomaticheskaya 
aa eeecanme welding), no. 1, Kiev, 1959.] Paper, 50c. (OTS 

= 27 ) 

1921. Combined automatic welding of spherical tanks, USSR [with bibliography ; 
by V. R. Ryabov]. Nov. 22, 1959. .[1]+5 leaves, 4° [From Avtoma- 
ticheskaya svarka (Automatic welding), no. 1, Kiev, 1959.] & Paper, 
50c. (OTS : 59-31,028) 

1924. Conference on scientific organization of labor held in Sverdlovsk, USSR, 
Dec. 16-19, 1959 [1958; by V. Makushin]. Nov. 38, 1959. [1]+8 
leaves, 4° [From Byulleten’ nauchnoy informatsii: Trud i zarabotnaya 
plata (Bulletin of Scientific Information: Labor and Wages), no. 3, 1959, 
Moscow.] # Paper, 50c. (OTS : 59-31,031) 

1925. Geographical observations in —e (People’s Republic of China) ive 
list of literature cited; by M. Murzayev]. Nov. 4, 1959. [1]+ 
leaves, 4° [From Izvestiya M redemil Nauk SSSR, seriya MBE 
kaya (Proceedings of Academy of Sciences USSR. geographic series), 
no. 2, 1959, Moscow.] ® Paper, 50c. (OTS : 59-31,032). 

1926. es ee conditions in southwest Dzungaria ees Republic of 
China) ; [by N. T. Kuznetsov and Hu Tszun-Pey]. Nov 1959. [1]+ 
7 leaves, red [From Izvestiya Akademii Nauk SSSR, abd geografiches- 
kaya (Proceedings of Academy of Sciences USSR, geographic series), 
no. 2,1959, Moscow.] Paper, 50c. (OTS : 59-31, 033). 

1929. Information on rare earth elements (USSR) [articles, with bibliographies ; 
edited by D. I. Ryabchikov]. Nov. 6, 1959. [1]+a+115 p. il. 40 
[From Redkozemel’nyye elementy (Polucheniye, analiz, primeneniye) 
(Rare earth elements extraction, analysis, use).] Paper, $2.50 
(OTS : 59-81,034). 

1931. Non-lamellar storage cells and batteries of KNB type (USSR); [by I. G. 
Kulikov]. Nov. 9, 1959. [1]+16 leaves, 4° [From Akkumulyatory 
(Storage cells), Moscow, 1958.] & Paper, 50c. (OTS: 59-31,036). 

1934. Effect of inclination of SN-3 gravimeter on zero point variations (USSR) 
[with bibliography; by P. F. Shokin]. Nov. 13, 1959. [From Izvestiya 
vysshikh uehebnykh zavedeniy Ministerstva Vysshego Obrazovaniya 
SSSR, Razdel Geodeziya i Aerofotos’emka (News of higher educational 
establishments of USSR Ministry for Higher Education, Section on 
Geodesy and Aerial Survey), no. 3, 1959, Moscow, published by Moscow 
Institute for Geodetic, erial Survey and Cartographic Engineers. ] 
* Paper, 50c. (OTS : 59-31,035). 

1935. see ie and hygienic work in Soviet army and navy. Nov. 13, 1959. 

1]+7 leaves. 4° [From Voyenno-meditsinskiy zhurnal (Military med- 
ical peneant. Moscow, no. 8, Aug. 1959.] @ Paper, 50c. (OTS: 59- 
81,037) 

1942. Work of Bureau of Department of Medico-Biological sciences of Academy of 
Medical Sciences, USSR, for 2 years (May 1957-May 1959); [by S. Ye. 
Karandayev]. Nov. 20, 1959. '[1]+9 leaves, 4° [From Vestnik Akad- 
emii Meditsinskikh Nauk SSSR (Herald of Academy of Medical Sciences, 
USSR), no. 9, 1959, Moscow.] & Paper, price upon application (OTS: 
59—-81,039). 

1944. Dissertation for degrees in science and engineering defended at USSR higher 
educational institutions. Nov. 16, 1959. [1]+21 leaves, 4° # Paper, 
75e. (OTS : 59-31,040). 
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JPRS (DC) L (series). [Processed.]—Continued S87 


857 1945. Opening address at 13th session of general meeting of USSR Academy of | 
Medical Sciences; [by A. N. Bakulev]. Nov. 20, 1959. [1]+6 leaves, © 
4° [From vestnik Akademii Meditsinskikh Nauk SSSR (Herald of USSR | 87 
Academy of Medical Sciences) v. 14, no. 8, 1959, Moscow.] © Paper, : 
50c. (OTS : 59—31,041). 

S58 1946. Tasks of medical science in light of decisions reached at 21st Congress of 
CPSU; [by V. V. Parin]. Nov. 20, 1959. [1]+19 leaves, 4° [From 7 87 
Vestnik Akademii meditsinskikh Nauk SSSR (Herald of USSR Academy 
of Medical Sciences), v. 14, no. 8, 1959, Moscow.] ®& Paper, 50c. (OTS: 
59-31,042). 

859 1947. Basic trends of scientific research in field of general and public hygiene 
during period 1959-65 (USSR); [by N. N. Litvinov and A. N. Sysin], 87’ 
Nov. 20, 1959. [1]+11 leaves, 4° [From Vestnik Akademii Med. ~ * 
itsinskikh Nauk SSSR, (Herald of USSR Academy of Medical Sciences), 
v. 14, no. 8, 1959, Moscow.] # Paper, 50c. (OTS: 59-—31,043). 

860 1948. Some aspects of bacteriophage application in radiobiological research 87! 
(USSR) [with —-y wh by V. D. Timakov, D. M. Gol’dfarb, G. Ye. 
Fradkin]. Nov. 20, 1959. [1]+12 leaves, il. 4° [From Vestnik Akad- 
emii Meditsinskikh Nauk SSR (Herald of USSR Academy of Medical 87! 
Sciences), v. 14, no. 8, 1959, Moscow.] ® Paper, 50c. (OTS : 59-31,044), 7 

861 1949. Dissertations for degrees in science and engineering defended at USSR 
higher educational institutions. Nov. 20, 1959. [1]+110 p. 4 8B 
* Paper, 50e. (OTS : 59-31,045). 

862 1951. Metallurgy of nickel (USSR); [by A. A. Tseydler]. Nov. 27, 1959. 
[1] +21 leaves, il. 4° [From Metallurgiya medi i nikelya (Metallurgy 
of copper and nickel) Metallurgizdat, Moscow, 1958.] ¢ Paper, T5c. © 88) 
(OTS : 59-31,048). ; 

863 1952. History of chair of normal anatomy of Military Medical Academy imenj — 
S. M. Kirov (160th anniversary of Academy), (USSR); [by V. Vv. © 88s 
erect Nov. 24, 1959. [1]+16 leaves, 4° [From Arkhiy anatomii, 
gistologii i embriologii (Archives of anatomy, histology and embryology) 
no. 1, 1959, Leningrad. #@ Paper, 50c. (OTS: 59-—31,046). 

864 1956. Use of bone marrow in compound treatment of radiation sickness (USSR) a8: 
{with bibliography; by L. R. Petrov, I. V. Il’inskaya]. Nov. 30, 1959, 
{1]+8 leaves, il. 4° [From Patologicheskaya fiziologiya i sapertant 
tal’naya terapiya, (Pathological ae eng 4 and experimental therapy), 88+ 
v. 3, no. 5, Sept.—Oct. 1959.] # Paper, 50c. (OTS : 59-31,051). 

865 1962. Science and diplomacy [with list of references; by Nakayama Norimichi]. 
Dee. 1, 1959. [1]+26 p. 4° [From Gakujutsu geppo (Scientific 
monthly), v. 11, no. 5, Aug. 1959, Tokyo.] # Paper, 75c. (OTS: 60- 
81,000-D). 

866 1965. Rumanian activities in veterinary medicine. Dec. 7, 1959. [1]+18 leaves, 885 
4° [From Probleme zootehnice si veterinare (Zootechnical and veter- 
inary problems) no. 8, Aug. 1959, Bucharest.] Paper, 50c. (OTS: 7 
60-—31,002). SRE 

867 1967. Dissertations for degrees in science and engineering defended at USSR 
higher educational institutions. Dec. 7, 1959. [1]+56 leaves, 4° 
Paper, $1.00 (OTS : 60—31,005). 


JPRS (NY series). [Processed.] Y 3.366 : 8/ (nos.) 


868 1680. Soviet abstracts: Biology, sec. S, Human and animal morphology, book no. 
21, 1958, abstracts 97040—-169. Nov. 3, 1959. [1]+a+74 leaves, 4 
{Transiations of those entries in Soviet yoy! abstracts journal, no. 
21, 1958, which were originally published in Sino-Soviet bloc and in 
Yugoslavia.] & Paper, $1.00 (OTS: 59—-13,608). 
L.C. card 58—-61012 

869 1935. Soviet abstracts : Chemistry, book no. 7, 1959, abstracts 22148-26012. Nov. 
4, .1959. [289] leaves, 4° [Translations of those entries in Soviet 
biology abstracts journal, no. 7, 1959, which were originally published 
in Sino-Soviet bloc and in Yugoslavia, excluding USSR.] & Paper, $1.00 
(OTS : 59—13,928). 
L.C. card 58—61013 

870 1939. Soviet abstracts: Biology, sec. F, Microbiology, book 23, 1958, abstracts 
103596-948. Oct. 9, 1959. [4] p. 1-16+18—77 leaves, 4° [Transla- 
tions of those entries in Soviet biology abstracts journal no. 23, 1958, 
which were originally erry in Sino-Soviet bloc and in Yugoslavia.] 
® Paper, $1.00 (OTS : 59-13,932). 
L.C. ecard 58—61012 

871 1954. Agriculture, forestry, and fishing in Hungary; July—Sept. 1959 (16th of | 
series) [with bibliography]. Nov. 1,1959. [1]+a—d+42 p. 4° f 892 
L.C. ecard 58—60946 : 

872 1959. Soviet abstracts: Chemistry, book 17, 1959, abstracts 59724-63286. Dec. © 
1, 1959. [1]+a+ [330] leaves, 4° [Translations of those entries in 
Soviet biology abstracts journal, no. 17, 1959, which were originally 893 
published in Sino-Soviet bloc and in Yugoslavia, excluding USSR.] 
$ Paper, $1.00 (OTS : 59-13,961). 

873 1962. Selected translations on Soviet industrial development, no. 4. Nov. 9, 
1959. [1]+a—b+47 p. 4° 
L.C. card 59-62041 
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1964. 


1970. 


1978. 
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1986. 


1987. 
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JANUARY 1960 


Selected economic translations on Hastern Europe [Bulgaria, Czecho- 
sovekie, | Swe Rumania], (121st of series). Oct. 26, 1959. 


1 
pate A 5060183 
Full translation S Soviet periodical meet radiology [with bibliog- 
raphies}]. Nov. ant {1]+a-b+1 il. 4° [From Meditsinskaya 
radiologiya, no. e's , 1959.] & Paper, Fs" 0 (OTS : 59—13,991). 
L.C. card 60627 


3. — abstracts: Chemistry, book 14, 1959, abstracts 48422-52268. Nov. 


959. [374] leaves, 4° [Translations of those entries in Soviet 
chemistry abstracts journal no. 14, 1959, which were originally pub- 
lished in Sino-Soviet bloc and in Yugoslav ia, excluding USSR.] #? Paper, 
$1.00 (OTS : 59-13,977). 

Selected translations on Soviet machine building: no. 4, ee for 
petroleum industry. Nov. 2, 1959. [1]+a+33 p. 4° aper, $1.00 
(OTS : 59-13,984). 

L.C. card 59-—62052 

Selected economic translations on Eastern Europe (122d of series) [East 
Germany, Poland, and Rumania]. Oct. 29,1959. [1]+a-+92 p. 4° 
L.C. card 59—60183 

Selected economic translations on Eastern Europe [Bulgaria, Czechoslo- 
vakia, East Germany]. Nov. 2,1959. [3]+82 p.+2 leaves, il. 4° 
L.C. card 59—60183 

Selected translations on Soviet machine building, no. 5: Chemical equip- 
ment. Nov. 2, 1959. [4] p.+21 leaves, 4° af 75ce. (OTS: 
59-—13,985). 

L.C. card 59-62052 

Summary of Hungarian provincial press, Sept. 8-13, 1959 (91st of series) 

with bibliography]. Oct. 29,1959. [1]+a—c+21 leaves, 4° 
.C. card 58—60912 

Selected economic translations on Eastern Europe (124th in series) 
(Bulgaria, Czechoslovakia, Hungary, and Poland]. Nov. 6, 1959. 
f1d +a-+83 p. il 4° 

eard 58—60912 

Selected economic translations on Eastern sane (Bulgaria, Hungary, 
Poland]. Nov. a. [1] +a+118 p. 6 pl. 4 
L.C. card 59-6018 

Cybernetics and ~~ in USSR, man and machine (philosophical prob- 
lems of cybernetics) [with bibliography; by S. F. ‘nis imov]. Nov. 24, 
1959. [1]+a+53 p. 4° [From Chelovek i mashina (Filosofskiye 
problemy kibernetiki), Moscow, 1959. Published as an aid to U.S. Gov- 
ernment research.] & Paper, $1.50. (OTS : 60—11,007). 

L.C. card 60—60281 

Summary of Czechoslovak provincial press, Sept. 1-15, 1959. (21st of 
series) {with bibliography]. Nov. 1, 1959. [1]+a-d+7 leaves, 4° 
L.C. ecard 59—-60695 

Ways ‘and means of solving social contradictions in Chinese People’s Repub- 
lic [with list of references ; by Gyorgy Fukasz]. Nov. 12, 1959. [1]+22 
leaves, 4° [From Magyar filozofiai szemle, v. 3, no. 1-2, Budapest, 1959.] 
L.C. card 60—60264 

ae oe report on North Korea (20th of series). Nov. 5, 1959. [1]+a-—c 

53 p 
L.C. ecard 58—60951 

Kirin Province 1958 final accounts and 1959 draft budget, Communist 
China; [by Huan-ju Wang]. Nov. 6, 1959. [1]+17 leaves, 4° [From 
Kirin jih- -pao (Kirin daily), June 11, 1959. ] 

Soviet abstracts: Biology, sec. Q, Farm animals, book 2, 1959, abstracts 
7246-7416. Nov. 6, 959. [1] +a+82 leaves, 4° [Translations of those 
entries in Soviet biology abstracts jcurnal, no. 2, 1959, which were 
originally published in Sino-Soviet bloc and in Yugoslavia.] # Paper, 
$1.00 (OTS : 60—11,010). 

L.C. ecard 58-61012 

Selected translations on Soviet industrial development, no. 3. Nov. 9, 
1959. [1]+a-+53 p. 4° 
L.C. ecard 59-62041 

Soviet abstracts: Biolegz, sec. U, General problems of pathology, book no. 

1959, abstracts 8618-8945. {1959.] [1]+a+61 leaves, 4° [Trans- 
does ‘of those entries in Soviet biology abstracts journal, no. 2, 1959, 
which were originally published in Sino-Soviet bloc and in Yugoslavia.] 
cd Paper, $1.00 (OTS : 60—-11,020). 

L.C. card 58—61012 

Report by chief of Polish delegation to China; [by Jerzy Morawski]. Nov. 
11, 1959. [1]+22 leaves, 4° [From Nowe drogi no. 7, July 1959, 
Warsaw. ] 

L.C. card 60-60265 

Soviet abstracts: Biology, sec. V, Pharmacology and toxicology, book 2, 
1959, abstracts 8986-9355. Nov. 12, 1959. [1]+a+32 leaves, 4° 
Translations of those entries in Soviet biology abstracts journal, no. 2, 
1959, which were originally published in Sino-Soviet bloc and in Yugo- 
slavia.] & Paper, $1.00 (OTS : 60-11,021). 

L.C. card 58—-61012 
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GovERNMENT PUBLICATIONS 


(NY series). [Processed.]—Continued 


. Soviet abstracts: Biology, sec. P. General and specialized zoology, insects, 
boek no. 21, 1958, abstracts 96349-614. [1959.] [1]+a+43 leaves, 
4° [Translations of those entries in Soviet biology abstracts journal, 
no. 21, 1958, which were originally published in Sino-Soviet bloc and 
in Yugoslavia.] & Paper, $1.00 (OTS : 60-11,024). 

L.C, card 58-6112 

. Soviet abstracts: Physics, book no. 7, 1959, abstracts 14583-16847. Noy. 
13, 1959. [1]+a+1387 leaves, 4° [Translations of those entries ip 
Soviet physics abstracts journal, no. 7, 1959, which were originally pub- 
lished in Sino-Soviet bloc and in Yugoslavia, excluding USSR.] © Paper, 
$1,00 (OTS : 60—11,031). 

L.C. ecard 58—61424 

Anhwei Province 1958 work report, Communist China; [by Tseng Hsi- 
sheng]. Nov. 18, 1959. [1]+42 p. 4° [From Anhwei jih-pao, ho-fei, 
Feb. 12, 1959.] 

L.C. card 60—60175 

On theory of inertial damped systems with arbitrary period, which are 
invariant with respect to object’s maneuvering, USSR [with list of lit- 
terature; by V. A. Boder, V. P. Seleznev, V. Ye. Ovecharvo]. Nov. 18, 
1959. [1]+15 leaves, il. 4° [From Izvestiya Akademii Nauk SSSR, 
OTD Energetika i Avtomatika (Communications of Academy of Sciences 
USSR, Department of Technical Sciences. Power Engineering and 
Automation), no. 8, 1959.] # Paper, 50c. (OTS: 60-—11,059). 

Comparison of systems’ reliability in case of redundancy in individual 
components as a whole, USSR [with list of literature ; by Kh. L. Smolit- 
skiy, P. A. Chukreyev]. Nov. 18, 1959. [1]+6 leaves, 4° [From 
Izvestiya Akademii Nauk SSSR, OTD Energetika i Avtomatika (Com- 
munications of Academy of Sciences USSR, Department of Technical 
Sciences, Power Engineering and Automation), no. 3, 1959.] & Paper, 
50c. (OTS : 60-—11,054). 

On application of aie wn estimate of operational reliability of de- 
vices in automatic systems, USSR [with list of literature; by A. V. 
Mayorov]. Nov. 18, 1959. [1]-+5 leaves, 4° [From Izvestiya Akademii 
Nauk SSSR, OTD Energetika i Avtomatika (Communications of Acad- 
emy of Sciences USSR, Department of Technical Sciences, Power Engi- 
neering ard Automation) no. 3, 1959.] & Paper, 50c. (OTS : 60—11,056). 

Transient processes in optimal control systems, USSR [with list of lit- 
erature; by O. M. . im oy Vv. M. Kuntsevich]. Nov. 23, 1959. 
[1]+23 leaves, il. 4° [From Izvestiya Akademii Nauk SSSR, OTD 
Energetika i Avtomatika (Communications of Academy of Sciences 
USSR, Department of Technical Sciences, Power Engineering and Auto- 
mation) no. 3, 1959.] & (Price upon application) (OTS: 60—11,074). 

Soviet abstracts : Biology, sec. E, Virology, book 22, 1958, abstracts 99070- 
192. Nov. 13, 1959. [1]+a+21 leaves, 4° [Translations of those 
entries in Soviet biology abstracts journal, no. 22, 1958, which were 
originally gery in Sino-Soviet bloc and in Yugoslavia.] ® Paper, 
$1.00. (OTS : 60-—11,032). 

L.C. ecard 58—-61012 

Selected portent and sociological translations on Communist China. Nov. 

7.1959. [1]+a+44 leaves, 4° 
L.C. card 59—-64293 

Sungari river drainage basin, Communist China; [by Kuo Lai-hsi, Ming 
Wang-te]. Nov. 9, 1959. [1]+17 leaves, 4° [From Ti-li chih-shih 
Paes > knowledge). Peiping, May i958.] # Paper, 50c. (OTS: 
0-11,037). 

Soviet abstracts: Biology, sec. R, Diseases of farm animals, book no. 2, 
1959, abstracts 7417-92. Nov. 16,1959. [1]-+a+35 leaves, 4° [Trans- 
lations of those entries in Soviet biology abstracts journal, no. 2, 1959, 
which were originally publ'shed in Sino-Soviet bloc and in Yugoslavia.] 
® Paper, $1.00. (OTS : 60—11,038). 

L.C. eard 58—61012 

Summary of Hungarian Pa press, Sept. 15-20 (92d of series) [with 
age Nov. 20,1959. [1]-+a—c+20 leaves, 4° 
L.C. ecard 58—60912 

Silk industry in Communist China [translations from Chekiang Sus-chou 
(Chekiang silk)]. Nov. 17, 1959. [1]-+-a-+22 leaves, 4° 
L.C. card 60—60368 

Selected economic translations on Eastern Europe [Czechoslovakia, East 
al Poland, Rumania]. Novy. 19, 1959. [1]+a+100 p.+4 leaves, 

o 
L.C. card 59-60183 

Summary of Hungarian provincial press [with bibliography]; Sept. 22- 
27 [1959]. Nov. 20,1959. [1]-+a—c+22 leaves, 4° 

Economic geography of Yen-pien Korean Autonomous Chou, Communist 
China [with bibliography; by Li Chen-ch’uan]. Nov. 18, 1959. v+ 
[164] p. il. 4° [From Yen-pien Ch’ao-hsien tsu Tzu-chih choa Ching- 
chi Ti-li, hsin Chih-shih Publishing Co., Shanghai, Apr. 1957.] # Paper, 
$2.75 (OTS : 60—-11,045). 

L.C. card 60—60282 
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January 1960 


agriculture, forestry, and fishing in Hungary, Sept.—Oct. 1959 (17th of 
oon) {with bibliography]. ec. 1, 1959. [1]+a-d+52 p. 4° 
L.C. card 58—60946 


. Harbin economic report for 1958 and 1959, Communist China [by Lin Hsiao- 


hsia}. Nov. 20,1959. [1] +13 leaves, 4° 


. Soviet abstracts: Biology, sec. Q, farm animals, book no. 15, 1958, ab- 


stracts 69210-449. Nov. 20, 1959. [1]+a+72 leaves, 4° [Transla- 
tions of those entries in Soviet biology abstracts journal, no. 15, 1958, 
which were originally published in Sino-Soviet bloc and in Yugoslavia.] 
® Paper, $1.00 (OTS : 60-11,070). 
L.C. card 58—-61012 

Selected economic translations on Eastern Europe [Bulgaria, Czechoslo- 
vakia, and Poland], (127th in series). Nov. 25,1959. [1]+b leaves+ 
102 p. 19 pl. 4° 
L.C. ecard 59-60183 

Outlook for water conservancy development in North Kiangsu, Communist 
China; {by Hsu Chih-ch’an]. Nov. 20, 1959. [1]+a-+16 leaves, 4° 
{From Ti-li chih shih (Geographic knowledge), Peiping, Feb. 14, 1958.] 
& Paper, 50c. (OTS : 60—-11,075). 

Hydrography of rivers in Communist China. Nov. 20, 1959. [2]+a+39 

4° 


Use of automatic digital computers for accomplishing design work, USSR; 
{by I. S. Bruk]. Nov. 27,1959. [1] +28 leaves, il. 4° [From Izvestiya 
Akademii Nauk SSSR, OTD energetika i uvtomatiks (Communications 
of Academy of Sciences USSR, Department of Technical Sciences, power 
engineering and automation), no. 3, 1959.] Paper, 7ic. (OTS: 60— 
11.092). 

On codes which limit range of error, USSR [with one reference; by N. Ye. 
Kirillov]. Nov. 25, 1959. [1]+4 leaves, il. 4° [From Izvestiya Akad- 
emii Nauk SSSR, OTD Energetika i Avtomatika (Communications of 
Academy of Science USSR, Department of Technical Sciences Power 
i, and Automation), no. 3, 1959.] ¢ Paper, 50c. (OTS: 60—- 

1,085). 

Large capacity logic machine for relay circuit analysis, USSR [with list of 
literature cited; by P. P. Parkhomenko). Nov. 24, 1959. [1)+5 p. 4° 
{From Izvestiya Akademii Nauk SSSR, OTD energetika i avtomatika 
(Communications of Academy of Sciences USSR, Department of Tech- 
nical Sciences, Power Engineering and Automation), no. 3, 1959.] 
® Paper, 50c. (OTS : 60—11,U082). 

Conference on problems of statistical coding, USSR. Nov. 24,1959. [1]+ 
3 leaves, 4° [From Izvestiya Akademii Nauk SSSR, OTD Energetika i 
Avtomatika (Communications of Academy of Sciences USSR, Depart- 
ment of Technical Sciences, Power Engineering and Automation), no. 3, 
1959.] Paper, 50c. (OTS : 60-11.078). 

Soviet abstracts: Physics, book 8, 1959, abstracts 16977-19314. Nov. 24, 
1959. [1]-+a+[168] leaves, 4° [Translations of those entries in 
Soviet physics abstracts journal no. 8, 1959, which were originally 
published in Sino-Soviet blec and in Yugoslavia, excluding USSR.] 
¢ Paper, $1.00 (OTS : 60-11,077). 

Summary of Hungarian provincial press Sept. 29—-Oct. 4, 1959 (94th of 
series) [with bibliography]. Nov. 27, 1959. [1]+a—c+23 leaves, 4° 
L.C. card 58—60912 

Summary of Czechoslovak provincial press, Sept. 16—Oct. 20, 1959 (22d 
of series) | with bibliography]. Nov. 16, 1959. [1]+a-c+5 leaves, 4° 
L.C. card 59—60695 

Selected translations on Soviet machine building, no. 6. Novy. 30, 1959. 
[1] +a+19 leaves, 4° # Paper, 75c. (OTS : 60—11,086). 

L.C. eard 59-62052 

Peiping budget and work reports, Communist China. Nov. 25, 1959. 
[1] +a+48 p. 4° 

Translations on outer Mongolia: [Exports of animal husbandry products; 
by S. ay Nov. 30, 1959. [1]+9 leaves, 4° [From Vneshnyaya 
torgovlya (Foreign trade), no. 12, 1958.] 

Soviet abstracts: Biology, sec. T, Human and animal physiology, book 19, 
1958, abstracts 88464-89416. Nov. 27, 1959. [1]+a+155 leaves, 4° 
{Translations of those entries in Soviet biology abstracts journal, no. 19, 
1958, which were originally published in Sino-Soviet bloc and in Yugo- 
slavia.] & Paper, $1.00 (OTS : 60—-11,090). 

‘ L.C. card 58—61012 
ummary of Czechoslovak provincial press (Sept. 10-29, 1959 with 
bibliography]. Nov. 27,1959. [2]+a-c+8 Savant 4o rt 
L.C. card 5989-60695 

Selected translations on construction in USSR, no. 7. Dec. 38, 1959. 
[1] +a-+ 25 leaves, il. 4° 
L.C. card 59-617S86 

Summary of Czechoslovak provincial press, Oct. 1-14, 1959 (24th of series) 
[with bibliography]. Dec. 4, 1959. [1]+13 leaves, 4° 
L.C. card 59—60695 
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Soviet abstracts: Biology, sec. R, Diseases of farm animals, book 5, 1959, 
abstracts 21369-443. [1959.] [1]-+a+40 leaves, 4° [Translations of 
those entries in Soviet biology abstracts journal, no. 5, 1959, which were 
extent published in Sino-Soviet bloc and in Yugoslavia. ] ? Paper, 
$1.00 (OTS : 60—11,095). 

Summary of Hungarian provincial press, Oct. 13-18, —- (96th of series) 
{with bibliography). Dec. 4, 1959. [1]+a—-d+44 p. 4 
L.C. card 58-—60912 

Soviet abstracts: Biology, sec. I, Plant physiology, book 14, 1958, ab. 
stracts 62933-63016. Dec. 2, 1959. [1]-+a+12 leaves, 4° [Transla- 
tions of those entries in Soviet biology abstracts journal, no. 14, 1958, 
which were originally published in Sino-Soviet bloc and in Yugoslavia.} 
# Paper, $1.00 (OTS : 60—11,097). 

Seviet abstracts: Biology, sec. U, General problems of pathology, book 6, 
1959, abstracts 27220-617. Dec. 3, 1959. [1]+a+42 leaves, 4° 
{Translations of those entries in Soviet biology abstracts journal, no. 
6, 1959, which were originally published in Sino-Soviet bloc and in 
Yugoslavia. ] ® Paper, $1.00 (OTS : 60—11,098). 

Soviet abstracts: Biology, sec. 8S, Human and animal morphology, book 6, 
1959, abstracts 26047-211. Dee. 3, 1959. [1]+a+37 leaves, 4° 
{Translation of those entries in Soviet biology abstracts journal, no. 6, 
1959, which were originally published in Sino-Soviet bloc and in Yugo- 
slavia. ] & Paper, $1.00 (OTS : 60—-11,009). 

Selected economic translations on Eastern Europe [Albania, Bulgaria, 
yy Hungary], (129th in series). Dec. 7, 1959. [1]+a+89 
p. 4p 
L.C. card 59_-60183 

Soviet abstracts: Biology. sec. S, Human and animal morphology, book 2. 
959, abstracts 7505-7664. Dec. 8, 1959. [1]+a+56 jeav es, 4° 
{Translations of these entries in Soviet pe pee abstracts journal 2, 1959, 
which were originally published in Sino-Soviet bloc and in Yugosiavia.] 
Paper, $1.00 (OTS : 60-11,113). 

Selected political and oe translations on Communist China. Dee, 
7, 1959. ite or eS 
5 C. ecard 59-6429 

Soviet abstracts: Biology. sec. Q, Farm animals, book 5, 1959, abstracts 
21178-—368. Dec. 10, 1959. 1}+a+112 leaves, 4° [Translations of 
those entries in Soviet biology abstracts journal 5, 1959, which were 
originally published in Sino-Soviet bloe and in Yugoslavia.] Paper, 
$1.00 (OTS : 60-11,119). 

Summary of Czechoslovak provincial press (Oct. 7-22, 1959) (25th of 
series) [with Bas de Dee. 11, 1959. [1]+a—-d+16 leaves, 4 
L.C. eard 59-60 

Soviet abstracts: a sec. K, Forestry, book no. 12, 1958, abstracts 
53489-501. Dee. 11, 1959. [t]}+a+44 leaves, 4° [Translations of 
those entries in Soviet biology abstracts journal, no. 12, 1958, which were 
originally published in Sino—Soviet bloe and in Yugoslavia.] & Paper, 
$1.00 (OTS : 60-11,120). 


(NY) L (series). [Processed.] Y 3.J 66: 11/ (nos.) 
Courses of development of Soviet ——— health in Kazakhstan, [by N. I. 
Kereyev]. Oct. 22,1959. [1]+ 4°. [From Sovetskoye zdravookh- 


raneniye ania public health), v. SB no. 1, 1959.] & Paper, 50c (OTS: 
59—13,956 


“ On base pean antibodies, USSR [with bibliography; by N. I. Kuznetsova 


Shurkovich}. Oct. 29, 1959. [1]+7 leaves, 4° [From Patolo- 

pesbare fiziologiya i eksperimental’ naya terapiya (Pathologie phys- 

logy and experimental therapy), v. 8, no. 4, 1959, Moscow.] © Paper, 
50c. (OTS : 59-13,965) 

Fifteen years of experience in work with linear mice in experimental 
oncology, USSR [with bibliography; by N. N. Medvedev]. Oct. 28, 
19 [1]+16 leaves, 4° From Patologischeceskaya fiziologiya i 
se poritsentar nee a terapiya (Pathologic physiology and experimental 
therapy), v. 3, 1959, Moscow.] # Paper, 50c. (OTS: 59-13,966). 

Accelerated fatecties, of potpeqaas of sorteme . <— by fluorescent anti- 
body method, pss sy V. P. Blokhov, I. Markelov, V. F. Mukhin]. 
Oct. 28, 1959. leaves, il, 4° tS Voyenno meditsinskiy 
zhurnal (Military, ‘medical journal), no. 6, 1959, Moscow.] Paper, 
50c. (OTS : 59-13,9 

Use of automobile air brakes for aspirating air through bacterial samplers. 
USSR; [byl G. S. Gal’per and M. A. Zolochevskiy}. Oct. 28, 1959. 
f1]+2 leaves, il. 4° From Voyenno-meditsinskiy zhurnal (Military 
te journal), no. 6, 1959, Moscow.] Paper, 50c. (OTS: 

Study ee of institutes for advanced training of physicians, USSR. 
Nov. 4, 1959. [1]+a-g¢+149 p. 4° [From Uchebnyye plany institutov 
eaavendaestvevantra vrachey, Moscow, 1958. English and Russian.] 
# Price upon application, OTS : 59— 13,971). 
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JANUARY 1960 


Sequence of reactive changes in blood under influence of ionizing radiation, 
USSR {with bibliography ; 5 A. M. Komissarov, N. Ye. Komissarova, 
and L. T. Kostitsyn]. ov. 2, 1959. [1]+15 leaves, 4° [From Tera- 

evticheskiy arkhiv (Therapeutic archives), v. 31, no. 8, 1959.] 
Paper, 50c. (OTS : 59—13,974). 

Fundamental principles in treatment of acute radiation injuries, USSR 
{with bie mesregny : by V. B. Farber]. Nov. 2, 1959. [1]+11 leaves, 4° 
From Terapevicheskiy arkhiv (Therapeutic Archives), v. 31, no. 8, 
959.} & Paper, 50c. (OTS : 59-13,975). 

Absorption of various radioactive compounds on fresh surface of experi- 
mentzi wounds, USSR [with bibliography; by I. T. Tsilyuryk]. Nor. 2. 
1959. [1]+10 leaves, 4° [From Novyy khirurgicheskiy arkhiv (New 
surgical archives), no. 4, Moscow, July—Aug. 1959.] Paper, 50c 
(OTS : 59-13,983). 

Effectiveness of Hygienic lavage as method of disinfecting skin surface, 
USSR; [by V. D. Belyakov, K. G. Ivanov, A. A. Il’chenko}. Nov. 2. 
1959. [1]+4 leaves, 4° [From Varennes soca zhurnal (Military 
rey journal), no. 5, Moscow, May 1959.] # Paper, 50c. (OTS: 59- 

i“ ) 

Experimental study of bacterial contamination of air in closed-type living 
uarters, USSR: [by O. A. Lastkov]. Nov. 2, 1959. [1]+4 leaves, 4° 
From Voyenno-meditsinskiy zhurnal (Military medical journal), no. 5, 
Moscow, May 1959.] # Paper, 50c. (OTS : 59—-13,987). 

Problem to be solved by Soviet hygienists in connection with decisions of 
21st Congress of CPSU; [by F. G. Krotkov]. Nov. 6, 1959. [1]+15 
leaves, 4° [From Gigiyena i sanitariya, (Hygiene and sanitation), no. 
8, Moscow, 1959.] © Paver. 50c. (OTS : 59-13,988). 

Effect of impulse noise on workmen in industry, USSR [with bibliography ; 
by P. Shepelin). Nov. 6, 1959. [1]+12 leaves, il. 4° [From 
Gigiyena i sanitariya (Hygiene and sanitation), no. 8, 1959, Moscow.] 
® Paper, 50c. (OTS : 50—-13.980). 

Theoretical and practical conference on problems of noise control in urban 
transportation, USSR: [by A. S. Perotskaya, K. N. Luchina]. Nov. 6. 
1959. [1]+4 leaves, 4° [From Gigiyena i sanitariya (Hygiene and 
Sanitation), no. 8, Moscow, 1959.] Paper, 50c. (OTS : 59—-13,990). 

On theory of growth of crystals, USSR [with bibliography; by O. M. 
Ansheles]. Nov. 6, 1959. [1]+30 leaves, il. 4° [From Uchenyye 
zapiski ow to ordena Lenina gosudarstvennogo universiteta 
imeni A. A. Zhdanova (Sci. notes of Leningrad order of Lenin State 
University imeni A. A. Zhdanov), no. 215, 1597.] Paper, $1.00. 
(OTS : 59-13,992). 

Medical industry in 1959, USSR. Nov. 3, 1959. [1]+5 leaves, 4° + Pa- 
per, 50c. (OTS : 59-13,995). 

For fulfilment of 7-year plan ahead of time, USSR; [by D. A. Margolis]. 
Nov. 3, 1959. [1]+3 leaves, 4° [From Modiotters mgegenionnee: 
SSR (Medical industry SSR), no. 7, Moscow, July 19 9.. ® Paper, 50c. 
(OTS : 59—-13,996). 

Stability and viscosity of concentrated suspensions in oleogels of metallic 
soaps, USSR [with bibliography; by G. V. Belugina]. Nov. 4, 1959. 
[1]+6 leaves, 4° {From Doklady Akademii Nauk SSSR (Reports of 
Academy of Sciences USSR), v. 76, no. 2, Moscow, 1959.] & Paper, 50c. 
(OTS : 59—13,997). 

Seven-year plan for development of national economy of USSR and science. 
Nov. 10, 1959. [1]+6 leaves, 4° [From Nauchniy doklad vyshchey 
shkoly, biologicheskaya nauka, (Scientific report of higher schools, 
biological science), no. 1, 1959.] Paper, 50c. (OTS : 59-13.998). 

Reasoning automats and higher brain functions, USSR [with bibliography ; 
by B. Kh. Gurevich]. Nov. 6, 1959. [1]+20 leaves, 4° [From Voprosy 
psikhologii (Problems of psychology), v. 5, no. 4, Moscow, 1959.]  Pa- 
per, 75¢c. (OTS : 59-13,999). 

Resolution of expanded session of presidium of Academy of Sciences USSR 
and Department of Biological Sciences held jointly with activist group 
of department on Jan. 20, 1959: [by A. N. Nesmeyanov, A. V. Topchiyev, 
V. A. Engel’gardt}. Nov. 8, 1959. [1]+7 leaves, 4° [From Izvestiya 
Akademii Neuk SSSR, seriya biologicheskaya (News of Academy of 
Sciences USSR, biological series), no. 2, oscow, Mar.—Apr. 1959.] 
® Paper, 50c. (OTS : 60—11,000). 

Coordination of research on problem of dynamics of biogeocomplexes, USSR. 
Nov. 3, 1959. [1]+3 leaves, 4° [From Izvestiya Akademii Nauk SSSR 
seriya biologicheskaya (News of Academy of Sciences USSR, biological 
TH no. 2, Moscow, Mar.—Apr. 1959.] Paper, 50c. (OTS: 60— 

On theory of formation of clouds and aircraft vapor trails under influence 
of mixing, USSR [with bibliography; by L. M. Matveyev]. Nov. 10, 
1959. [1]+9 leaves, il. 4° [From Meteorologiya i gidrologiya (Me- 
teorology and hydrology), no. 3, 1959.] & Paper, 50c. (OTS: 60—11,018). 

Determination of level of maximum wind velocities in various parts of jet 
streams, USSR [by V. A. Avvakumov]. Nov. 9, 1959. [1]+4 leaves, 
4° [From Meteorologiya i gidrologiya (Meteorology and hydrology), no. 
8,1959.] & Paper, 50c. (OTS : 60-11,013). 
hydrology), no. 3, 1959.] Paper, 50c. (OTS : 60—11,019). 
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1060. 


1061. 
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1065. 


1067. 


1068. 


1069. 
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1073. 


Changes in vertical temperature gradients and fluctuations in height of 
tropopause [with bibliography ; by B. Ya. Slobodov]. Nov. 9, 1959. [1) 
+7 leaves, 4° [From Meteorologiya i gidrologiya (Meteorology and 

A. M. Dimaksiyan’s New telemetering instruments for hydrometerology, 
USSR; [by V. N. Goloushkin]. Nov. 9, 1959. [1]+3 leaves, 4° [From 
Meteoroloziya i gidrologiya (Meteorology and hydrology), no. 3, 1959.) 
® Paper, 50c. (OTS : 60-11,014). 

Literature on meteorology, hydrology and comeromats. for 1958 (cont'd) 
USSR. Nov. 9, 1959. [1]+12 leaves, 4° [From Meteorologiya j 
gidrologiya (Meteorology and hydrology), no. 8, 1959.] % Paper, 50¢ 
(OTS : 60-11,015). 

All-Union conference on theory of pressure variations and processes of cy. 
clone and anticyclone genesis, USSR; [by S. A. Mashkovich]. Nov. 9, 
1959. [1]+3 leaves, 4° [From Meteorologiya 1 gidrologiya (Meteor. 
ology and hydrology), no. 8, 1959.] # Paper, 50c. (OTS: 60—11,016), 

All-China meteorological conference on long-range weather forecasting; 
[by Ye M. Dobryshman]. Nov. 9, 1959. [1]+4 leaves, 4° [From Me. 
teorologiya i gidrologiya (Meteorology and hydrology), no. 3, 1959,] 
® Paper, 50c. (OTS : 60-11,017). 


. Methodology of physiological characteristics and evaluation of curriculum 


of general-curriculum school students, USSR [with bibliography ; by N. G, 
Shumilo]. Nov. 4, 1959. [1]+8 leaves, 4° [From Pediatriya (Pedi. 
atrics), v. 27, no. 6, Moscow, 1959.] # Paper, 50c. (OTS : 60-—11,003), 

School reform and tasks of psychology, USSR; [by A. N. Leont’yev, P. Ya, 
Gal’perin, D. B. El’konin]. Nov. 9, 1959. [1]+28 leaves, 4° [From 
Voprosy psikhologii) (Problems of psychology), v. 5, no. 1, Moscow, 
1959. ] 

Psychological study of industrial operations, USSR [with bibliography ; by 
D. A. Oshanin]: Nov. 9, 1959. [1]+17 leaves, 4° [From Voprosy 
psikhologii (Problems of psychology), v. 5, no. 1, Moscow, 1959.) 
* Paper, 50c. (OTS: 60-11,009). 

Tantalum refining by removal of niobium and titanium impurities by ion 
exchange method, USSR [with bibliography; by O. V. Al’tshuler, Ye. A, 
Subbotina]. Nov. 10, 1959. [1]+9 leaves, il. 4° [From Zhurnal neor- 
ganicheskoy khimii (Journal of inorganic chemistry), v. 4, no. 1, Jan, 
1959.] & Paper, 50c. (OTS : 60—11,011). 

Stratospheric jet stream in cold half of year, USSR [with bibliography; 
by Kh. P. Pogosyan]. Nov. 12, 1959. [1]+11 leaves, il. 4° [From 
Meteorologiya i gidrologiya (Meteorology and hydrology), no. 2, 1959.] 
* Paper, 5Uc. (OTS : 60—-11,025). 

Forty years of hydrometeorological service in Belorussian SSR; [by A. A. 
Glomozda]. Nov. 12, 1959. [1]+7 leaves, 4° [From Meteorologiya 
i gidrologiya (Meteorology and hydrology), no. 2, 1959, Leningrad.) 
® Paper, 50c. (OTS : 60-11,026). 

Effect of advection of different layers of atmosphere on movement of cy- 
clones and anticyclones, USSR [with bibliography; by K. I. Kashin, 
M. V. Gritsenko]. Nov. 12, 1959. [1]+11 leaves, il. 4° [From Meteor- 
ologiya i gidrologiya (Meteorology and hydrology), no. 2, 1959. Lenin- 
grad.) & Paper, 50c. (OTS : 60-11,027). 

Literature on meteorology, hydrology and oceanography for 1958, USSR. 
Nov. 4, 1959. [1]+11 leaves, 4° [From Meteorologiya i gidrologiya 
(Meteorology and hydrology), no. 2, 1959, Leningrad.] © Paper, 50c. 
(OTS : 60-11,029). 

Scientific session at Tbilisi Scientific Research Hydrometeorological Instt- 
tute, USSR: [by G. N. Khmaladze]. Nov. 12, 1959. [1]+3 leaves, 4° 
[From Meteorologiya i gidrologiya Nope matty | and hydrology), no. 2, 
1959, Leningrad.] ¢ Paper, 50c. (OTS: 60—-11,0380). 

New books, military physicians in World War II, in works of Soviet 
literature. Nov. 12, 1959. [1]+3 leaves, 4° [From Voyenno-medits- 
inskiy zhurnal (Military medical journal), no. 5, Moscow, May 1959.] 
® Paper, 50c. (OTS : 60—-11,012). 

Changes in cortical dynamics among school children in connection with 
various physical stresses, USSR; [by M. P. Ivanova]. Nov. 18, 1959. 
[1] +13 leaves, il. 4° [From Problemy yunosheskogo sporta (Problems 
of youth sports), no. 1, Moscow, 1958.] ® Paper, 50c. (OTS : 60—11,033). 

Using in biology achievements in fields of payee and chemistry, USSR; 
[by Kh. S. Koshtoyants]. Nov. 18, 1959. [1]+7 leaves. [From 
Zhurnal obshchey biologii (Journal of general biology), v. 20, no. 2, 
Moscow, Mar.-Apr. 1959.] & Paper, 50c. (OTS: 60—-11,034). 

Mechanisms of development of nutritional functions during intrauterine 
period and following birth, USSR [with bibliography; by I. A. Arshav- 
skiy]. Nov. 18, 1959. [1]+18 leaves, 4° From Zhurnal obshchey 
biologil (Journal of general biology), v. 20, no. 2, Moscow, Mar.—Apr. 
1959.) & Paper, 50c. (OTS : 60—11,035). 
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JaNuARY 1960 


1074. Electrophysiological study of effect of ionizing radiation on functional 
condition of cerebral cortex under normal and pathological conditions, 
USSR [with bibliography; by T. A. Korol’kova]. Nov. 20, 1959. [1] + 
1-192 + 20-23 leaves, il. 4° [From Trudy Instituta Vysshey Nerynoy 
Devatel’nosti, ser. fiziologii (Works of Institute of Higher Nervous 
Activity. physiology series), v. 3, Moscow, 1959.) Paper, 75¢. (OTS: 
60-—11,036). 

1075. General circulation index as an indication for zonal and meridional synoptic 
recesses, USSR [with bibliography; by A. L. Kats]. Nov. 19, 1959. 
1}+9 leaves, il. 4° [From Meteorologiya i gidrologiya (Meteorology 

and hydrology), no. 5, 1959.) Paper, 50c. (OTS: 60—11,039). 

1076. Method for determination of local pressure variations from wind informa- 
tion, USSR [with bibliography ; by I. P. Vetlov]. Nov. 24,1959. [1]+ 

13 leaves, il. 4° [From Meteorologiya i gidrologiya (Meteorology and 
hydrology), no. 5, 1959.) & Paper, 50c. (OTS: 60—11,040). 

1077. On progress-report session of scientific council of main Geophysical Observa- 
tory Imeni A. I. Voyeykov, USSR; [by T. A. Ogneva]._ Nov. 10, 1959. 
[1] +4 leaves, 4° [From Meteorologiya i gidrologiya (Meteorology and 
hydrology), no. 5, 1959.] Paper, 50¢c. (OTS: 60—11,041). 

1078. Progress-report session of scientific council of Central Institute of Fore- 
casts, USSR; [by N. L. Zverey]. Nov. 19, 1959. [1]+3 leaves,4° [From 
Meteoroiogiya i gidrologiya (Meteorology and hydrology), no. 5, 1959.] 
® Paper, 5Uc. (OTS : 60—11,042). 

1079. Conference of scientific council of State Hydrological Institute on progress 
of scientific research work in 1958, USSR; [by K. P. Klibashev]. Nov. 
19, 1959. [2]+4 leaves, 4° [From Meteorologiya i gidrologiya (Mete- 
orology and hydrology), no. 5, 1959.] Paper, 50c. (OTS: 60-11,043). 

1080. Tasks of hydrometeorological service in light of 21st session of Communist 
party, USSR; [by A. A. Zolotukhin]. Nov. 20, 1959. [1]+21 leaves, 
4° [From Meteorologiya i gidrologiya (Meteorology and hydrology), 
no. 4, Leningrad, 1959.) Paper, 75c. (OTS: 60—11.044). 

1081. Use of electrodynamie analogy to calculate thermal intensification of wind, 
USSR [with bibliography , by N. V. Voronova]. Nov. 20, 1959. [1]+ 
8 leaves, il. 4° [From Meteorologiya i gidrologiya (Meteorology and 
hydrology), no. 4, Leningrad, 1959.] # Paper, 5U0c. (OTS: 60—-11,046). 

1082. Weather analysis and forecasting by superimposing map of tropopause on 
AT-300 map, USSR; [by Ye. D. Bukhov]. Nov. 20, 1959. [1]+3 
leaves, 4° [From Meteoroligiya i gidrologiya (Meteorology and hydrol- 
ogy), no. 4, 1959, Leningrad.] # Paper, 50c. (OTS: 60-11,047). 

1083. Prospectus of Voprosy filosofii for next 2 to 3 years, USSR. Nov. 24, 1959. 
[1]-+26 leaves, 4° [From Voprosy filosofii (Problems of philosophy), 
no. 4, Moscow, 1959.] # Paper, Tic. (OTS: 60—-11,048). 

1084. Real importance of use of physical and chemical methods in biological re- 
search on study of vital phenomena, USSR; [by I. N. Mayskiy]. Nov. 24, 
1959. [2]+10. leaves, 4° [From Voprosy filosofii (Problems of philos- 
ophy), no. 4, 1949, Moscow.] # Paper, 50c. (OTS: 60-11,049). 

1085. American way of life before court of materialist psychology and psy- 
chiatry, USSR; [by S. A. Petrushevskiy, N. S. Mansurov]. Nov. 24, 
1959. [1]+13 leaves, 4° [From Voprosy filosofii (Problems of 
philosophy), no. 4, 1959, Moscow.] % Paper, 50c (OTS: 60—11,050). 

1086. Editorial : Communism and science, USSR. Nov. 24, 1959. [1]-+21 leaves, 
4° [From Voprosy fllosofii (Problems of philosophy), no. 4, 1958, Mos- 
cow.] # Paper, 75c. (OTS : 60-11,051). 

1087. Literature on meteorology, hydrology and oceanography for 1956 [1958], 
USSR. Nov. 20, 1959. [1]+11 leaves, 4° [From Meteorologiya i 
gidrologiya (Meteorology and hydrology), no. 4, 1959, Leningrad.] 
# Paper, 50c. (OTS : 60—11,052). 

1088. Problem of ozone, USSR [with bibliography ; by G. I. Kuznetsov]. Nov. 
pj) nel (11-416, leaves, il. 4° [trem Meteorologiya 1 gidrologiya 

ogy an ydrolo. » no. 4, " ningrad. aper, c. 
(OTS : 60-11,053). ’ ey) . . . ” . 

1089. Microorganisms and heredity, USSR; [by N. N. Zukhov-Verezhnikov, 

oY 7 tng Tan) 20, gee. mda p. il. 4° [From Nauka i 
Zz Science an e), v. 26, no. 8, Moscow, Aug. 1959. ® Paper, 
50c. (OTS : 60—11,055). . as 

1090. Soviet biochemists visiting USA; [by V. N. Orekhovich]. Nov. 24, 1959. 
{1} +19 leaves, 4° [From Vestnik akademii meditsinskikh nauk SSSR, 
(Herald of Academy of Medical Sciences USSR), no. 1, Moscow.] 
Paper, 50c. (OTS : 60-11,057). 

1091. Great medical encyclopedia, valuable manual for military physicians, 
USSR ; [by I. P. Lidov, V. V. Meshkov, G. A. Stepanskiy]. Nov. 20, 1959. 
[1]+12 leaves, 4° [From Voyenno-meditsinskiy zhurnal (Military 
medical journal), no. 7, Moscow, 1959.] Paper, 50c. (OTS : 60—11,058). 

1092. Influence of penetrating radiation on state of higher nervous activity in 
animals, USSR [with bibliography; by V. P. Baskakov]. Nov. 24, 1959. 
{1]+7 leaves, il. 4° [From Meditsinskaya radiologiya (Medical 
radiology), no. 8, 1959, Moscow.] Paper, 50c. (OTS: 60—11,060). 
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1093. Concerning certain mechanisms of influence of low doses of chronic total. 
body X-irradiation on 4 nervous activity and certain vegetative 
functions of white rats, USSR [with bibliography ; by L. G. Samoylova], 
Nov. 24, 1959. [1]+8 leaves, 4° [From Meditsinskaya radiologiya 
Pee  amcater- vache no. 8, 1959, Moscow.] Paper, 50c. (OTS: 

O— 

1094. Chain reactions in liver lipids after ‘gon Pras? — Cweee bibliog. 
raphy; by A. I. Zhuravlev, Ye. E. Ganassi) ov. 24, 1959 (14 
leaves, 4° [From Meditsinskaya radiologiya (Modical” radiology), no. 
Moscow, 1959.] © Paper, 50c. (OTS : 60-11,062) 

1095. Primary toxicity in acute radiation sickness, USSR [with eae ae 4 
by Ye. D. Buglov, S. I. Dovgalev, V. G. Karavayev]. Nov. 24, 195s, 
{1]+9 leaves, il. 4° [From Meditsinskaya radiologiya (Medica] 
radiology), no. 8, Moscow, 1959.] Paper, 50c. (OTS: 60—11,063). 

1096. Further study of problem of influence of ionizing “= oy on antigenic 
properties of ae USSR [with bibliography ; by V. A. Artamonova], 
Nov. 24, 1959 {11+9 leaves, 4° [From Meditsinskaya radiologiya 
(Medical radiology), no. 8&8, Moscow, 1959.] & Paper, 50c. (OTS: 
60—-11,064). 

1097. Radiation injuries of ovaries, USSR [with bibliography; by M. N. 
Pobedinskiy]. Nov. 24,1959. [1]+17 leaves, 4° [From Meditsinskaya 
radiologiya (Medical radiology), no. 8, Moscow, 1959.] Paper, 50¢. 
(OTS : 60—11,065) 


1098. Influence of varying doses of ionizing radiation on morphology of animal 
brain after total-body irradiation, USSR: [by M. M. Aleksandrovskaya]. 
Nov. 24, 1959. (1]+5 leaves, il. 4° [From Meditsinskaya radiologiya 
(Medical radiology), no. 8, Moscow, 1958.] # Paper, 50c. (OTS: 60- 
11.066). 

1099. Problems of radiation genetics at conference on heredity and problems in 
human pathology, USSR; [by V. N. Benevolenskiy]. Nov. 24, 1959, 
[1]+3 leaves, 4° [From Meditsinskaya yey (Medical radiology). 
no. 8, Moscow, 1959.) & Paper, 50c. (OTS. 60-11,0 

1100. Scientific conference on certain biochemical effects caused by ionizing radia- 
tion, USSR; [by S. Ye. Manoylov]. Nov. 24, 1959. [1]+6 leaves. 4° 
{From Meditsinskaya radiologiya (Medical radiology), no. 8, 1959, 
Moscow.] & Paper, 50c. (OTS : 60—11,068) 

1101. Conference on use of cybernetic methods in transportation and transport 
construction, USSR; [by I. Ya. Aksenov]. ov. 24, 1959. [1]+2 
leaves, 4° [From Vestnik Akademii Nauk SSSR (Herald of Academy 
“ -_— USSR), no. 6, 1959, Moscow.] Paper, 50c. (OTS: 60- 

’ ). 

1102. New developments in study of nervous activity, USSR; [by L. N. Molod- 
kina]. ov. 24, 1959. [1]+5 leaves, il. 4° [From Priroda (Nature), 
v. 48, no. 4, Moscow, Apr. 1959.] # Paper, 50c. (OTS: 60—11,071 . 

1103. On certain problems of gerontology, USSR; [by N. N. Gorev and D 
Cheboyorev]. Nov. 24, 1959. [1]+8 leaves, 4° [From he BR 
meditsina (Clinical medicine), v. 37, no. 9, Moscow, 1959.] & Paper, 
50c. (OTS : 60—-11,072). 

1104. Some questions concerning production of titanium by means of molten 
media electrolysis using soluble anodes, USSR: [by A. B. Suchkov, and 
others]. Dec. 1, 1959. [1]+8 leaves, 4° [From Tsvetnyye metally 
isn metals), no. 8, Moscow, 1959.] ® Paper, 50c. (OTS: 60- 

1106. “— scientific and engineering personnel. Dec. 2, 1959. [1]+a+55 

4° [Published as aid to U.S. Government research.] # Paper, $1.50 
(ots : 60-11,081) 

1107. Dissertation for degrees in science and engineering defended at USSR 
higher oe institutions (Knizhnaya letopis’, nos. 3-6, 1958). 
Nov. 30, 1959. [1]+29 leaves, 4° # Paper, 75c. (OTS : 60-11 ,084). 

1108. Coagulating « effect of acoustical flows, USSR [with bibliography; by P. N. 
Kubanskiy]. Nov. 27, 1959. [1] +10 leaves, il. 4° From Zhurnal 
tekhnicheskoy fiziki (Journal of technical physics), v. 24, no. 6, 1954.) 
& Paper, 50c. (OTS : 60—11,089). 

1109. New selective investigation, USSR; [by I. Matyukha]. Nov. 25, 1959. 
[1] +4 leaves, 4° [From Vestnik statistiki (Herald of statistics), no. 10, 
Moscow, 1958.] 

1110. Treatment of radiation sickness, USSR; [by A. A. Gorodetskiy]. Dec. 2, 
1959. [1]+15 leaves, 4 [From Novyy khirurgicheskiy arkhivy (New 
Siew,” no. 4, Moscow, July—Aug. 1959.] Paper, 50c. (OTS: 

1114. Problems in study of theory and history of medicine in USSR in light of 
decisions of 21st Congress of Communist Party of Soviet Union; [by 
M. I. Barsukov]. Dec. 1, 1959. [1]+14 leaves, 4° [From Sovetskaya 
meditsina (Soviet quedicine), v. 23, no. 7, Moscow, July 1959.] & Paper, 
50c. (OTS : 60-11,093). 

1115. ae of current medical neve oy = Czechoslovakia [with bibliog- 

raphy Dee. 1, 1959. [1]+a-c+37 4° [Some coverage: Jan. 

19 Bet. 1959.) # Paper, $1.25 (OTS: 60-11 ,094). 
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1116. [Works of 2d all-Union conference of oncologists], table of contents, USSR. 
Dec. 2, 1959. [1]+15 leaves, 4° # Paper, 50c. (OTS: 60—11,096). 

1117. Selected translations on Soviet rocket engineerin ee bibliographies]. 
Dec. 2, 1959. [1]+a-—b+78 p. il. 4° Paper, Fo! 5 (OTS: 59-13,981). 

1118. Sensitivity of nervous system to low radiation doses, USSR [with list of 
literature; by M. N. Livanov and I. N. Kondrat’yeva]. Dec. 4, 1959. 
{1]+19 leaves, il. 4° [From Meditsinskaya radiologiya (Medical 
radiclogy) no. 9, 1959.) % Paper, 50¢c. (OTS: 60—11,105). 

1129. Literature on meteorology, hydrology and oceanography for 1958, USSR. 
Dec. 10, 1959. [1]+13 leaves, 4° [From Meteorologiya i gidrologiya 
(Meteorology and hydrology), no. 8, Moscow, 1959.) # Paper, o0c. 
(OTS: 60-11,110). 


JPRS R (series). [Processed. | Y 3.J 66: 12/(nos.) 


103-N/1. Translations on Soviet geodesy, 1925-40: Basic work done by Central 
Field Division of VGU in 1925; [by A. Maksimovich]. Nov. 4, 1959. 
[1] +4 leaves, 4° % Paper, 50c (OTS: 60—-11,005) 
104—-N/6. Translations on Soviet geodesy, 1925-40: Supplementary instruction 
for topographic survey in Enisey Gold-mining region (1897-1902) ; 
(by A. P. Karpinskiy]. Nov. 2, 1959. [1]+2 leaves, 4° % Paper, 
50c. 
104—N/16. Translations on Soviet geodesy, 1925-40: Azimuth determination by 
Krasovskiy’s method. Nov. 2, 1959. [1]+2 leaves, 4° # Paper, 
5U0c. (OTS : 59-13,945) 
104—N/20. Translations on Soviet geodesy, 1925-40: Reconnaissance survey in 
Talass Ala-Tau Mountains; [by N. Bulayevskiy]. Nov. 2, 1959. 
{1] +10 leaves, 4° 
104—N/24. Translations on Soviet geodesy, 1925-40: Publication of 1: 250,000 
map of Bryanskaya Guberniya; [by A. Belavin]). Nov. 1, 1959. 
[1] +2 leaves, 4° # Paper, 50c. 
105—-N/15. Translations on Soviet geodesy, 1925-40: Mean level of Black Sea ; [by 
N. Shlepnev]. Nov. 3, 1959. [1]+4 leaves, 4° % Paper, 50c. 
P (OTS : 59-13,950) 
105—N/16. Translations on Soviet geodesy, 1925-40: Use of triangulation net- 
work in land development work. Nov. 3, 1959. [1]+3 leaves, 4° 
* Paper, 50c. (OTS : 59-13,951) 
105—-N/28. Translations on Soviet geodesy, 1925-40: Reconnaissance work in 
Transcaucasus. Nov. 3, 1959. [1]+3 leaves, 4° Paper, 50c. 
105—-N/29. Translations on Soivet geodesy, 1925-40: Measurement of Bryansk 
6011.02) Nov. 4, 1959. [1]+2 leaves, 4° # Paper, 50c. (OTS: 
105-N/43. Translations on Soviet geodesy, 1925-40; Zinger’s method, publishing 
of ephemerides of Zinger’s pairs; [by P. Makarov]. Nov. 2, 1959. 
{1]+2 leaves, 4° # Paper, 50c. (OTS : 59—-13,948) 


JUSTICE DEPARTMENT 


Opinion of Attorney General of United States [volume 41, Opinion]. 


75. Civil service laws, applicability to supergrade positions in Office of Civil and 
Defense Mobilization. [1959.] 6p. * Paper, 5c. 
J1.5/a: 41/75 


LABOR-MANAGEMENT REPORTS BUREAU, Labor Dept. 


Notr.—The Bureau of Labor-Management Reports was established in the De- 
partment of Labor, pursuant to the Labor-management reporting and disclosure act 
of 1959 (Public law 86—257, 73 Stat. 519), by General order 102 of the Secretary 
of Labor, Sept. 24, 1959. 


Labor-management reporting and disclosure act of 1959: Reports required 
from employers. Sept. 1959. [2]+5 p. narrow 8° * Paper, 5c. @ Item 








762-D-1 L 31.2: R 29/3 
—— Reports required from union officials and employees. Sept. 1959. 
(2]+4 p. narrow 8° * Paper, 5c. @ Item 762—D-1 L 31.2: R 29/4 
Timetable of required reports. Sept. 1959. [2]+5 p. narrow 8° 

* Paper, 5c. @ Item 762—D-1 L 31.2: R 29/5 
—— Union safeguards. Sept. 1959. [2]+3 p. narrow 8° * Paper, 5c. 
@ Item 762-D-1 L 31.2: Un3/3 
What is required under law. Sept. 1959. [2!+14 p. narrow 8° 

* Paper, 10c. @ Item 762—D-1 L 31.2: L41 
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GOVERNMENT PUBLICATIONS 


LABOR STANDARDS BUREAU, Labor Dept. 


Maryland’s migratory workers hit hard by bad weather; by Laurence 
Stern. [1959.] 13 p. il. oblong 24° [Reprinted with permission of 
Washington Post-times herald, Aug. 18, 1959. Sketches are by Mitchell 
Jamieson.] ¢+ ®@ Itein 765 L 16.2: M 58/8 


Trend tables on youth employment and school enrollmnet, 1940, 1944-58, 
Revised July 1959. [1959.] [25] leaves, 4° [Processed. Compiled on 
basis of various census reports.] 7 
L.C. card L 60-3 L 16.41 : 958 


We're never too young to learn safety. [1959.] [8] p. il. 7 
L 16.2: Sa 1/20 


LABOR STATISTICS BUREAU, Labor Dept. 


Bulletins. © Item 768 L 2.3 : (nos.) 


1255 Occupational outlook handbook, employment information on major occu- 
yations for use in guidance; [prepared in Division of Manpower and 
Smployment Statistics]. 1959 edition. [1959.] xv+785 p. il. 4° 
[Prepared in cooperation with Employment Security Bureau, Women’s 
Bureau, Bureau of Apprenticeship and Training, Bureau of Labor Stand- 
ards, Veterans Administration, Department of Agriculture, Department of 
Health, Education, and Welfare. Revision of Bulletin 1215. Also issued 
as H. doc. 139, 85th Cong., Ist sess.] * Paper, $4.25. 

L.C. card L 49-6 

1266. Collective bargaining clauses, company pay for time spent on union bus!l- 
ness; [prepared by John N. Gentry]. Oct. 1959. v+46 p. 4° [Also 
issued as H. doc. 278, 86th Cong., 2d sess.] * Paper, 35c. 

L.C. card L 60-1 


Directory of community wage surveys, 1958-June 1959. Revised 1959, 
Sept. 1959. cover title, [1]+16 p. 12° [Processed. This issue brings 
up-to-date earlier directories which were released in Feb. 1954, Sept. 


1954, Nov. 1955, and Dec. 1957. Maponp.3ofcover.] 7+ 
L.C. card 55-60522 L 2.2: W 12/15/9589 
Monthly labor review reprints. f L 2.6/a : (nos.) 


2318. Wage chronology no. 33, New York City laundries, supp. 1, 1953-58. 
1959.) 1014-18+[1] p. 4° [From Monthly labor review, Sept. 1959.] 

2319. Progress report on revision, city worker’s family budget and CPI. [1959.] 
p. 967-972, 4° [From Monthly labor review, Sept. 1959.] 


LIBRARY OF CONGRESS 


Anniversary lectures, 1959, Robert Burns, 1759, by Robert Hillyer; 
Edgar Allan Poe, 1809, by Richard Wilbur; Alfred Edward Housman, 
1859, by Cleanth Brooks, lectures presented under auspices of Gertrude 
Clarke Whittall Poetry and Literature Fund. 1959. iii+[1]+56 p. 
(Reference Department.) * Paper,25c. @ Item 818—B-2 
L.C. card 59-60090 LC 29.9: H 55 


Rules for descriptive cataloging in Library of Congress, pictures, designs, 
and other two-dimensional representations. 1959. vii+16 p. 4° (De 
seriptive Cataloging Division, Processing Department.) [Preliminary 
edition.] Card Division. @ Item 805 
L.C. card 59-60080 LC 9.7: P 58/prelim. 


MARINE CORPS (Navy), Defense Dept. 


Marine Corps manual: v. 1 [Personnel and general administration], 
Change 38; Nov. 1959. [1959.] [33] p. 4° [Issued in loose-leaf form.] 
t @ Item 384 M 209.9 : 949/v.1/ch.38 


[Technical manual] TM (series). 

OR-00479A-15. U.S. Marine Corps maintenance manual, ordnance: Crew opera- 
tion and 1st echelon through 5th echelon maintenance for com- 
peeeeee. reciprocating, power driven, 100 CFM M3 (E35) [with 
ist of references]; May 1959. [1959.] cover title, 871+ 
[4] p.il. ¢ @ Item 384 
L.C. card 60—60213 D 214.9/3 : Or—00479 A-15 
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MARITIME ADMINISTRATION, Commerce Dept. 


Handbook of merchant shipping statistics through 1958; prepared by Sta- 
tistics and Special Studies Office. [1959.] xiv+196 p. il. 4° * Paper, 
$1.00. @ Item 235-A 
L.C. card 60-60208 C 39.218 : 958 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 


U.S. Naval Medical Research Laboratory report. [For official use. Proc- 
essed.] ¢ D 206.10 : (nos. ) 
305. Exploratory study of efficacy of dioctyl sodium sulfosuccinate (Colace) in 

control of constipation of submariners during prolonged snorkel cruise 
{with list of references]; by Benj. B. Weybrew, Richard A. Elias, and 
Joseph Vogel. Dec. 15, 1958. cover title, iv+19+[1] p. 4° (v. 17, 
no. 12, research project NM 24 01 20.04.04.) 
311. Studies of basic cochlear physiology and energy metabolism of cochlear 
response in cat [with list of references]; by Kempton G. Wing. June 
16, 1959. cover title, [1]+97 p. il. 4° (Vol. 18, no. 6, project NM 
24 01 20.02.02 [report 2 on subtask 2].) [Text on p. 2 of cover.] 
813. Predicting submarine school attrition from Minnesota multiphasic per- 
sonality inventory [with list of references]; by Bert T. King. Aug. 20, 
1959. cover title, iii+25 p. 4° (v. 18, no. 8, Research project NM 
23 02 20.01.06.) 


MILITARY HISTORY, OFFICE OF CHIEF OF (Army), Defense Dept. 


United States Army in World War II: Special studies, Military relations 
between United States and Canada, 1939-45 [with bibliographical note] ; 
by Stanely W. Dziuban. 1959. xv+[1]+482 p. il. map in pocket. 
* Cloth, $5.00. @ Item 345 
L.C. card 59-60001 D 114.7: C16 


—— War Department [v. 6], Strategic planning for coalition warfare, 
1948-44 [with bibliographical note and guide to footnotes]; by Maurice 
Matloff. 1959. xvii+[1]+640 p. il. 2 maps, 1 is in pocket, large 8° 
{Map in pocket is colored.] * Cloth, $5.00. @ Item 345 
L.C. card 53-61477 D 114.7: W 19/v.6 


MINES BUREAU, Interior Dept. 


Arsenic [with bibliography]; by A. D. McMahon. [1959.] [2]+6 p. 4° 
[Preprint from Bulletin 585, Mineral facts and problems, 1960 edition.] 
* Paper, 5c. I 28.3/e: Ar 72 


Bulletin. @ Item 636 
580. Physical chemistry of Fischer-Tropsch synthesis; by R. B. Anderson [and 
others]. 1959. iii+25p.il.4e * Paper, 25c. 
L.C. card 59-64209 I 28.3 : 580 


Coal bituminous and lignite; by W. H. Young, R. L. Anderson, and E. M. 
Hall. [1959.] [2]+99 p. il. [Preprint from Minerals yearbook, 1958, 
v.2.] * Paper, 30c. I 28.37/a : B 549/958 


Information circulars @ Item 637—A I 28.27 : (nos. ) 
7907. Mining methods and costs, Lincoln tungsten mine, Wah Chang Mining 
Corp., Lincoln County, Nev.; by A. C. Johnson and Ross M. McDonald. 

1959. [3]+18p.il.ipl,4° * Paper, 35c. 

7908. Underground mining methods and costs at 3 salt wash uranium mines of 
— Uranium Co.; by W. L. Dare. 1959. iii+36 p. il. 4° * Paper, 

c. 

7911. Open-pit copper mining methods, Morenci branch, Phelps Dodge Corp., 
Greenlee County, Ariz.; by W. R. Hardwick. 1959. [2]+iii+67 p. 
il.4° * Paper, 45c. 

7912. Milling and processing tungsten [with bibliography]; by J. B. Zadra. 
1959. [2]+v+120p.il.4° * Paper, 60c. 

L.C. card 60-—60286 

7917. Mining and milling methods, Inland Lime and Stone Co., Port Inland, 
Mich.; by L. G. Marshall. 1959. [3]+22 p. il. 4° * Paper, 25c. 
L.C. card Int 59-127 
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7925. Coal-chemical materials produced at coke plants in United States, 1948—57- 

paces A. DeCarlo and Maxine M. Otero. 1959. ifi+20 p. il. 40 
aper, 

L.C. card 60—60369 

7929. Open-pit copper mining methods and costs at Bagdad mine, Bagdad Copper 
Corp., a County, Ariz.; by W. R. Hardwick and BE. L. Jones III, 
1959. [2]+1i1+30 p. il. 4° ‘ Paper, 35c. 

7930. Minin ataehe and costs at Piokee mining unit and Piokee experimenta] 
min ng project aa. Picher Co. (Tri-State Mines), Ottawa County, 
Okla.; by J Elizondo. 1959. [2]+ii+26 p. il. 4° * Paper, 25c. 

7934. Coke plants in Uniina States on Dec. 31, 1958; by Joseph A. DeCarlo and 
Maxine M. Otero. 1959. [3]+20p.4° * Paper, 20c. 
L.C. card 59—60179 

7935. Fuel-briquetting and packaged-fuel plants in United States that reported 
production in 1958 ; xy —_ T. Sheridan and Virginia C. Berte. 1959. 
{3]+7 p. 4° *Paper, 10 
L.C. card 59-—60742 

7937. Petroleum refineries, including cracking plants, in United States, Jan. 1, 
1959 ; by C. E. Hennig. 1959. iii+ilp.4° * Paper, 15c 
L.C. card Int. 59-68 

7941. Mercury, materials survey [with bibliogro ephy] ; ; by James W. Pennington. 
1959. ix+92 p. il. 3 pl. 4° * Paper, $1.0 
L.C. card 60—60287 


Introduction [to Mineral facts and problems]; by Charles W. Merrill. 
[1959.] [2]+13 p. il. 4° [Preprint from Bulletin 585, Mineral facts 
and problems, 1960 edition.] * Paper, 10c. I 28.3/e: In8 


Mineral industry of Alaska; by Alvin Kaufman [and others]. [1959.] 
[2]+27 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] * Pa- 
per, 15c. I 28.37/a2: Al 1s/958 


Mineral industry of Arkansas; by Harry F. Robertson. [1959.] [2]+17 
p. [Preprint from Minerals yearbook, 1958, v. 3.] * Paper, 10c. 
I 28.37/a2: Ar 4k/958 


Mineral industry of California; by L. E. Davis [and others]. [1959.] 
[2]+58 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] * Pa- 
per, 20c. I 28.37/a2 : C 12/958 


Mineral industry of Colorado; by Alfred L. Ransome [and others]. [1959.] 
[2]+40 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] * Pa- 
per, 15c. I 28.37/a2 : C 71/958 


Mineral industry of Indiana; by Donald F. Klyce and John B. Patton. 
[1959.] [2]+18 p. [Preprint from minerals yearbook, 1958, v. 3.] 
* Paper, 10c. I 28.37/a2: In 2/958 


Mineral industry of Kansas; by W. G. Diamond and Walter H. Schoewe. 
[1959.] [2]+24 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] 
* Paper, 15c. I 28.37/a2 : K 13/958 


Mineral industry of Louisiana ; by Robert S. Sanford, Peter Grandone, and 
Leo Hough. [1959.] [2]+25 p. [Preprint from Minerals yearbook, 
1958, v. 3.] * Paper, 15c. I 28.37/a2 : L 93/958 


Mineral industry of Maryland; by James R. Kerr and Mary E. Otte. 
[1959.] [2]+10 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] 
* Paper, 10c. I 28.37/a2 : M 36/95 


Mineral industry of Montana; by Frank B. Fulkerson, Gary A. Kingston, 
and A. J. Kauffman, jr. [1959.] [2]+25 p. il. [Preprint from Min- 
erals yearbook, 1958, v. 3.] * Paper, 15c. I 28.37/a2: M 76/958 


Mineral industry of Nebraska; by D. H. Mullen. [1959.] [2]+11p. [Pre- 
print from Minerals yearbook, 1958, v. 3.] * Paper, 10c. 

I 28.37/a2: N 27/958 

Mineral industry of New York; by Joseph Krickich and Robert W. Metcalf. 

[1959.] [2]+24 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] 

* Paper, 15c. I 28.37/a2: N 2y/958 
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Mineral industry of Ohio; by Joseph Krickich, Stanley A. Feitler and Roy 
H. Davis. [1959.] [2]+25 p. il. [Preprint from Minerals yearbook, 
1958, v. 3.] * Paper, 15c. I 28.37/a2 : Oh 3/958 


Mineral industry of Oklahoma; by Peter Grandone and William E. Ham. 
[1959.] [2]+26 p.il. [Preprint from Minerals yearbook, 1958, v. iii.] 
* Paper, 15c. I 28.37/a 2: Ok 4/958 


Mineral industry of Pennsylvania; by Robert D. Thomson, Mary E. Otte 
and Robert E. Ela. [1959.] [2]+47 p. il. [Preprint from Minerals 
yearbook, 1958, v. 3.] * Paper, 20c. I 28.37/a 2: P 38/958 


Mineral industry of Tennessee; by Avery H. Reed, jr., William D. Harde- 
man, jr., and Mildred E. Rivers. [1959.] [2]+22 p. il. [Preprint 
from Minerals yearbook, 1958, v. 3.] * Paper, 15c. 

I 28.37/a 2: T 25/958 


Mineral industry of Texas; by F. F. Netzeband and John T. Lonsdale. 
(1959.] [2]+51 p. il. [Preprint from Minerals yearbook, 1958, v. 3.] 
* Paper, 20c. I 28.37/a 2: T 31/958 


Mineral industry of Utah; by William H. Kerns, Frank J. Kelly, and 
D. H. Mullen. [1959.] [2]+31 p. il. [Preprint from Minerals year- 
book, 1958, v. 3.] * Paper, 15c. I 28.37/a 2: Ut 1/958 


Mineral industry of Virginia; by Robert W. Metcalf, James L. Calver, 
and Stanley A. Feitler. [1959.] [2]+22 p. il. [Preprint from Min- 
erals yearbook, 1958, v. 3.] * Paper, 15c. I 28.37/a 2: V 81/958 


Mineral industry of West Virginia; by James R. Kerr and Jean Pendleton. 
[1959.] [2]+19 p. [Preprint from Minerals yearbook, 1958, v. 3.] 
* Paper, 15c. I 28.37/a 2: W 52v/958 


Mineral industry of Wyoming; by Frank J. Kelly, William H. Kerns, and 
D. H. Mullen. [1959.] [2]+19 p. il. [Preprint from Minerals year- 


book, 1958, v. 3.] * Paper, 15c. I 28.37/a 2: W 99/958 
Mineral market report M.M.S. (series). (Mineral Industry Surveys.) 
[Processed.] + Mines Bureau, Pittsburgh, Pa. I 28.28 : (nos. ) 


2980. Distribution of Pennsylvania eae for coal year Apr. 1, 1958—Mar. 
31, 1959; [prepared by J. A. Vaughan and Bertha M. Reynolds]. Oct. 
1959. 36 p. il. oblong _ * (Division of Anthracite.) [Some of the 
pages are printed as leaves. ] 

2982. Mica, block and film mica fabricated in re half of 1959; [prepared by 
Gertrude E. Tucker]. [Nov.1959.] 11p. 


Minerals yearbook, 1958: v. 1, Metals and minerals (except fuels) ; pre- 
pared by staff of Division of Minerals. [1959.] viii+1230p.il. [Also 
issued as H. doc. 262, v. 1, 86th Cong., 2d sess.] * Cloth, $4.00. @ Item 
639 
L.C. eard 33—26551 I 28.37 : 958/v.1 

——y. 2, Fuels; prepared by staff of Division of Petroleum, Division of 
Bituminous Coal, Division of Anthracite. [1959.] vii+484p.il. [Also 
issued as H. doc. 262, v. 2, 86th Cong., 2d sess.] *Cloth, $2.25. 
@ Item 639 
L.C. ecard 33—26551 I 28.37 : 958/v.2 


v. 3, Area reports; prepared by field staff. [1959.] viii+1065 p. il. 
[Also issued as H. doc. 262, v. 3, 86th Cong., 2d sess.] * Cloth, $3.75. 
@ Item 639 

L.C. ecard 33—26551 I 28.37 : 958/v.3 


Natural gas; by Ivan F. Avery and Lulie V. Harvey. [1959.] [2]+19 
p. il. [Preprint from Minerals yearbook, 1958, v. 2.] * Paper, 15c. 
I 28.37/a: G 21/958 


Phosphate rock [with bibliography]; by E. Robert Ruhlman. [1959.] 
(2]+11 p. il. 4° [Preprinted from Bulletin 585, Mineral facts and prob- 
lems, 1960 edition.] * Paper, 10c. I 28.3/c: P 566 
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Quartz crystal [with bibliography]; by W. F. Dietrich and G. Richards 
Gwinn. [1959.] [2]+7 p. 4° [Preprinted from Bulletin 585, Mineral 
facts and problems, 1960 edition.] * Paper, 10c. I 28.3/e: Q 28 

Report of investigations. I 28.23 : (nos. ) 


5505. Infrared spectra of hydroxy-aromatic organic compounds ; by W. Beckering 
see * W. Fowkes. 1959. iv+100 p. il. 4° * Paper, 50c. @ Item 
637-2 

5517. Tungsten deposits of New Mexico; by V. B. Dale and W. A. McKinney, 
1959. [2]+iii+72p.il.4° * Paper,45c. @ Item 637-A 

5520. Sampling stream gravels for tin, near York, Seward Peninsula, Alaska 
{with bibliography]; by John J. Mulligan. 1959. [2]+ii+25 p. il. 4° 
[Processed.] 7+ Mines Bureau, Pittsburgh, Pa. 

5522. Development and operation of experimental, entrained-solids, oil-shale re- 
tort; by H. W. Sobns, E. E. Jukkola, and W. I. R. Murphy. 1959. [2] 
-+iii+45 p.il.4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 

5524. Carbonizing properties of Cambria County, Pa., coals; by B. W. Naugle, 
G. W. Birge, and D. BE. Wolfson. 1959. [3]+16 p. il. 4° [Processed 
Includes list of other publications in series of county reports on coal.] 
+ Mines Bureau, Pittsburgh, Pa. 

5525. Therochemistry of samarium [with bibliography]; by Robert L. Mont- 
gomery and Theodore D. Hubert. 1959. [3]+8 p. 4° [Processed.] 
+ Mines Bureau, Pittsburgh, Pa. 

5526. X-ray emission spectrographic analysis of high-purity rare-earth oxides 
{with bibliography]; by Farrel W. Lytle and Howard H. Heady. 1959. 
[3]+9 p. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 

5527. Drying North Dakota lignite to 1,500 pounds pressure by Fleissner process 
{with list of literature cited] ; by W. H. Oppelt, W. R. Kube, and T. W. 
Kamps. 1959. [2]+ii+30 p. il. 4° [Processed.] {Mines Bureau, 
Pittsburgh, Pa. 

5528. Kerosene flotation of coal semicommercial studies of cell performance ; by 
J. B. Gayle, R. E. Perry, and W. H. Eddy. 1959. [2]-+ii+20 p. il. 4° 
[Processed.] + Mines Bureau, Pittsburgh, Pa. 

5531. Extractive metallurgy of euxenite [with bibliography]; by S. L. May [and 
others]. 1959. [2]+ii+18 p. il. 4° [Processed.] + Mines Bureau, 
Pittsburgh, Pa. 

5532. Nickel-cobalt-iron-bearing deposits in Puerto Rico; by W. L. Heidenreich 
and B. M. Reynolds. 1959. [2]+iii+68 p. il. 4° [Processed.] 
y¥ Mines Bureau, Pittsburgh, Pa. 

5533. Evaluation of catalysts for hydrogenating shale oil; by H. C. Carpenter and 
P. L. Cottingham. 1959. [2]+ii+29 p. il. 4° [|Processed.]  { Mines 
Bureau, Pittsburgh, Pa. 

5534. Thermal refining of low-temperature tar; by John B. Goodman and R. 
Sherman Detrick. 1959. [2]+ii+53 p. il. 4° [Processed.]  f Mines 
Bureau, Pittsburgh, Pa. 

5536. Development of equipment and process for extracting cerium (IV) ; by D. J. 
Bauer. 1959. [2]+ii+14 p. il. 4° [Processed.] {Mines Bureau, 
Pittsburgh, Pa. 

5540. Preparation of rare-earth chloride solutions [with bibliography] ; by A. C. 
_— _ [3]+10 p. il. 4° [Processed.] + Bureau of Mines, Pitts- 

urgh, Pa. 


Review of mineral-fuel industries in 1958; by William A. Vogely and T. W. 
Hunter. [1959.] [2]+34 p. il. [Preprint from Minerals yearbook, 
1958, v. 2.] * Paper, 15c. I 28.37/a: M 662/11/958 

Tale, soapstone, and pyrophyllite [with bibliography] ; by Donald R. Irving. 
[1959.] [2]+10 p. 4° [Preprinted from Bulletin 585, Mineral facts 
and problems, 1960 edition.] * Paper, 10c. I 28.3/e: T 148 


MISSISSIPPI RIVER COMMISSION (Army), Defense Dept. 


Arkabutla Lake. Revised May 1959. [Army-MRC-Vicksburg, Miss., 1959.] 
[2] p. il. large 4°, folded into narrow 8° size. [Processed.] + Mississippi 
River Commission, Vicksburg, Miss. D 103.302: Ar4 


Folio of maps of White River from Batesville, Ark. to Mississippi River, 
2d edition, Jan. 1959 [announcement]. Sept. 1959. 2 p. 4° [Processed.] 

7 Mississippi River Commission, P.O. Box 80, Vicksburg, Miss. 
D 103.302 : W 58/2/959/ann. 


Maps of Mississippi River, flood control and navigation maps, Cairo, Ill. to 
Gulf of Mexico, La., 1959 edition [announcement]. Nov. 1959. 4 p. f 
[Processed. At head of title: 1959 Mississippi River Maps.] 7+ Missis- 
sippi River Commission, P.O. Box 80, Vicksburg, Miss. 

D 108.302 : M 691/959/ann. 
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NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


Index of NASA technical publications, Oct. 1958-June 1959. Washington, 
1959. cover title, viii+[194] p.4° [Processed.] 7 
L.C. card 59-62022 NAS 1.9/2: T 22/958-59 


NASA memorandum. [Processed.] 7+ 


11-3-58L. Errata [Force-test investigation of stability and control characteristics 
of 4 scale model of tilt-wing vertical-take-off-and landing aircraft], 
by William A. Newsom, jr., and Louis R. Tosti, Jan. 1959. [Nov. 
10, 1959.] 1 p. oblong, 24° NAS 1.10: 11-3—58 L/errata 


NASA technical notes. [Processed.] NAS 1.14: D-(nos.) 


D-30. Flight investigation of lift and drag characteristics of swept-wing, multi- 
et, transport-type airplane [with list of references]; by Ronald 
ambor. ov. 1959. cover title, 27 p.+[2] leaves, il. 4° # Paper, 75c. 

D-40. Some notes on attitude control of earth satellite vehicles [with list of 
references]; by Warren Gillespie, jr., Donald G. Eide, and Allan B. 
Churgin. Dec. 1959. cover title, i+80 p.+[3] leaves, il. 4° 
® Paper, $2.00 

D-46. Plasma acceleration by use of guided microwaves [with list of references] ; 
by Robert V. Hess and Karlheinz Thom. Dec. 1959. cover title, 46 
p.+[2] leaves, il. 4° Paper, $1.25 

D-64. Graphical trajectory analysis [with list of references]; by Aaron §&. 
Boksenbom. Dec. 1959. cover title, [1]+46 p.+[2] leaves, il. 4° 
® Paper, $1.25 

D-80. Departure trajectories for interplanetary vehicles [with list of refer- 
ences]; by W. E. Moeckel. Nov. 1959. cover title, 35 p.+[2] leaves, 
il. 4° # Paper, $1.00 

D-82. Control of combustion-chamber pressure and oxidant-fuel ratio for re- 
generatively cooled hydrogen-fluorine rocket engine [with list of refer- 
ences] ; by Edward W. Otto and Richard A. Flage. Nov. 1959. cover 
title, 61 p.+ [2] leaves, il. 4° # Paper, $1.75 

D-89. Wind-tunnel and piloted flight simulator investigation of deflected-slip- 
stream VTOL airplane, Ryan VZ—3RY [with list of references]; by 
Harry A. James [and others]. Nov. 1959. cover title, 88 p.+[3] 
leaves, il. 4° & Paper, $2.25 

D-96. Method for calculating aerodynamic loadings of thin wings at Mach num- 
ber of 1 [with list of references]; by John L. Crigler. Nov. 1959. 
cover title, 30 p.+ [2] leaves, il. 4° # Paper, 7dc. 

D-105. Analog study of airborne automatic landing-approach system [with list 
oF semepensens 3 by James J. Adams. Dec. 1959. cover title, 57+ [4] 
p. il. 4° 

D-106. Investigation of aluminum phowhage coatings for thermal insulation of 
airframes [with list of references] ; by A. G. Eubanks and D. G. Moore. 
Nov. 1959. cover title, 28 p+ [2] leaves, il. 4° Paper, 75c. 

D-113. Analysis of dynamic lateral Stability of delta-wing airplane with fre- 

uency-dependent stability derivatives [with list of references]; by 
Ibert E. Brown and Albert A. Schy. Nov. 1959. cover title, 44 
p.+ [2] leaves, il. 4° ©@ rhe ye $1.25 

D-117. Optimum design of insulated tension members subjected to aerodynamic 
heating [with list of references]; by John R. Davidson. Dec. 1959. 
cover title, 38 p+ [2] leaves, il.4° Paper, $1.00 

D-118. Investigation of flow over spiked-nose hemisphere-cylinder at Mach num- 
ber of 6.8 [with list of references] ; by Davis H. Crawford. Dec. 1959. 
cover title, 59 Pt [2] leaves, il. 4° # Paper, $1.50 

O-119. Investigation of high-speed hydrofoil with parabolic thickness distribution 
{with list of references]; by Virgil E. Johnson, jr., and Thomas A. 

Rasnick. Nov. 1959. cover title, 27 p.+[3] leaves, il. 4° # Paper, Tic. 

D-121. Tensile properties of 6A1-—4V titanium-alloy sheet under rapid-heating and 
constant-temperature conditions [with list of references] ; by Howard 
L. Price. Nov. 1959. cover title, 26 p.+[2] leaves, il. 4° # Paper, 75c. 

D-123. Investigation of effect of guide-vane-rotor combination on inlet total- 
pressure distortions in compressible fluid [with list of references] ; by 
George C. Ashby, jr. Dec. 1959. cover title, 15+[4] p. il 4° 
® Paper, 50c. 

D-124. Static tests of external-flow jet-augmented flap test bed with turbojet 
engine [with list of references] ; by Marvin P. Fink. Dec. 1959. cover 
title, 19 p.+ [3] leaves, il. 4° % Paper, 50c. 

D-130. Use of theoretical flow model to correlate data for film cooling or heating 
adiabatic wall by tangential injection of gases of different fluid prop- 
erties [with list of references]; by James E. Hatch and S. Stephen 
Papell. Nov. 1959. cover title, 43+ [4] p. il. 4° # Paper, $1.25. 

D-134. Some thrust and trajectory considerations for lunar landings [with list 
of references]; by Richard J. Weber and Werner M. Paulson. Nov. 
1959. cover title, 37 p.+[2] leaves, il. 4° # Paper, $1.00. 

D-146. Derivation and tabulation of molecular integrals [with list of references] ; 
by Roop C. Sahni and James W. Cooley. Dec. 1959. cover title, 39 
p.+[2] leaves, il. 4° % Paper, $1.00. 
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D-147. 


D-148. 


D-149. 


D-153. 


D-159. 


D-166. 


D-167. 


D-168. 


D-169. 


D-170. 


D-174. 


D-175. 


D-177. 


D-179. 


D-193. 


D-—196. 


D-197. 


D-206. 


D-210. 


D-212. 


Statistical measurements of contact conditions of commercial transports 
landing on airports at altitude of 5,300 feet and at sea level [with 
list of references] ; by Norman §. Silsby and Sadie P. Livingston. Noy. 
1959. cover title, 21 p.+[2] leaves, il. 4° # Paper, 75c. 

Single-degree-of-freedom simulator investigation of effects of summing 
display-instrument signals on man-machine control [with list of ref- 
erences]; by John W. McKee. Dec. 1959. cover title, 30 p.+ [2] 
leaves, il.4° & Paper, 75c. 

Equations and charts for determining hypersonic stability derivatives of 
combinations of cone frustums computed by Newtonian impact theory 
{with list of references] ; by Lewis R. Fisher. Nov. 1959. cover title, 
33 p.+ [2] leaves, il. 4° + Paper, $1.00. 

Flight study of conversion maneuver of tilt-wing VTOL aircraft [with 
one reference]; by Lovic P. Thomas III. Dec. 1959. cover title, 11 
p.+ [2] leaves, il.4° 4% Paper, 50c. 

Heat-transfer measurements at Mach number of 2 in turbulent boundary 
layer on flat plate having stepwise temperature distribution [with list of 
references]; by Raul J. Conti. Nov. 1959. cover title, 27 p.+[2] 
leaves, il. 4° © Paper, 75c. 

Hydrodynamic investigation of effect of adding upper-surface camber to 
submerged flat plate [with list of references]; by Victor L. Vaughan, 
jr. Nov. 1959. cover title, 22 p.+[2] leaves, il. 4° Paper, T5c. 

Investigation of variation in base pressure over Reynolds number range 
in which wake transition occurs for 2-dimensional bodies at Mach 
numbers from 1.95 to 2.92 [with list of references]; by Vernon Van 
Hise. Nov. 1959. cover title, 44 p.+[2] leaves, il. 4° ¢ Paper, $1.25. 

Statice force tests of several annular jet configurations in proximity to 
smooth and irregular ground [with list of references]; by Edwin E. 
Davenport, Richard E. Kuhn, and Irving R. Sherman. Nov. 1959. 
cover title, 13 p.+ [2] leaves, il. 4° # Paper, 50c. 

Spectrographic temperature measurements in carbon-are-powered air jet 
[with list of references] : by David H. Greenshields. Dec. 1959. cover 
title, 24 p.+[2] leaves, il. 4° # Paper, 75c. 

Lift and drag characteristics at subsonic speeds and at Mach numbers of 
1.9 of lifting circular cylinder with fineness ratio of 10 [with list of 
references]; by Vernard E. Lockwood and Linwood W. McKinney. 
Dec. 1959. cover title, 21 p.+ [2] leaves, il. 4° 4 Paper, 75c. 

Reflection characteristics of artifical satellites constructed in form of in- 
flated polyhedrons [with list of references]; by Archibald R. Sinclair. 
Dee. 1959. cover title, 9 p.+[1] leaf, il. 4° # Paper, 50c. 

Dynamic-model investigation of damping of flapwise bending modes of 
2-blade rotors in hovering and comparison with quasi-static and un- 
steady aerodynamic theories [with list of references]: by Milton A. 
Silveira and George W. Brooks. Dec. 1959. cover title, 30 p.+ [2] 
leaves, il. 4° & Paper, 75c. 

Jet effects on longitudinal trim of airplane configuration measured at 
Mach numbers between 1.2 and 1.8 [with list of references] ; by Robert 
F. Peck. Dee. 1959. cover title, 17 p.+[3] leaves, il. 4° [Super- 
sedes NACA Research memorandum L54J29a, 1955.] # Paper, 50c. 

Measurements of pressure and local heat transfer on 20° cone at angles 
of attack up to 20° for Mach number of 4.95 [with list of references] : 
by Jerome D. Julius. Dec. 1959. cover title, 28 p.+ [2] leaves, il. 4° 
# Paper, 75c. 

Interpretation of nonlinear pitching moments in relation to pitch-up 
problem [with list of references] ; by George S. Campbell and Joseph 
Weil. Dec. 1959. cover title, 32 pL {3] leaves, il. 4° Paper, $1.00 

Analysis of temperature distribution and radiant heat transfer along 
rectangular fin of constant thickness [with list of references]; by 
egmosr Lieblein. Nov. 1959. cover title, 60+ [1] p. il 4 
® Paper, $1.50 

Lubrication of corrosion-resistant allovs by mixtures of halogen-contain- 
ing gases at temperatures up to 1200° F. [with list of references] : by 
Donald H. Buckley and Robert L. Johnson. Nov. 1959. cover title, 
29 p.+ [2] leaves, il. 4° & Paper, 75c. 

Heterogeneous combustion of multicomponent fuels [with list of refer- 
ences]; by Bernard J. Wood, Henry Wise, and S. Henry Inami. Nov. 
1959. cover title, 32 p.+[3] leaves, il. 4° # Paper, $1.00 

Rotating-beam fatigue tests of notched and unnotched 7075—T6 aluminum- 
alloy "er under stresses of constant and varying amplitudes 
[with list of references]; by Herbert F. Hardrath, Elmer C. Utley. 
and David E. Guthrie. Dec. 1959. cover title, 34 p.+[3] leaves, 4° 
# Paper, $1.00 

Axial-load fatigue tests of 2024-T3 and 7075—-T6 aluminum-alloy sheet 
specimens under constant- and variable-amplitude loads [with list of 
references] ; by Eugene C. Naumann, Herbert F. Hardrath, and David 

Guthrie. Dec. 1959. cover title, 37 p.+[3] leaves, il. 4° 
® Paper, $1.00 
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JANUARY 1960 


D—256. Fatigue Comepp Curing comenes stress histories [with list of references] ; 
by H. W. Liu % 


and . Corten. Nov. 1959. cover title, 56 p.+[2] 
leaves, il. 4° # Paper, $1.50 


Statement by T. Keith Glennan, administrator, National Aeronautics and 
Space Administration, before Institute of World Affairs, Pasadena, 
Calif., Dec. 7, 1959. [1959.] 15 leaves, 4° [Processed.] 


NAS 1.11: G 48/14 


Technical report R (series), 1959. * Paper, $10.00 a yr., $3.00 additional 
for foreign mailing; single copies vary in price. @ Item 830—-D 


11. 


16. 


17. 


NAS 1.12: (nos. ) 


Supersonic flow past family of blunt axisymmetric bodies [with list of refer- 
ences] ; by Milton D. Van Dyke and Helen D. Gordon. [1959.] cover title, 
[2] leaves+i+ 25 p. il. 4° * Paper, 35c. 

Approximate analytical method for studying entry into planetary atmospheres 
{with list of references]; by Dean R. Chapman. 1959. cover title, 
iii+44 p.+[2] leaves, il. 4° [Supersedes NACA technical note 4276, 
1958.] * Paper, 50c. 

L.C. card 60—60295 

Effects of Mach number and wall-temperature ratio on turbulent heat transfer 
at Mach numbers from 3 to 5 [with list of references]; by Thorval 
Tendeland. 1959. cover title, i+15 p.+[2] leaves, il. 4° * Paper, 30c. 

Analysis of turbulent flow and heat transfer on flat plate at high Mach num- 
bers with variable fluid properties [with list of references]; by R. G. 
Deissler and A. L. Loeffler, jr. [1959.] cover title, i+33 p.+[2] leaves, 
il. 4° [Supersedes NACA Technical note 4262, 1958.] * Paper, 40c. 


Where are we going in space? [address], by John A. Johnson, general coun- 
sel, National Aeronautics and Space Administration, to National Secu- 
rity Industrial Association, Washington, D.C., Dec. 10, 1959. [1959.] 


19 leaves, 4° (NASA release no. 59-272.) [Processed.] 


7 
NAS 1.11: J 62 


NATIONAL ARCHIVES AND RECORDS SERVICE, General 
Services Administration 


National Archives, Washington, D.C. [1959.] [8] p. il. narrow 8° ([Na- 
tional Archives publication 60—5.}) Tt @ Item 569 


L.C. card 44-3598 


GS 4.2: N 21/959 


Pension and bounty-land warrant files in National Archives. [1959.] 
[6] p. il. narrow 8° ([National Archives publication 60-9.]) + @ Item 


569 
L.C. ecard A 60-9059 GS 4.2: P38 
Preliminary inventories. [Processed.] 7 GS 4.10: (nos. ) 


120. Preliminary inventory of records of Enforcement Department of Office of 


Price Administration (record group 188); compiled by Meyer H. Fish- 
bein and Betty R. Bucher. Washington, 1959. vi+65 p. 4° ([Na- 
tional Archives Publication no. 60—8.]) 

L.C. card A 59-9823 


121. Preliminary inventory of records of Shipbuilding Stabilization Committee 


(record group 254); compiled by Leo Pascal. Washington, 1959. v+40 
p.4° ([{National Archives Publication no, 60—11.]) 
L.C. card A 59-9957 


Records in National Archives relating to Confederate soldiers. [1959.] 
[8] p. il. narrow 8° ([National Archives publication 60-10.) 7 
@ Item 569 
L.C. card A 60-9058 GS 4.2: C 76 


Special lists. [Processed.] 7 
15. List of photographs of irrigation projects of Bureau of Reclamation (record 


group 115) ; compiled by Emma B. Haas, Anne Harris Henry and Thomas 
W. Ray. Washington, 1959. vi+33 p. 4° ([{National Archives pub- 
lication 60—12.]) 

L.C. eard A 59—-10011 GS 4.7: 15 
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NATIONAL BUREAU OF STANDARDS, Commerce Dept. 


Handbook. 

28. Screw-thread standards for Federal services 1957: pt. 2, ro threads, in- 
cluding dryseal pipe threads, gas cylinder valve outlet and inlet threads, 
hose coupling, inclufiing fire-hose coupling threads, and hose connections 
for welding and cutting equipment with list of references]. Nov. 16, 
1959. vii+119 p. il. 4° [Amends in part H28 (1944) (and in part its 
1950 sup 1g TOR -] * Paper, 75c. @ Item 245 
L.C. ecard 57-61950 C 13.11: 28/3/pt.2 


Journal of research of National Bureau of Standards [with lists of refer- 
ences], v. 62, Jan. to June 1959, research papers 2921-61. [1959.] 
v+299 p. il. 4° * Cloth, $3.50. 


L.C. card 28-26613 C 13.22/2: 62 
Monograph. ® Item 247-A C 13.44 : (nos.) 
1. Energy dissipation by fast electrons, addendum. [1959.] 1 P. 4° [Proc- 
essed.] f C 13.44: —< 


4. CRPL exponential reference atmosphere [with list of references; by] B 
Bean and G. D. snare. Oct. 29, 1959. ii+67 p. il 4° [Errata shent 
dated Dec. 11, 1959, 1 p. oblong 8°, processed, was issued also.] * Paper, 


45c. 
L.C. card 59-64210 


Technical notes. C 13.46 : (nos.) 
27. Distribution of mail by destination at San Francisco, Los Angeles, and 
Baltimore —- x ok [by] Norman C. Severo and Arthur E. Neuman, 
Dec. 1959. iv+55 p. 4° [Processed.] # Paper, $1.50 (PB 151386) 
L.C. ecard 60—60242 
29. gtstcmenstine dosimetry at total exposure levels below 20 mr; [by] Margarete 
Ehrlich and William L. McLaughlin. Oct. 1959. iv+14+ [9] p. il. 4° 
[Processed.] a 50c. (PB 151388). 


L.C. card 60—-60267 C 13.46 : 29 
84. Resistance diode bridge circuit for temperature control [with list of refer- 
me hs by] Lawrence H. Bennett and Van M. Johnson. Oct. 1959. [1]+ 


p. il. 4° [Processed.] % Paper, 50c. (PB 151393). 
Le. card 60—60243 


NATIONAL GUARD BUREAU, Defense Dept. 


Retirement policy for guardsmen. [1959.] [6] p. narrow 8° (Office of 
Public Affairs.) + @ Item 356 D 12.2: R31 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept. 


Grant and award programs of Public Health Service: v. 2, Policy and 
information statement on Public Health Service research fellowships, 
direct traineeships and training grants. 1959. iii+48 p. 4° ([Public 
Health Service publication, 415, 1959, v. 2.]) [Formerly Research and 
Training grants and awards of Public Health Service.] ¢ @ Item 507-D 
L.C. card 55-63402 F§ 2.22/8 : 959/v.2 


Little strokes hope through research. [1959.] 16 p. il. 12° ([Publie 
Health Service publication 689]. National Institute of Neurological 
Diseases and Blindness.) * Paper,10c. @ Item 507 
L.C. card 60—-60244 FS 2.22: St8 


School mental health, program of National Institute of Mental Health. 
[July 1959.] [4]+11 p. il. 12° ([Public Health Service publication 
704.]) * Paper, 10c. @ Item 507 FS 2.22: M 52/24 


NATIONAL INVENTORS COUNCIL, Commerce Dept. 


Inventions wanted by Armed Forces, Nov. 1959. [1959.] [2]+43 p. 4 
[Processed. Prepared with cooperation of Army, Navy, and Air 
Force.] + 
L.C. card 57-61613 C 32.8 : 959/2 
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JANUARY 1960 


NATIONAL LABOR RELATIONS BOARD 


New horizons in labor-management relations, address of Boyd Leedom, 
chairman, National Labor Relations Board at Commerce Alumni Asso- 
ciation Dean’s Day Ceremony, New York University, New York. N.Y. 
[1959.] 16 p. 4° (R-649.) [Processed.] 7 LR 1.7: L 51/3 


New labor legislation and Office of General Counsel; by Stuart Rotham, 
General Counsel, before Federated Employers of San Francisco at San 
Francisco, Calif., Nov. 2, 1959. [1959.] [1]+24 p.4° (R-638.) [Pror- 
essed.] 7 LR1.7: R74 


New labor reform law and National labor relations act [address]; by 
Stuart Rothman, General Counsel, before Association of Bar of City of 
New York meeting of Section on Labor Law at New York, N.Y., Nov. 12. 
1959. [1959.] [1]+14 p. 4° (R-642.) [Processed.] LR 1.7: R 74/3 


Some aspects of legislative process and administration of new labor law 
[address] ; by Stuart Rothman, general counsel, before New York Cham- 
ber of Commerce, Nov. 12, 1959. [1959.] [1]+18 p. 4° (R-641.) 
[Processed. } LR 1.7: R 74/2 


NATIONAL MUSEUM, Smithsonian Institution 


Bulletin. 


218. Contributions from Museum of History and © reed papers 1-11. 1959. 
v+201 p.il. 4° * Cloth, $2.50. @ Item 919 
L.C. ecard 59-64216 SI 3.3; 218 


aa 


Proceedings of National Museum. j7 

3421. Rodent-infesting anoplura ioorneng., lice) of Thailand, with remarks on 

some related species; by Phyllis T. Johnson. 1959. v. 110, p. 569-598, 

il. @ Item 922 SI 3.6 : 1110/3421 
NATIONAL PARK SERVICE, Interior Dept. 


Colorado National Monument, Colo. [Revised 1959.] [1959.] [6] p. il. 4° 


* Paper, 5c. @ Item 650 I 29.21 : C 72/2/959 
El Morro National Monument, N. Mex. [Revised 1959.] [1959.] [6] p. 
il. 4° * Paper, 5c. @ Item 650 I 29.21: El 1/3/959 


Fort McHenry National Monument and Historic Shrine, Md. [Revised 
1959.] [1959.] [8] p. il. * Paper, 5c. @ Item 650 
I 29.21: F 77 mce/2/959 


General Grant National Memorial, New York City. [1959.] [8] p. il 


narrow 8° + ® Item 650 I 29.21: G 28/2 
Gran Quivira National Monument, N. Mex. [Revised 1959.] [1959.] 
[6] p. il. * Paper, 5c. @ Item 650 I 29.21: G 76/959 


Hawaii National Park, Hawaii, open all year. [Revised 1959.] [1959.] 
[2] p. il. large 4°, folded into narrow 8° size. * Paper,10c. @ Item 651 
I 29.6: H 31/2/959 

Historical handbook series. @ Item 649 
30. Guilford Courthouse National Military Park, N.C. [with list of suggested 
readings]; by Courtland T. Reid. 1959. [4]+40 p. il. [Based on 
original historical narrative by William P. Brandon. Other illustrations 

on p. land 4 of cover.) * Paper, 25c. 


L.C. ecard 60-—60296 I 29.58 : 30 
Independence National Historical Park, Pa. [Revised 1959.] [1959.] 
[8] p. il. * Paper, 5c. @ Item 650 I 29.21 : In 21/959 


Isle Royale National Park, Mich. [Revised 1959.] [1959.] 1 sheet (with 
map on verso) large 4°, folded into narrow 8° size and so printed as to 
number 12 p. * Paper, 10c. @ Item 651 I 29.6: Is 4/2/959 


Kenaesaw Mountain National Battlefield Park, Ga. [1959.] [8] p. il. 
* Paper, $2.25 per 100; single copy, 5c. @ Item 650 I 29.21: K 39/2/959 
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GOVERNMENT PUBLICATIONS 


National survey of historic sites and buildings. [Revised 1959.] [1959.} 
[6] p. il. Ff I 29.2: H 62/5/959 


Wright Brothers National Memorial, N.C. [Revised 1959.] [1959.] [6] 
p. il. [Historical narrative part of this folder was written by Fred ¢, 
Kelly.] * Paper, 5c. @ Item 650 I 29.21: W 93/959 


NATIONAL SCIENCE FOUNDATION 


American science manpower, employment and other characteristics, 1954 
55, based on National register of scientific and technical personnel, 
1954-55 ; [prepared by Bella Schwartz and Robert W. Cain]. July 1959, 
vi+48 p.4° (NSF59-39.) 7 @ Item 834-C 
L.C. ecard 60—-60139 NS 1.2: M31 


Reviews of data on research & development. 
16. Funds for research and development in United States, 1953-59. Dec. 1959, 
8 p. il. 4° (NSF 59-65.) * Paper, 10c. @ Item 834—G NS 1.11:16 
Scientific information activities of Federal agencies. @ Item 834—J 


3. United States Department of Commerce, pt. 1. Nov. 1959. 23 p. 4° (NSF 
59-58.) * Paper, 15c. NS 1.16:3 


NAVAL ACADEMY, Annapolis, Defense Dept. 


Annual register of United States Naval Academy, Annapolis, Md., June 4, 
1959, 115th academic year [1959-60]. 1959. viii+155 p. ([NavPers 
15,019.]) *Paper,45c. @ Item 389 
L.C. ecard 7-382067 D 208.107 : 959 


NAVAL OPERATIONS OFFICE, Defense Dept. 


Dictionary of American naval fighting ships: v. 1, [A—B, with bibliog- 
raphy]; 1959. [1959.] xvii+349 p. il. 4° (Naval History Division.) 
* Cloth, $3.00. @ Item 399-A D 207.10: 1 
L.C. card 60-60198 


NAVAL PERSONNEL BUREAU, Defense Dept. 


Air controlman 1 & C [with reading list]; [joint endeavor of Navy Train- 
ing Publications Center, Memphis, Tenn., and Training Division of 
Bureau of Naval Personnel]. 1959. viii+[1]+219 p. il. 4° (Navy 
training course ; NavPers 10368.) +t @ Item 404 
L.C, card 60—60217 D 208.11: Ai 7/15 


Aviation electronics technician 3 & 2 [with reading list; prepared by Navy 
Training Publications Center, and Training Division]. 1959. viii+[1] 
+464 p. il. 4° (Navy training courses, NAVPERS 10317-A.) * Paper, 
$2.50. @ Item 404 
L.C. ecard 59-64245 D 208.11: Av 5/6/959 


Buships duty and field duty for engineering specialists; [prepared by Navy 
Training Publications Center, Washington, D.C.] 1959. v+217 p. il. 4° 
(NAVPERS 10814-A.) { ® Item 404 
L.C. card 60—-60200 D 208.11/2: En 3/4 


Clinical laboratory procedures: Serology [with list of references] ; prepared 
by Naval Medical School for Bureau of Medicine and Surgery. [1959.] 
[1]-+v+[116] p. il. 4° (NAVPERS 10865-AII.) [One of the illustra- 
tions iscolored.] {~ @ Item 403-A 
L.C. card 60—-60228 D 208.6/3 : Se 6 


—— Urinalysis, gastrointestinal contents, and endocrinology ; prepared by 
Naval Medical School for Bureau of Medicine and Surgery. [1959.] 
[1] +iii+126 p. il. 4" (NAVPERS 10865-AVI.) [One of the illustra- 
tions is colored.] { @ Item 403—-A 
L.C. card 60-60212 D 208.6/3: Ur3 
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Guide for line officers performing supply duties; prepared by [Navy Train- 
ing Publications Center]. Sept. 1959. v+153 p. il. 4° (NAVPERS 
10779) +t @ Item 403-A 
L.C. ecard 60-60199 D 208.6/3: Su7 


Guidebook for Naval Reserve chaplains [with list of official reference man- 
uals and publications]. [1959.] cover title, xviii+62 p. il. 4° (NAV- 
PERS 15931.) [Issued with perforations.] @ Item403-A ft 
L.C. card 60-60171 D 208.6/3 : C 36/2 


Manual of Navy enlisted classifications. Revised Sept. 1959. [1959.] vii 
+84+[26] p. 4° (NAVPERS 15105B.) [Issued in loose-leaf form. 
Replaces May 1957 edition, including Changes 1 and 2.] { ®@ Item 
403-A 


L.C. card 60—60252 D 208.6/3 : C 56 
Navy recruiter, v. 14, no. 1, fall 1959. [1959.] 24 p. il. 4° ([NRAF 
25001.]) + @ Item 403-B D 208.16: 14/1 


Shipfitter M 3 & 2 [with reading list]; prepared by Bureau of Naval Per- 
sonnel. [1948, revised with major changes 1956, reprinted with minor 
changes 1958.] 1958. x+725 p. il. 1 pl. 12° (Navy training course, 
NAVPERS 10565-C.) [Represents joint endeavor of Navy Training 
Publications Center, Bureau of Naval Personnel, and personnel of naval 
establishments specially cognizant of duties of metalsmith.] * Paper, 
$2.50. 

L.C. card 59-4608 D 208.11: Sh 6/3/958 


Steelworker 3 & 2 [with reading list; prepared by Navy Training Publica- 
tions Center]. [Original edition 1949, reprinted with major changes 
1959.] ix+[1]+632 p. il. 1 pl. 2 p. of pl. 12° (Navy training courses, 
NAVPERS 10653-C.) { @ Item 404 
L.C. ecard 60—60137 D 208.11 : St 3/2/959 

Submarine; [prepared by Submarine School, Submarine Base, New London, 
Conn.], revised May 1955, Change 1. [1958.] [24] p. il. 1 pl. 4° 
({NavPers 16160—A.]) [Issued in loose-leaf form. Produced for Sub- 
marine force by Standards and Curriculum Branch, Training Division, 
Bureau of Naval Personnel.] * Paper, 25c. © Item 404 

D 208.11/2: Su 1/2/ch.1 


Tradevman 3 & 2 [with reading list; prepared by Navy Training Publica- 
tions Center, Memphis, Tenn.]. 1959. viii+[294] p. il. 4° (Navy 
training course; NAVPERS 10376.) { ®@ Item 404 
L.C. card 60—60218 D 208.11 : T 67/2 


NAVAL RESEARCH OFFICE, Defense Dept. 


NRL reports. (Naval Research Laboratory.) [Processed.] 


D 210.8 : (nos. ) 


5170. Automatic radar range moon tracking system; [by] John E. Abel and 
Charles F. White. Aug. 11, 1958. cover title, ii+26+ [2] p. il. 4° 
¢ Microfilm, $2.70 ; photocopy, $4.80 (PB 133235). 

5174. Radiant heating fro1 from rocket exhausts [with list of references; by] D. C. 
Rohifs and Balwanz. Aug. 20, 1958. cover title, fi+22+[2] 
p.il.4° © Microflim $2.70 ; eek $4.80 (PB 133234). 

5281. Digitalized pickoff display converter; [by] F. R. Fluhr. Mar. 11, 1959. 
cover title, i+3+ [2] p. il. 4° Microfilm, $1.80; photceopy, $1.80 
(PB 138311). 

5332. Solid-propellant pressurizer for . 4 extinguishing systems in polar regions 
[with list of references ; by] J. Musick and J. A. Grand. Aug. 3, 1959. 
cover title, ii+ 27+ [2] p. il. 4° moo 75¢e. (PB 151737). 

5342. Upper atmosphere rese oS report no. 35; ry a stations for NRL rocket 
studies of ionosphere [with list of references ; ] J. E. Jackson and G. H. 
Spaid. Aug. 31, 1959. cover ttile, S33 ETS) p. il. 4° & Paper, $1.00 
(PB 151763). 

5359. Measurements of air concentration of gross fission product re me 
during IGY, a A 1957—Dee. 1958 [with list of references; by] L. 


Lockhart, jr., R. L. Patterson, jr., and W. L. Anderson. Sept. 18, 1950. 
(pis 140881 i+14+ (2) p. il. 4° & Microfilm, $2.40; photocopy, $3.30 
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NRL reports—Continued 

5364. Surface activity of fluorinated organic compounds at organic-liquid/air 
interfaces: pt. 2, Surface tension vs. concentration curves, adsorption iso- 
therms, and force-area isotherms for partially fluorinated carboxylic 
esters [with list of references ; By) N. L. Jarvis and W. A. Zisman. Oct. 
8, 1959. cover title, 1i+15-+[2] p. il. 4° # Paper, 50c. (PB 151808), 

5368. Atmospheric transmission in visible — [with list of references; by] 
J. A. Curcio and K. A. Durbin. Oct. 6, 1959. cover title, ii+27+ [2] p. 
il. 4° Microfilm, $2.70 ; photocopy, $4.80 

5870. Corrosion of metals in tropical environments: pt. 4, Wrought iron [with 
list of references; by] C. R. Southwell, B. W. Forgeson, and A. L, 
Alexander. Oct. 13, 1959. cover title, iv-+15+ [2] p. il. 4° © Paper, 
50c. (PB 151852). 

5378. Electromagnetic probes for near-zone measurements [with list of refer. 
ences; by] D. C. Rohlfs, W. W. Balwanz, and F. BE. Boyd. Oct. 5, 1959. 
cover title, i+40+[1] p. il. 4° # Microfilm, $3.30; photocopy, $7.80 
(PB 142451). 

5881. Effect of dielectric constant on certain characteristics of plane electro- 
magnetic waves in nonmagnetic conductive media; [by] L. S. Bearce 
and R. W. Zeek. Oct. 19, 1959. cover title, i+9+[1] p. il. 4° 
# Microfilm, $1.80 ; photocopy, $1.80 (PB 142452). 

5385. Propagation measurements in 5-millimeter region [with list of references; 
by] K. M. Decker and R. C. Dodson. Oct. 19, 1959. cover title, ii+13+1 
p. il. 4° & Microfilm, $2.40 ; photocopy, $3.30 (PB 142453). 

5388. Interaction between electromagnetic waves and flames: pt. 6, Theoretical 
plots of absorption, phase shift, and reflection [with list of references; 
by] W. W. Balwanz. Sept. 23, 1959. cover title, ii+28+ [2] p. il. 4° 
# Microfilm, $3.00 ; photocopy, $6.30 (PB 142454). 

5392. Hydrogen-embrittlement susceptibility of some steels and nonferrous 
alloys [with list of references; by] J. E. Srawley. Oct. 19, 1959. cover 
title, ii+25+ [2] p.il. 4° Paper, 75c. (PB 151937). 


NAVY DEPARTMENT, Defense Dept. 


Financial report fiscal year 1959. 1959. [1]+92 p. 4° (Office of Comp- 
troller; [NAVEXOS publication P-1170].) t 
L.C. card 55-60072 D 201.1/2 : 959 


[Material Inspection Service], administration manual: v. 2 [chap. 6, Ad- 
ministration of Government property in possession of contractors, re- 
vised pages]; Oct. 2, 1959. [1959.] [14] p. 4° [ONMINST 5000.3}. 
v. 2, ch. 27; (Office of Naval Material.) [Issued in loose-leaf form.] 
* Paper, 10c. @ Item 373 D 201.6: G 74/958/rev.pages-5 


Navy comptroller manual: v. 2 [Accounting classifications], Change 100; 
Nov. 4, 1959. [1959.] 4+[39] p. 4° (Office of Comptroller.) [Proc- 
essed. Issued in loose-leaf form.] f D 201.6/2 : 2/ch.100 


v. 3 [Appropriation, cost and property accounting (field) ], Change 
104; Nov. 4, 1959. [1959.] 7-+[128] p. il. 4° (Office of Comptroller.) 
[Processed. Issued in loose-leaf form.] t D 201.6/2 : 3/ch.102 


—— Vv. 4 [Disbursing], Change 97; Nov. 3, 1959. [1959.] 4+-[46] p. il. 4° 
(Office of Comptroller.) [Issued in loose-leaf form.] ft 
D 201.6/2: 4/ch.97 


—— v. 4 [Disbursing], chap. 4 [Military pay and accounts], Change 89; 
Nov. 8, 1959. [1959.] 4+[102] p. il. 4° (Office of Comptroller.) 
[Processed. Issued in loose-leaf form.] f D 201.6/2 : 4/chap.4/ch.89 





OLD-AGE AND SURVIVORS INSURANCE BUREAU, Health, 
Education, and Welfare Dept. 


OASI (series). @ Item 518-A FS 3.35 : (nos.) 
35. Your social security old-age, survivors, disability insurance benefits under 
Social security law. [Oct. 1959.] iv+41+ [2] p. il. oblong 48° * Paper, 

$6.50 per 100 ; single copy 10c. 

86. Facts about old-age and survivors insurance trust fund and disability insur- 
ance trust fund. May 1959. 12 p. narrow 8° * Paper, $5.00 per 100; 
single copy, 10e. 

40A. Selected list of publications on social security. Sept. 1959. [6] p. il. 
narrow 8° f 
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ORDNANCE BUREAU (Navy), Defense Dept. 


NAVORD reports. D 215.7 : (nos. ) 

1249 1488, v. 3. Handbook of supersonic aerodynamics: sec. 7, Three-dimensional air- 
foils [with lists of references]; Aug. 1957. [1959.] [2]+ii+ 
[83] p. il. 4° [Produced and edited by aerodynamics handbook 
staff of Johns Hopkins University A +h Physics Laboratory, 
Silver Spring, Md., under contract NORD 7386 with Bureau of 
Grdnance, Dept. of Navy.] * Stiff board, $1.50. @ Item 410 
L.C. card 50-60883 

1250 6120. Use of electrical resistivity in study of polymerization of thermo- 
setting resins [with list of references] ; prepared by R. W. Warfield 
and M. C. Petree. [May 23, 1958.] weet tt) & il. 4° (Chem- 
istry Research Department, Naval Ordnance boratory, White 
Oak, Md.) # Paper, 50c. (PB 161028). 


ORDNANCE CORPS (Army), Defense Dept. 


Ballistic Research Laboratories memorandum report. 
1251 1219. Air blast measurements around water-filled simulated nuclear reactor core 
vessels [with list of references; by] Wendell C. Olson, Harry Goldstein. 
{Raritan Arsenal, Metuchen, N.J.], July 1959. 38 p.+[2] leaves, il. 4° 
(Department of Army project no. 503—04—002, Ordnance Research and 
Development project no. TB—0112.) [Investigation carried out for 
Atomic Energy Commission under funds supplied by Commission.] 
¢ Paper, $1.00. D 105.10: 1219 
1252 Conference on research in progress on tungsten, held in College of Engi- 
neering, Duke University, Durham, N.C., May 20-21, 1959 [articles]. 
[1959.] [1]+x-+114 p. il. 4° [Processed. Some of the pages are 
printed as leaves. # Paper, $2.50 (PB 161013). 
L.C. card 60-60273 D 105.2: T 83 
General Thomas J. Rodman Laboratory, Watertown Arsenal: Report RPL 
(series). [Processed.] 
1253 10/13. Ductile high strength titanium castings by induction melting [with list 
of references] ; by John Zotos, Paul J. Ahearn, Harry M. Green. Sept. 
1958. [18] p.+{[6] leaves, il. 4° (Industrial preparedness measure 
rogram irective nos. 70304231-15-25301, 60304231-—15-13207.) 
Paper, 50c. (PB 151572). D 105.13 : 10/13 
Ordnance Corps manual ORDM (series). [Issued in loose-leaf form.] f 
D 105.6/2 : (nos. ) 
1254 3-4. Ammunition supply and preservation: v. 1, General instructions; May 3, 
1954. [Reprinted 1959.] cover title, [211] p. 4° [Contains all added 
and revised pages up to and including Change 16, May 19, 1959.] 
@ Item 359-B 
1255 3-5. Packaging general supplies [with list of references]; Aug. 1959. [1959.] 
cover title, iv+98 p. il. 4° [Supersedes ORDM 3-5, July 1954, includ- 
oi Gane no. 1 through no. 11.) [Text on p. 2 of cover.] @ Item 


1256 Study of some factors affecting oil separation in greases [with bibliog- 
raphy]; by S. Fred Calhoun. July 25,1957. [83]+i-+56 p.il. 4° (Rock 
Island Arsenal, Rock Island, Ill, report 57-1894; OCO, R and D branch 
project (TB5-4010 E, Department of Army project 593-21-053.) [Proc- 
essed.] # Paper,$1.50 (PB 161027). D 105.11/2: Oi 5/2 


PATENT OFFICE, Commerce Dept. 


Classification bulletin. [Issued in loose-leaf form.] @® Item 252 
1257 433. Class 83, Cutting, containing definitions of above class established by Classi- 
fication Group of Patent Office by Classification order 292, Nov. 5, 1959. 
[1959.] [141] p. 4° * Paper, $1.50. C 21.3: 433 
1258 General information concerning trademarks; Dec. 1959. [1959.] ii+28 
p. * Paper,15ce. @ Item 254 
L.C. card 56—-60270 C 21.2: T 67/959-2 


1259 Manual of classification [replacement sheets Oct. 1959]. [1959.] [43] p. 
4° [Includes list of replacement sheets. Issued in loose-leaf form.] 

®@ Item 258 C 21.12 : 947/rev.page 44 
Notr.—Not sold separately. The manual of classification of patents is sold 

on subscription and consists of revised pages from Apr. 1951 to date, includ- 


ing Jan. 1956 index and additional revised pages for an indefinite period. * Paper, 
$12.00 ; $3.00 additional for foreign mailing. 
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GOVERNMENT PUBLICATIONS 


POST OFFICE DEPARTMENT 


[Commemorative stamp poster], 4-cent Ephraim McDowell, famous Ameri- 
can, postage stamp, available at your local post office, Dec. 4, 1959, 
1959. 10.5 x 8 in. P 1.26/2: M14 

Nore.—Commemorative‘ stamp posters, which will be issued irregularly, are 
available on a subscription basis from Superintendent of Documents, $1.00 a yr,, 
50c. additional for foreign mailing. 

[Information service] IS (series). 

3. History of United States postage stamps, postal cards, and stamped envelopes; 
[Dec. 1, 1959]. [1959.] [16] p. il. narrow, 8° + @ Item 837-B 
P 1.36: 3/2 

Receipts and classes of post offices [adjusted receipts for calendar year 
1958, class effective July 1, 1959, salary levels effective July 11, 1959; 
prepared by Bureau of Finance]. July 1, 1959. cover title, [2]+-283 p. 
(POD publication 4.) * Paper, 75c. © Item 841 
L.C. ecard 49-45604 P 4.13 : 959 


Statement by Postmaster General Arthur E. Summerfield on receiving Na- 
tional Safety Council’s award of merit, citation award for traffic safety 
accidents in 1958 also presented by National Safety Council and 1959 
certificate of achievement award jointly sponsored by Inter-Industry 
Highway Safety Committee and Look Magazine. [1959.] 2 leaves, 4° 
(Release 327; Information Service.) [Processed.] + P1.27: Su6/18 


PRESIDENT OF UNITED STATES 


Fitness of American youth, planning to involve youth in fitness, report 
of 3d annual meeting, President’s Council on Youth Fitness and Presi- 
dent’s Citizens Advisory Committee on Fitness of American Youth, 
conducted at Air Force Academy, Colorado Springs, Colo., Sept. 13-15, 
1959. [1959.] x+[2]+107p. * Paper,40c. @ Item 851-J 
L.C. card 57-61679 Pr 34.8: Y 8/2/959 


PRISONS BUREAU, Justice Dept. 


National prisoner statistics: Prisoners released from State and Federal 
institutions, 1952 and 1958. [1959.] v+148 p. il. 4° [Processed. Third 
detailed report of National prisoner statistics series which is continua- 
tion of Census Bureau’s series, Prisoners in State and Federal prisons 
and reformatories, which covered years 1926 to 1946.] + 
L.C. card 29-26780 J 16.23/2 : 952-53 


PUBLIC ASSISTANCE BUREAU, Health, Education, and Welfare Dept. 


Public assistance report. @ Item 519 FS 3.13 : (nos.) 


37. State [of New Jersey] revises its assistance standard; by Gertrude Lotwin, 
home economics consultant, Division of Welfare, New Jersey State Depart- 
- pa of i momen and Agencies. June 1959. v-+40p. [Text on p. 2 
of cover. 
L.C. card HEW 60-8 

88. Services for older people, role of public assistance programs and of Bureau 
of Public Assistance in relation to older persons. [1959.] vi+27 p. 7 
L.C. ecard HEW 60-2 


PUBLIC DOCUMENTS DIVISION, Government Printing Office 


Price list PL (series). + @ Item 554 
37. Tariff and taxation ; Nov. 1959. 40th edition. [1959.] [2]+16 p. 
L.C. ecard 25-27512 GP 3.9 : 37/40 
Publications relating to automobiles. [1959.] [2] p. 4° f @ Item 552 
GP 3.22: Au8 
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JANUARY 1960 


Stumped? can’t find answers? perhaps these informative interesting Gov- 


ernment publications may have facts you need, available from 
Superintendent of Documents, Government Printing Office, Washington 
25, D.C. [1959.] [2] p. il. narrow f° folded into oblong 48° size. + 
@ Item 552 GP 3.22: 8t9 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 


Digest of State air pollution laws; by Samuel M. Rogers, Sidney Edelman. 


[1959.] v+117 p. 4° ([{Publication 711]; Bureau of State Services, 
Division of Engineering Services, Air Pollution Engineering Program.) 
{Prepared with assistance of Public Health Division, Office of General 
Counsel, Health, Education, and Welfare Dept.] * Paper, 75c. 
@ Item 485 

L.C. card 60—60121 FS 2.2: Ai 7/11 


Health information series. ® Item 486 FS 2.50 : (nos. ) 


50. Varicose veins. [Revised 1959.] [1959.] 4 p. narrow 8° ([Publication 
154.]) * Paper, $2.25 per 100; single copy 5c. 

67. Rheumatic heart disease; [prepared by Heart Information Center, National 
Heart Institute]. [Revised 1959.] [1959.] 6 p. il. narrow 8° ([Publi- 
cation 144.]) * Paper, $2.75 per 100; single copy, 5c. 

68. Coronary artery disease; [prepared by Heart Information Center, National 
Health Institute]. [Revised 1959.] [1959.] 6 p. il. narrow 8° ([Pub- 
lication 145.]) * Paper, $2.75 per 100; single copy, 5c. 

69. Hypertension ; [prepared by Heart Information Center, National Heart In- 
stitute]. [Revised 1959.] [1959.] 6 p. il. narrow, 8° ([Publication 
146.]) * Paper, $2.75 per 100, single copy 5c. 

77. Cancer of female reproductive organs; prepared by National Cancer In- 
stitute in cooperation with American Cancer Society. [Revised 1959.] 
(1959.] [2]+21+[2] p. il. narrow 24° ([Publication 376, National 
Institute of Health.]) * Paper, $10 per 100, single copy, 15c. 

78. Cancer of genito-urinary tract. [Revised 1959.] [1959.] [2]+20+[2] 
B il. narrow 16° ([{Publication 377; National Institutes of Health.]) 

repared by National Cancer Institute in cooperation with American 
Cancer Society.] * Paper, $8.00 per 100; single copy, 15c. 

80. Cancer of mouth and respiratory tract; [prepared by National Cancer In- 

stitute in cooperation with American Cancer Society]. [Revised 1959.] 
1959.] [2]+20+ [2] p. il. narrow 24° ([Publication 427.]) * Paper, 
8.00 per 100, single copy, 15c. 

93. Leptospirosis. [6] p. il. narrow 8° ([Publication 696.]) * Paper, $2.50 

per 100; single copy, 5c. 


Industrial waste guide to cotton textile industry [with bibliography] ; 


prepared by National Stream Sanitation Committee of American As- 
sociation of Textile Chemists and Colorists in cooperation with Na- 
tional Technical Task Committee on Industrial Wastes. [1959.] iv+23 
p. il. 4° ([{Publication 677]; Bureau of State Services, Division of 
Water Supply and Pollution Control.) * Paper, 25c. @ Item 487—A 

L.C. card 60—60226 FS 2.71: C 82 


1957 inventory, municipal and industrial waste facilities, [cooperative 


State-Federal report]. (Bureau of State Services, Division of Sanitary 
Engineering Services, Water Supply and Water Pollution Control Pro- 
gram.) @ Item 487-B FS 2.71/2 : 957/v. (nos. ) 


7, 2. — 1, Connecticut, Maine, Massachusetts, New Hampshire, Rhode Island, 
ermont. [1958, published 1959.] v+129 p. il. 4° ([Publication 622, 
v.1.]) * Paper, 65c. 
‘ aoe a > ta cae - 
- Region 2, Delaware, New Jersey, New York, Pennsylvania. [1958, pub 
lished 1959.] v+362 p. iil. 4° ([{Publication 622, v. 2.]) * Paper, $1.75. 
L.C. eard 3962460 : :' sie 
v. 3. Region 3, District of Columbia, Kentucky, Maryland, North Carolina, Vir- 
ginia, West Virginia. [1958, published 1959.] wv+196 p. il. 4e ([Pub- 
lication 622, v.3.}) * Paper, $1.00. 
L.C. card 59-62480 

v. 4. Region 4, Alabama, Florida, Georgia, Mississippi, South Carolina, Ten- 
nessee. [1958, published 1959.] v+16C p. il. 4° ([{Publication 622, 
v.4.]) * Paper, $1.00. 
L.C. card 59-62480 

v. 5. Region 5, Illinois, Indiana, Michigan, Ohio, Wisconsin. [1958, published 

959.] v+330+[9] p. il. 4° ([Publication 622, v. 5.]) * Paper, $1.75. 

L.C. card 59-62480 
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1957 inventory, municipal and industrial waste facilities—Continued 


1286 v. 6. Region 6, Iowa, Kansas, Minnesota, Missouri, Nebraska, North Dakota, 
outh Dakota. [1958, published 1959.) v+241 p. il. 4° ([ Publication 

622, v.6.]) * Paper, $1.25. 
L.C. card 59—62480 

1287 v.7. Region 7, Arkansas, Louisiana, New Mexico, Oklahoma, Texas. [1958 
ome 1959.] ‘ v+180 p. il. 4° ([{Publication 622, v. 7.]) * Pa. 
per, $1.00. 
L.C. card 59-62480 

1288 vy. 8. Region 8, Colorado, Idaho, Montana, Utah, Wyoming. [1958, published 
1959.] v+109 p. il. 4° ([{Publication 622, v. 8.]) * Paper, 60c. 
L.C. ecard 59-62480 

1289 v. 9. Region 9, Arizona, California, Nevada, Oregon, Washington, Alaska, Hawaii, 
[1958, published 1959.] v+267 p. il. 4° ({Publication 622, v. 9.}j 
* Paper, $1.25. 
L.C. ecard 59-62480 


1290 Methods of making sanitation ratings of milksheds. [1959.] v-+18 p, 
({Publication 678]; Bureau of State Service, Division of Engineering 
Services, Milk and Food Program.) * Paper, 15c. @ Item 496—-A 
L.C. card 59-64205 FS 2.6/2: M 59 


1291 Protect your family through immunization. [1959.] [4] p. narrow 1¢ 
({Publication 697.]) [Developed as joint project with American Acad- 
emy of General Practice.] * Paper, $2.00 per 100, single copy, 5c. 
@ Item 485 FS 2.2: Im 6/3 


Public health reports, reprint. 


1292 3305. Fluoridation: 1, Statement by Arthur S. Flemming, Secretary of Health, 
Education, and Welfare; 2, Report on fluoridation in United States, 
{prepared by Division of Dental Health, Bureau of State Service]; 
3, Statements on proposed alternatives to fluoridation of water supplies 
{with list of references]. [1959.] [10] p. 4° [From v. 74, no. 6, 
June 1959.] * Paper, 10c. FS 2.7/a: 3305 
1293 Serology evaluation and research assembly, 1956-57 [with list of refer- 
ences]. [1959.] v+214 p. il. 4° ([Publication 650]; Bureau of State 
Services, Communicable Disease Center, Atlanta, Ga.) * Paper, $1.25. 
@ Item 504 
L.C. card 60—60202 FS 2.60/2 : Se6 


1294 [This entry number not used. ] 


1295 Sources of morbidity data, listing no. 7 1959, from clearinghouse on cur- 
rent morbidity statistic projects, Division of Public Health Methods. 
[1959.] [4]+88 p. oblong 12° ([Publication 716.]) + @ Item 499-A 
L.C. card 53-63838 FS 2.76:7 


1296 Uranium miners, your ounce of prevention. [1959.] 16 p. il. narrow 12° 
({Publication 708.]) [Prepared in cooperation with Department of 
Interior, Bureau of Mines, Health and Safety Activities.] * Paper, 10c. 
@ Item 485 
L.C. card 60-60245 FS 2.2: Url 


PUBLIC ROADS BUREAU, Commerce Dept. 


1297 Opportunities for young engineers in Bureau of Public Roads. [1959.] 
cover title, [2]+14 p. il. 4° * Paper, 20c. @ Item 265 © 37.2: En 3/959 


RECLAMATION BUREAU, Interior Dept. 


1298 American River Division, Central Valley project, Calif. [1959.] [2] p. il. 
oblong 8° folded into narrow 8° size * ® Item 660 I 27.2: Am 3/2 


Engineering monographs. 


1299 2. Multiple correlation in forecasting seasonal runoff; by Perry M. Ford. [2d 
revision.] Denver, Colo., June 1959. cover title, [2]-+ii+41-+ [5] p. il. 4° 
({Technical Information Office.]) + Paper, 50c. 
L.C. card 60-60231 I 27.34: 2/2 
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12994 Settlement opportunities for 1960 on reclamation projects. [1959.] [2] 
+10 p. il. narrow 8° + ®@ Item 664-A 


L.C. card 60—-60304 I 27.49 : 960 
1300 Solano project, Solano County, Napa County, Calif. [1959.] [2]+20+ [1] 
p. il. 4° 7 I 27.2: So 4/3 


RENEGOTIATION BOARD 


1301 Renegotiation Board, 4th annual report [fiscal year] 1959. [1959.] cover 
title, iii+13p. * Paper,15c. @ Item 308 
L.C. card 57-60197 RnB 1.1: 959 


Renegotiation staff bulletin. [Issued with perforations.] @® Item 308 


1302 25. Concurrent renegotiation. [Revised Nov. 24, 1959.] [1959.] 38+2 p. 4° 
* Paper, 5c. RnB 1.6/3 : 25/2 


RESEARCH AND DEVELOPMENT BUREAU, Federal Aviation Agency 
(FAA 2.) 


Note.—The Bureau of Research and Development was established within the 
Federal Aviation Agency by Administrative order 1 of the Administrator, Federal 
Aviation Agency, dated Nov. 1, 1958. 

The Bureau ot Research and Development absorbed the functions of the Airways 
Modernization Board, which was transferred to the Federal Aviation Agency by 
Executive order 10786 of Nov. 1, 1958. 

Inf. from Federal register of Dec. 17, 1958, v. 23, no. 245, p. 9730. 


1303 Federal Aviation Agency, research and development, program and progress 

report, Sept. 1959, Airways Modernization Board created Aug. 14, 1957, 

PL 85-133, functions transferred to FAA Noy. 1958, PL 85-726. [1959.] 
xii+148 p.il.4° * Paper, $1.00. © Item 431—B-1 

L.C. card 59-60474 FAA 2.1: 959 


SCIENCE INFORMATION SERVICE OFFICE, National Science 
Foundation 


NoTe.—The Office of Science Information Service was established in the National 
ae — as directed in Public law 864, 85th Congress, 2d session, approved 
sept. 2, ‘ 


1304 Nonconventional technical information systems in current use, no. 2; [com- 
piled by Madeline M. Henderson and Nancy Ripple]. [Sept. 1959.] 
viii+66 p. (NSF-59-49.) * Paper, 30c. 

L.C. card 58-60507 NS 2.8: 2 


SHIP STRUCTURE COMMITTEE 


Serial SSC. [Processed.]  {(Limited distribution), Secretary, Ship 
Structure Committee, Coast Guard, Washington 25, D.C. 

1305 124. Long-range research program in ship structural design [articles, with lists 
of references] ; edited by Edward V. Lewis [Stevens Institute of Tech- 
nology, Davidson Laboratory], and George Gerard, |New York University, 
College of Engineering]. Washington, D.C., Nov. 30,1959. [1]+xi+221 
p. il. 4° (Final report of project SR—-145 to Ship Structure Committee 
under Department of Navy, bureau of Ships contract NObs—72285, BuShips 
index no. NS—731—034.) [Transmitted through Committee on Ship Struc- 
tural Design, Division of Engineering and Industrial Research, National 
Academy of Sciences—National Research Council, under Department of 
Navy, Bureau of Ships contract NObs—72046, BuShips index no. NS— 
731-036. ] Y 3.8h 6: SSC-124 


SHIPS BUREAU, (Navy), Defense Dept. 


1306 Progressive maintenance program for General Motors diesel engines, models 
278 & 278A. Sept. 1959. vii+33 p. il. 1 pl. in pocket, 4° (NAVSHIPS 
341-5015.) [Supersedes edition of Jan. 1945.] t @ Item 412-B 

D 211.6/2: En3 
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U.S. Navy diving manual: pt. 2 [Surface-supplied diving]. Sept. 1959, 
ix+99 p. il. 1 pl. 4° (NAVSHIPS 250-538). [Issued with perforations, 
With pt. 1, 3 and 4 supersedes Bureau of Ships diving manual (NAY. 
SHIPS 250-880).] @ Item 412-B 
L.C. card 57-61478 : D 211.6/2: D 64/pt2 


—— pt. 4, [Diving accessories]. Oct. 1959. [1]+vii+13 p. 4° (NAY. 
SHIPS 250-538.) [With pt. 1-8 supersedes Bureau of Ships diving 
manual (NAVSHIPS 250-880).] @ Item 412-B D211.6/2: D 64/pt4 
L.C. eard 57-61478 

Notr.—The diving manual is sold on a subscription basis. * Stiff board, $2.00 
(including 4 pts., with supplemental material as issued); 50c. additional for 
foreign mailing. 


SMALL BUSINESS ADMINISTRATION 


Management aids for small manufacturers. 


108. Selecting lawyer for your business; by Theodore Vorhees. Oct. 1959. 4 
p. 4° @ Item 901-H SBA 1.10: 108 


Small business bulletin. + @ Item 901-K SBA 1.3: (nos.) 

15. Recordkeeping systems, small store and service trade (bibliography) ; by 
Charles T, Zlatkovich and Wayne P. Tenney. July 1959. 9p. 4° [Orig- 
inally published by Department of Commerce as Business Service bulletin 
116.] SBA 1.3:15 

16. Store location (bibliography) ; by J. G. Oxfeld. Aug. 1959. 5 p. 4° [Orig- 
inally issued by Department of Commerce. } 
L.C. card 60—60186 

17. Restaurants and other eating places bibliography ; by Robert H. Ryan. Oct. 
1959. 8p. 4° [Originally published by Department of Commerce.] 


Small marketers aids. + @ Item 901-J SBA 1.14: (nos.) 
48. Controlling your business future [with list of publications for further infor- 
mation]; by F. L. Fletcher. Sept. 1959. 4p. 4° 
49. Improving collections from credit sales [with list of publications for further 
information] ; by Clyde William Phelps. Oct. 1959. 4 p. il. 4° 


SMITHSONIAN INSTITUTION 


Annual report of board of regents of Smithsonian Institution, showing 
operations, expenditures, and condition of Institution, year ended June 
30, 1958. 1959. x-+559 p. il. 5 pl. 103 p. of pl. (Publication 4354.) 
[Includes general appendix with bibliographies. Also issued as H. doc. 
9, 86th Cong., lst sess.] * Cloth, $3.75. © Item 909 
L.C. card 4-18264 SI 1.1: 958 


Profiles of time of James Monroe (1758-1831), exhibition commemorating 
200th anniversary of birth of 5th President of United States, Oct. 26 
Nov. 23, 1958. n.p. [1959]. [30] p. 1 por. ([Publication 4348.]) 7 
L.C. card 60-60130 $11.2: MT 


Smithsonian miscellaneous collections. 
v. 189, no. 5. Genera of Tertiary and recent Rhynchonelloid brachiopods [with list 
of references] ; by G. Arthur Cooper. Washington, Nov. 23, 1959 
{Lord Baltimore Press, Inc., Baltimore, Md.]. iii+90+ [1] p. 22 
pl. (Publication 4382; Charles D. and Mary Vaux Walcott 
research fund.) + Paper, $2.00. 
L.C. card 60—60120 SI 1.7 : 1839/5 


SOIL CONSERVATION SERVICE, Agriculture Dept. 


1959 Fall water supply summary [Western United States]. 1959. [4] 

p. il. 4° [Processed.] + A 57.46/8 : 959-3 

Soil survey series 1952. 

7. Maury County, Tenn., [with list of literature cited; by A. B. Harmon, jr., and 
others], Oct. 1959. cover title, [2]+94 p. il. 4 p. of pl. 54 p. of maps, 4° 
[Prepared in cooperation with Tennessee Agricultural Experiment Station, 
Tennessee Valley Authority. One map is colored. Text and another map 


on p. 2 and 4 of cover.] * Paper, $2.50. @ Item 102 (Rev. 957) = 
L.C. card Agr 60-14 A 57.38 : 952/7 
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Soil survey series, 1953. @ Item 102 (Rev. 1957). A 57.38 : 953/ (nos. ) 
6. De Soto County, Miss. [with list of literature cited; by E. J. McNutt and 
others]. Sept. 1959. cover title, 1i+62 p. il. 48 p. of maps, 4° [Prepared 
in cooperation with Mississippi Agricultural Experiment Station. Text and 
oa map on p. 2 and 4 of cover.j * Paper, $2.00. @ Item 102 (Rev. 
a i 
L.C. card Agr 59-33 
8. Grand Isle County, Vt.; [by S. J. Zayach and W. J. Ellyson]. Dec. 1959. 
cover title, ii+49 p. il. 16 p. of maps, 4° [Prepared in cooperation with 
Vermont Agricultural Experiment Station. Two of the maps are colored. 
Text and another map on p. 2and4of cover.) * Paper, $1.00. 
L.C. card Agr 60-15 


Soil survey series 1954. 

5. Rockingham Comte N.H. [with list of literature cited; by Dirk Van der 
Voet]. Aug. 1959. cover title, [3]+78 p. il. 69 p. of pl. and maps, 4° 
Speen in cooperation with New Hampshire Agricultural Experiment 
sony on. Some of maps are colored.] * Paper, $3.00. @ Item 102 (Rev. 
1957). 

L.C. card Agr 60—24 A 57.38 : 954/5 


Soil survey series 1955. 

4. Scott County, Minn. [with list of literature cited; by G. F. Harms]. Oct. 
1959. cover title, 93 p. il., 44 p. of pl. and maps, 4° rengeees in co- 
operation with Minnesota Agricultural Experiment Station. ome of the 
pape are colored.) * Paper, $2.00. @ Item 102 (Rev. 1959). 

L.C. card Agr 60-23 A 57.38 : 955/4 


Soil survey series 1956. @ Item 102 (Rev. 1957 
3. Chambers County, Ala. {with list of literature cited; by O. R. Carter and E. A. 
Perry]. June 1959. cover title, [2]+53 p. il. 60 p. of pl. and maps, 4° 
{Prepared in cooperation with Alabama Department of Agriculture and 
Industries, Alabama Agricultural Experiment Station. Text and map on 
p. 2and 4 of cover.) * Paper, $2.50. 
L.C. card Agr 60-22 A 57.38 : 956/3 


STATE DEPARTMENT 


Area study programs in American universities. 1959. cover title, vi+106 
p. (Bureau of Intelligence and Research, External Research Divi- 
sion.) 7 
L.C. card 60-60165 $1.2:Ar3 


Cultures of Americas, achievements in education, science, and arts: 7th 
National conference, U.S. National Commission for United Nations Edu- 
eational, Scientific and Cultural Organization, Denver, Colo., Sept. 29- 
Oct. 2, 1959, convened in accordance with Public law 565, 79th Congress, 
2d session. [1959.] [1]+40 p. large 8° [Processed. Final program. | 
L.C. ecard 60—-60270 S 5.48: C 76/6/959-2 


Department and foreign service series. S 1.69: (nos. ) 

89. Biographic register, Department of State, U.S. Foreign Service, U.S. Mission 
to United Nations, International Cooperation Administration, U.S. Infor- 
mation Agency, Foreign Agricultural Service, (revised as of May 1, 1959) : 
[compiled and edited by General Editing Branch, Division of Publishing 
Services]. 1959 [edition]. [1959.] ix+804 p. ([Publication 6838; 
Office of Operations, Division of Publishing Services.]) * Paper, $4.50. 
@ Item 887 & 863 
L.C. card 9—22072 

91. Your Department of State. [Revised edition.] [1959.] cover title, [2] + 
14 p. il. narrow 8° ([{Publication 6877; Public Services Division, Bureau 
of Public Affairs.]) * Paper,15c. @ Item 863 
L.C. card SD 55-206 


European and British Commonwealth series. © Item 869 
58. Fact sheet, mutual security in action, Spain. [Nov. 1959.) [14] p. il. nar- 
row 8° ([{Publication 697 International Cooperation Administration, 
Public Services Division, Bureau of Public Affairs.]) * Paper, 10c. 
L.C. card 60—60168 S$ 1.74: 58 
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1330 Expanding private investment for free world economic growth, report ang 
recommendations prepared pursuant to sec. 413 (c) of Mutual security 
act of 1954, as amended. Washington, D.C., Apr. 1959. viii+-72 p. il. 4 
[Processed. Includes bibliographies. Title on cover is: Expanding pri- 
vate investment for free world economic growth, special report prepared 
at request of Department of State.] f 
L.C. card 59-61439 S$ 1.2: In 8/23 


Far Eastern series. @ Item 870 S 1.38 : (nos,) 


1331 82. Southeast Asia, area of challenge, change, and progress, background. [1959] 
cover title, 16 p. il. 4° ([{Publication 6861; Public Services Division, 
Bureau of Public Affairs.]) [Text on p. 2 of cover.] * Paper, 1l5c, 
@ Item 870 
L.C. card 60—60294 

1332 83. Fact sheet, mutual security in action, Viet Nam. [Nov. 1959.] [14] p. iL, 
narrow 8° ([{Publication 6896; International Cooperation Administration, 
Pubile Services Division, Bureau of Public Affairs.]) * Paper, 10c. 
L.C. card 60-60170 

1333 84. Fact sheet, mutual security in action, Philippines. [Nov. 1959.] [12] p. il, 
narrow 8° ([Publication 6908 ; International Cooperation Administration, 
Public Services Division, Bureau of Public Affairs.]) * Paper, 10c. 
L.C. card 60—60167 


General foreign policy series. © Item 875 


1334 143. How Comets policy is made. [Revised Nov. 1959.] [1959.] [20] p. iL 
oblong 24° ([Publication 6892; Public Services Division, Bureau of 
Publie Affairs.]) * Paper, 15c. 
L.C. card SD 57-12 S 1.71: 143 


International information and cultural series. © Item 878 


1335 70. Cultural diplomacy. [1959.] iv+50+ [1] p. il. (International Educational 
Exchange Service, Bureau of International Cultural Relations; [Publica- 
tion 6887.]) * Paper, 25c. 

L.C. card 60-—60240 S 1.67: 70 


Near and Middle Eastern series. ® Item 883 S 1.86 : (nos) 


1336 44. Fact sheet, mutual security in action, Jordan. [1959.] [10] p. il. narrow 8 
({Publication 6897; International Cooperation Administration, Public 
Services Division, Bureau of Public Affairs.]) * Paper, 10c. 
L.C. card 60—60128 

1337 45. Fact sheet, mutual security in action, Turkey. [Nov. 1959.] [16] p. iL 
narrow 8° ([{Publication 6898; International Cooperation Administration, 
Publie Services Division, Bureau of Public Affairs.]) * Paper, 10c. 
L.C. card 60-—60169 

1338 46. Fact sheet, mutual security in action, India. [Nov. 1959.] 20 p. il. narrow 8° 
({Publication 6910; International Cooperation Administration, Public 
Services Division, Bureau of Public Affairs.]) * Paper, 10c. 
L.C. card 60-60166 


Public Services Division series S. 7+ 


1339 84. Survival of freedom, [by] Christian A. Herter, Secretary of State. [1959.] 
8 p. [Address before National Foreign Trade Council, New York, N.Y. 
Nov. 16, 1959.] S 1.106/2: 84 


Treaties and other international acts series. * Paper, $10.00 a yr. (ap- 
proximately 150 issues), $6.00 additional for foreign mailing; single 
copies vary in price. @ Item 899 S 9.10 : (nos.) 

1340 4230. United Nations Educational, Scientific and Cultural Organization, amend- 
ments to constitution, adopted by general conference of United Nations 


Educational Scientific and Cultural Organization, at 2d through 7th and 
10th sessions, Mexico, Dec. 1, 1947, Beirut, Dec. 10, 1948, Florence, 


June 15, 1950, Paris, Oct. 5, 1949, July 11, 1951, Dee. 11, 1952, and 
Dec. 3, 1958. [1959.] ifi+19 p. [English and French.] * Paper, 15¢. 
C. card 60—60151 


) 3 

1341 4302. International wheat agreement, 1959, between United States and other 
Governments, formulated ac United Nations Wheat Conference Mar. 10, 
1959, open for signature Washington a 6-24, 1959 [proclaimed b 
President of United States Sept. 9, 1959; entered into force July 16, 
1959, with respect to pt. 1 and pt. 3 to 8; entered into force Aug. 1, 
1959, with respect to pt. 2]. [1959.] [2]+121 p. [English, French 
and Spanish.] * Paper, 40c. 
L.C. card 60-60140 

1342 4305. Military assistance, grant of United States vessels to Japan, agreement 
between United States and Japan, effected by exchange of notes, signed 
Tokyo July 31, 1959; [entered into force July 31, 1959]. [1959.] 
2}+10p. [Japanese and English.] * Paper, 10c. 

.C. card 60—60141 
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1353 


1354 


1355 


1356 
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4311. 


4312. 


4315. 


4324. 


4325. 


4326. 


4327. 


4330. 


4331. 


4332. 


4333. 


4334. 


4335. 


JANUARY 1960 


Surplus agricuitural commodities, agreement between United States and 
Brazil, amending agreement of Dec. 31, 1956, as corrected and amended, 
effected by exchange of notes signed Washington Sept. 2, 1959; [entered 
into force Sept. 2, 1959]. [1959.) [2]+5 p. [English and Portu- 

uese.] * Paper, 5c. 
4C. card 60-—60142 

Surplus property, sales of excess military qecostty in Taiwan, agree- 
ment between United States and China, effected by exchange of notes, 
signed Taipei July 22, 1959; [entered into force July 22, 1959]. [1959.] 
[2] We [English and Chinese.] * Paper, 10c. 

L.C. card 60-60143 

Parcel post, agreement and regulations of execution between United States 
and United Arab Republic, signed Cairo Dec. 30, 1958, and Washington 
Jan. 13, 1959; [entered into force Oct. 1, 1959]. [1959.] [2]+23 p. 
* Paper, 15c. 

L.C. card 60-—60144 

General agreement on tariffs and trade, 7th protocol of supplementary 
concessions to agreement of Oct. 30, 1947 [Austria and Federal Republic 
of Germany], done at Bonn Feb. 19, 1957; [schedule for Austria entered 
into force Sept. 1, 1958. Schedule for Federal Republic of Germany 
entered into force Aug. 21, 1959.] [1959.] [2]+10p. [English and 
French.] * Paper, 10c. 

L.C. card 60—-60145 

Special economic assistance, agreement between United States and Burma, 
effected by exchange of notes signed Rangoon June 24, 1959; [entered 
into force June 24, 1959]. [1959.] [2]+3 p. * Paper, 5c. 

L.C. ecard 60—-60146 

Economic cooperation, agreement between United States and Burma, amend- 
ing agreement of Mar. 21, 1957, effected by exchange of notes signed 
Rangoon Sept. 12, 1959; [entered into force Sept. 12, 1959]. [2]+2 p. 
* Paper, 5c. 

L.C. card 60—60147 

Commission for Exchange of Students and Professors, agreement between 
United States and United Arab Republic, signed Cairo Sept. 28, 1959; 
[entered into force Sept. 28,1959]. [1959.] [2]+11p. [English and 
Arabic.] * Paper, 10c. 

L.C. card 60—60148 


. Surplus property, sale in Korea of excess military property, agreement 


between United States and Republic of Korea, signed Seoul Oct. 1, 1959; 
[entered into force Oct. 1, 1959], with memorandum of interpretation 
and understanding [1959.] [(2]+15 p. [Korean and English.] 
* Paper, 10c. 

L.C. card 60-60149 


. Surplus agricultural commodities, agreement between United States and 


Peru, amending agreement of Apr. 9, 1958, as amended, effected by ex- 
change of notes signed Lima, Sept. 11 and 25, 1959; [entered into force 
rr 25, 1959]. [1959.] [2]+4p. [English and Spanish.] * Paper, 5c. 
L.C. card 60—60150 

Air traffic control services, Birkenfeld high altitude facility, agreement 
between United States and Federal Republic of Germany, signed Bonn 
Oct. 1, 1959; [entered into force Oct. 1, 1959]. [1959.] [2]+6 p. 
(English and German.] * Paper, 5c. 
L.C. card 60—60152 

Surplus agricultural commodities, agreement between United States and 
Pakistan, amending agreement of Nov. 26, 1958, as amended, effected by 
exchange of notes signed Karachi Oct. 7 and 8, 1959; [entered into force 
Oct. 8,1959]. [1959.] [2]+2p. * Paper, 5c. 
L.C. card 60—60153 

Interchange of patent rights and technical information for defense pur- 
poses, filing classified patent applications, agreement between United 
States and Netherlands effected by exchange of notes signed The Hague 
Oct. 8, 1959; [entered into force Oct. 8, 1959]. [1959.] [2]+7 p. 
* Paper, 10c. 
L.C. card 60—60154 

Surplus agricultural commodities, agreement between United States and 
United Arab Republic, amending agreement of Dec. 24, 1958, as supple- 
mented and amended, effected by exchange of notes signed Cairo Oct. 14, 
1959 ; [entered into force Oct. 14, 1959]. [1959.] [2]+3p. * Paper, 5c. 
L.C. ecard 60-—60155 

Technical cooperation, joint fund program, agreement between United States 
and Israel, amending agreement of May 9, 1952, as amended, effected by 
exchange of notes signed Tel Aviv June 26, 1959, and Jerusalem Sept. 
24, 1959; [entered into force Sept. 24, 1959]. [1959.] [2]+3 Pp. 
* Paper, 5c. 
L.C. ecard 60—60239 

Surplus agricultural commodities, agreements between United States and 
Indonesia, amending agreement of May 29, 1959, effected by exchange 
of notes signed Djakarta Oct. 1, 1959; [entered into force Oct. 1, 1959]. 
{1959.] [2]+4p. * Paper, 5c. 
L.C. card 60—60187 
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Treaties and other international acts series—Continued 


4336. Air transport services, agreement between United States and France, ey. 
tending and amending agreement of Mar. 27, 1946, as amended and ey. 
tended, effected by exchange of notes dated Paris Aug. 27, 1959 ang 
extension agreement effected by exchange of notes dated Paris July 23, 
1959; [entered into force July 23, 1959]. [1959.] [2]+8p. (French 
and English.] * Paper, 10c. 

L.C, card 60-60189 : 

4338. Surplus agricultural commodities, agreement between United States and 
India, amending agreements of Aug. 29, 1956, as amended, June 23, 
1958, and Sept. 26, 1958, effected by exchange of notes signed Washington 
Oct. 1 and 28, 1959; [entered into force Oct. 28, 1959]. [1959.] [2] 
+3p. * Paper, 5e. 

L.C. card 60—60190 

4339. Atomic energy, cooperation for civil uses, agreement between United States 
and Netherlands, amending agreement of June 22, 1956, as amended, 
signed Washington July 22, 1959; [entered into force Oct. 30, 1959). 
1959.] [2]+4p. * Paper, 5c. 

.C. card 60-60191 

4340. Defense, loan of vessels to China, agreement between United States and 
China, amending agreement of Jan. 138, 1954, effected by exchange of 
notes signed Taipei Sept. 22, 1959; [entered into force Sept. 22, 1959], 
[1959.] 2]+7p. [Chinese and English.] * Paper, 10c. 

L.C. card 60—60297 

4341. Economie cooperation, informational media guaranty program, agreement 
between United States and Republic of Korea, effected by exchange of 
notes signed Seoul Apr. 4, 1958, and Sept. 25, 1959; [entered into force 
Fert. 25,1959]. [(1959.] [2] +3 p. * Paper, 5c. 

L.C. card 60—60192 

4342. Cultural relations, agreement between United States and Guinea, effected 
by exchange of notes signed Washington Oct. 28, 1959; [entered into 
force Oct. 28, 1959]. [1959.] [2]+5 p. [English and French.] 
* Paper, 5c. 

L.C. card 60—-60193 


United States economy and mutual security program, report pursuant to 


sec. 413(c) of Mutual security act of 1954, as amended. Apr. 1959, 
vii+130 p. il. 4° [Processed. Prepared by interagency group consisting 
of representatives from Departments of Agriculture, Commerce, Defense, 
Interior, Labor, State, including International Cooperation Administra- 
tion, and Development Loan Fund.] ¢f 

L.C. card 60-60269 $1.2: Ec7/ 


SUPPLIES AND ACCOUNTS BUREAU (Navy), Defense Dept. 


Joint travel regulations, Change 88; Jan. 1, 1960. [1959.] 3+ [384] p. 4 


[Processed. Issued in loose-leaf form.] tf D 212.6: T 69/ch.88 
SUPREME COURT 


United States reports: v. 359, cases adjudged in Supreme Court at Oct. 


term, 1958, Mar. 2-June 1, 1959; Walter Wyatt, reporter of decisions. 
1959. lxix+552+[1]+901-1029 p. [Also issued in 4 preliminary 
prints; each case also issued separately. Pages 553-900 purposely 
omitted and do not indicate omission iff text.] * Cloth, $5.50. @ Item 
741 

L.C. card 1—26074 Ju 6.8 : 359 


TARIFF COMMISSION 


Investigations under escape clause of trade agreements, outcome or 


current status of applications filed with Tariff Commission for investi- 
gations under escape clause of trade agreements, as of Nov. 12, 1959. 
12th edition. Washington, Nov. 1959. cover title, [1]+36 p. [Proc- 
essed.] 7 

L.C. card 57-61106 TC 1.2: Es 1/2/9592 


Report, 2d series. 


205. Synthetic organic chemicals, United States production and sales, 1958, under 
general provisions of title 3, pt. 2, secs. 382 and 333 of Tariff act of 1930. 
1959. vii+195 p.4° * Paper, $1.00. @ Item 981 
L.C. eard 18—-26799 TC 1.9 : 205 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 


Mailing Address for All ies Listed Is Washington 25, D.C. 
Unless Otherwise Indicated 





1369 


1370 


1872 


1373 


1374 


187% 


1371 


137 


137 


137 





eX. 
d ex. 
and 


ench 


and 


gton 
[2] 


tates 
ided, 
159). 


and 
e of 
59], 


nent 
e of 
‘orce 


ected 
into 
ch. } 


t to 
359, 
ting 
nse, 
tra- 


7/3 


. 4 
1.88 


det. 
nS. 
ary 
ely 
em 


350 


der 
30. 


205 





1369 


1370 


1372 


1373 


1374 


1875 


1376 


1377 


1378 


1379 





JANUARY 1960 


Spring clothespins, report to the President (1959) under Executive order 
10401. Washington, Dec. 1959. cover title, [1]+24 leaves, il. 4° ([TC 
29073.]) [Processed.] ft 
L.C. card 58-62322 TO 1.2: C 62/959 


TENNESSEE VALLEY AUTHORITY 


Forestry bulletin. (Division of Forestry Relations.) [Processed.] 7 


75. Forest inventory statistics for Morgan County, Ala. Nov. 1959. cover title, 
[2] +16 p. il. 4° Y 8.T 25: 18/75 


TRANSPORTATION AND PUBLIC UTILITIES SERVICE, General 
Services Administration 


Notre.—The Transportation and Public Utilities Service was established July 1, 
1955, by the Administrator of General Services under authority delegated by the 
Federal property and administrative services act of 1949, as amended. 

How to prepare & process U.S. Government bills of lading. Nov. 1959. 

cover title, [3]+44 p. il. 4° (Federal stock number 7610—682-6740.) 

[Processed.] * Paper, 35c. GS 8.6/2: B 49 


TREASURY DEPARTMENT 


Department circulars. T 1.4/2: (nos.) 


1032. United States of America 4% percent Treasury certificates of indebtedness 
of series C—1960, dated and bearing interest from Nov. 15, 1959, due 
Nov. 15, 1960. Nov. 2, 1959. 2 p. 4° (Fiscal Service, Bureau of 
Public Debt.) 7 @ Item 924 

1033. United States of America 4% percent Treasury notes of series C—1963, 
dated and bearing interest from Nov. 15, 1959, due Nov. 15, 1963. Nov. 
2, 1959. 2p. 4° (Fiscal Service, Bureau of Public Debt.] + @ Item 


924 
1034. United States of America 4% percent Treasury notes of series A—1964, 
dated July 20, 1959, with interest from Dec. 15, 1959, due May 15, 1964, 
interest gazette May 15 and Nov. 15. Nov. 19, 1959. 4p. 4° (Fiscal 
Service, Bureau of Public Debt.) 
Remarks by David A. Lindsay, general counsel, Treasury Department, 
before Saturday forum of Federal Tax Institute of New England, Boston, 
Mass., Dec. 5, 1959. [1959.] 10 p. 4° [Processed.] 7 T1.31:L64 


VETERANS ADMINISTRATION 


Index to Veterans Administration publications. Nov. 1, 1959. x+111 p. 4° 
[Covers publications distributed through Oct. 15, 1959. Supersedes pre- 
vious issues.] { @ Item 986 
L.C. card L 49-54463 VA 1.20: 959/2 


VETERANS’ REEMPLOYMENT RIGHTS BUREAU, Labor Dept. 


Reemployment rights handbook, questions and answers about veterans’ 
reemployment rights, May 1958. [1958.] cover title, iv+138 p. [Pre- 
pared in cooperation with Office of Solicitor, Labor Dept., Minor revision 
of Oct. 1954 edition.] * Paper, 40c. 

L.C. card L 50-115 L 25.6: V 64/958 


VOCATIONAL REHABILITATION OFFICE, Health, 
Education, and Welfare Dept. 


Office of Vocational Rehabilitation [annual report, fiscal year 1958]. 
[1959.] p. 215-238, il. [Reprint from annual report of Department of 
Health, Education, and Welfare, 1958.] + 
L.C. card 45-35662 FS 13.201 : 958 


Rehabilitation service series. 
507. See Education Office, bulletin 1959, no. 28. 
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WEATHER BUREAU, Commerce Dept. 


Climatography of United States 60-nos., Climates of States. @ Item 273-p 
C 30.71/3 : (nos) 
1380 10. Idaho [with list of references ane SaRegeapay : by] David J. Stevlingson, 
Dec. 1959. 16p.il.4° * Paper, 1 
1381 14. Kansas [with list of — and bibliography ; by] A. D. Robb. Nov. 1959, 
16 p.il. 4° * janes. > 
1382 19. Massachusetts [with lists of references and bibliography; by] Robert fp, 
Lautzenheiser. Nov. 1959. 16p.il.4° * Paper, 10c. 
1383 21. Minnesota [with lists of references and bibliography ; by] Joseph T. Strub, 
jr. Dec. 1959. 16 p.il.4° * Paper, 10c. 
1384 23. Missouri [with list of references and bibliography ; by] James D. McQuigg, 
Nov. 1959. 16p.il.4° * Paper, 10c. 
13885 27. New Hampshire with list of selected references and bibliography ; by] Rob. 
ert E. Lautzenheiser. Nov. 1959. 16 p. il. 4° ‘Th 10c. 
1386 33. Ohio [with list of references and bibliography ; by] L. T. Pierce. Dec. 1959, 
Dec. 1959. 20p.il. 4° * Paper, 15c. 
1387 87. Rhode Island [with list of selected references and bibliography; by] A, 
Boyd Pack. ov. 1959. 14+[11p.il.4° * Paver 10c. 
1388 44. Virginia [with list of references; by K. A. Rice. Nov. 1959. 16 p. il, 4° 
* Paper, 10c. 


Key to meteorological records documentation 6-11: Decadal census of 
weather stations. @ Item 275—C 
1389 Mississippi. 1959. 1p.7p.of maps,4° + 
L.C. card 58-61263 C 30.66/3 : M 69) 


1390 Sheet of National atlas of United States, Mean annual precipitation in 
millions of gallons of water per capita [and Mean annual precipitation 
in millions of gallons of water per square mile] by States Climatic Di- 
visions ; prepared by Office of Climatology. Scale 1: 10,000,000, 1.6 in.= 
250 m. Edition of 1959. 1959. 16x 22in. [Processed. Albers equal 
area projection, standard parallels 291%4° and 45%4°. Subject data based 
on 3513 station records 1931-55, and population 1950 census.] * Paper, 
10e. C 30.22/4: P91 


Technical papers. C 30.28 : (nos.) 

1391 36. North Atlantic tropical cyclones: Tracks and frequencies of hurricanes and 
tropical storms, 1886-1958 [with list of references; by] George W. Cry, 
William H. Haggard, and Hugh S. White. 1959. iv+214 p. il. 4 
* Paper, $1.00 @ Item 281 
Le. yeaa 60—60288 

1392 87. Evaporation maps for United States [with list of references; by] M. A. 
Kohler, T. J. Nordenson, and D. R. Baker. 1959. [1]+13 p. il. 5 pl. 4 
* Paper, 65c. @ Item 281 
L.C. card 60-60371 


WOMEN’S BUREAU, Labor Dept. 


Bulletins. @ Item 781 L 13.3 : (nos.) 


1393 157-1 (rev.). cage: status of women in United States: Report for Alabama as of 
Jan. 1, 1959; [prepared by Laura H. Dale, with assistance of 
Mary Z. Bastian} [1959.] iii+13p. * Paper, 10e. 
L.C. card L 58-27 

1394 157-9 (rev.). Legal os of women in United States: Report for Florida, as of 
Jan. 1959; [prepared by Laura H. Dale with assistance of 
Mary 7 Z. Bastian]. [1959.] iii+13p. * Paper, 10c. 

1895 157-44 (rev.). on ates of women in United States: Report for Vermont as of 
Ja 1959; [prepared by Laura H. Dale with assistance of 
Mary 2. Bastian]. [1959.] iii+19p. * Paper, 15c. 


YARDS AND DOCKS BUREAU (Navy), Defense Dept. 


Technical publication NAVDOCKS TP (series). D 209.10 : (letters-nos.) 

1396 Pu-1. Refuse disposal [with be tegseahy I. (3]+viii+22 p. il. 4° [Proc 
essed.] & Paper, 75c. (PB 161054). 
L.C. card 60-6200 

1397 Pu-3. Power generation and distribution: chap. 4, Power plant water condl- 
tioning; Dec. 15, 1953. [1959.] [1]+xiv+80+[9] p. il 4° [Proe- 
essed.] & Paper, $2.50 (PB 161055). 

1898 Pw-—5. Soil conservation [with bibliographies]. Mar. 1, 1953. [1]-+xiii+82 

p.il.4° ({PB — ]) [Processed.] 

a C. card 53-6061 
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having no specific subjects are entered under the issuing office only. Indeg citations are to 
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Entry 


a a caste treeinenians 
8 eee 91-95 
Abstracts, see subjects. 
Academy of Medical Sciences, Bureau 
of Department of Medico-Bio- 
logical Sciences, USSR, work, 
| Mi ee 855 
Academy of Sciences, USSR: 


Institute of Law, report on tasks_~ 820 
presidium, resolution of expanded 
session held jointly with De- 
partment of Biological Sci- 
ences and activist group, Jan. 
ik. IPE kcepnesianmnnnedsneeemamaen 961 
Accidents, see Aircraft accidents— 
Motor vehicle accidents—Rail- 
road accidents. 
Accounting machines, industry, out- 
look for 1960 and review of 
aa a al iae i alacnepegatadiap 242 
Accounts and accounting: 
Federal agencies, standardized fis- 
eal procedures GAO guidance 
0 PRS POR ee 702 
Navy comptroller manual____-_- 1242-45 
small business, recordkeeping sys- 
I cscxnkthaisevebbitenbiiteupttaiigpttnnndinal 1310 
Acorns, seeding, rodent repellents fail 
I hi ctctenicthithn heap sthipii tabttbibanlastesdine 89 
Acoustical flows, see Flow. 
Acreage-marketing guides_____-_--- 67 
Additives, lubricant, market poten- 
tials for fats and oils______~_ 74 
Addresses, lectures, etc. : 
Abrahamsen, Martin A__ _----- 539 
CS a aE a 384 
ye ala ick EST Ba 660 
EG Ee Ra! 857 
i  } >, ae 99 


a 
Dodds, Robert J., jr__.......... 383 





Dunham, Charles L__.-_---_--- 238 
pewares, Walter A.............. 374 
OS Se 377, 386 
Flemming, Arthur S___------~-- 1292 
SS, 2 “ee 1166 
I I 579 
Herter, Christian A___-____ --- 1339 
"| ees 98 
I ss 1049 
ES I Lee 829 
UE ee ad 581 
OS eee 1171 
Kearns, Henry_____ 371-372, 378, 385 
Knapp, Joseph G-__-__-__-___-_ 540 
oS Oe * Se ea ae 1190 
Lifquist, Rosaling C___________ 83 
Lindsay, David A__.-________-_ 1375 
McCone, John A 236 
peewee, Tree Bu... doe 105 
Mueller, Frederick H_..____~_ 873, 380 
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Entry 
Addresses, lectures, etc.—Continued 
by—continued 
pa ee 658 
Oechsle, Carl F_-- -.. 376, 381 
Pierce, John C___ 
Ray, OE eer 379, 382 
| Ee A eee 5 
Rothman, Stuart.......-.-_- 1191-93 
i eee 5 
Stiebeling, Hazel K-.....-----~ 96 
Summerfield, Arthur E_ ~~~ 1263 
ya SC ree 387 
Weel, Bente .naccasessnene 1049 
Federal Maritime Board, Maritime 
Administration, series____- 579-581 


presented at Rural Development 

ck Rae 132 
Administrative management, manage- 
ment aids for small manufac- 





turers geet uta 100 
Adsorption, phenomena, surface 
chemical compounds and their 
am 209 
Advection, different layers of atmos- 
phere, effect on movement of 
Fe and  anticyclones, 
ee irate ntabiete 976 
AEC, see Atomic Energy Commission. 
Aegean Sea, sailing directions, 
I oi ccctcinintchdnceaiinementeain 723 
Aerial photography, analysis of flood- 
plain samples, use in evalua- 
tion of agricultural flood 
(TR ale Reta REA 81 
Aerodynamics : 
supersonie flow past blunt axisym- 
Se i inicneciccnninginaees 1167 
supersonic, handbook... ___-.~--~--_ 1249 
see also Heat transfer—Load (me- 
chanics). 
Aeronautical supplies, electronic 
equipment, Navy, preferred cir- 
cuits handbook, supp--.--~--- 1 
Aeronautics: 
aerospace terms, glossary_..____-. 138 
civil air regulations_...._-. ~~~ 560 
A LT 561-563 
civil aviation, statistical hand- 
isi ticetectesnnineenadasan niiemtnseneimaill 564 
Federal Aviation Agency, purpose, 
organisation, etc............ 565 
Wright aeronautical serial report__ 185 
see also Air navigation. 
Aerosols, opaque effect of acous- 
ieal flows, USSR study—--~-~-~ 1016 
Aerospace glossary_.....-..-~..--~- 138 
AFCRC, see Air Force Cambridge Re- 
search Center. 
Afghanistan, information report, 
mentally... oddsctssvowas 790, 842 
AFOSR, see Air Force Office of Scien- 
tific Research. 
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Central Republics, formerly French miscellaneous publication________ 129 Air 
Equatorial Africa, economy, program aid (PA) series___._____ 130 Gi 
P saan cect cinitinitesiceaicione 666 statistical bulletin._........_..__ 134 

PR. “ff g£ ' eee 464 ace ea 135-137 : 
series aE s 
and aging in United States, prob- Air: 103-104 sp 
ae Sopeene of responses 479 bacterial contamination in closed- tr 
wanes programs for aged and att Mp quarters, USSR 951 W 
aging, hearings_———__—_____. temperature. profiles, — numerical W 
eS ee in field of axe forecasting experiment_______ 158 Air | 
programs and suneanan io obdee see also Air pollution—Atmosphere. Air 

people 572 Air blasts, a. around 

« Soe aan maaan wale af mak. - ter-filled simulated nuclear 
services for old people, role of pub- wa conduct on Air 
lie assistance programs, ete_. 1267 reactor core vessels_-----~__ 1251 Ai 
see also Gerontology. Air brakes, see Brakes, fo 

Aging, see Aged. Air carriers : 

Aging population, see Aged. commercial operator certification Air | 

Agricultural chemicals, see Chemicals. and operation rules, civil aero- Air 

sgnes commnemitee, see Agricul- P nautics Seven... einminihics 557 Air 

tural products. oreign, regulations, civil aeronau- 

Agricultural conservation program: Se 556 
rca EE EOI 66 general cere see civil aero- Air 
Summary by States, 1958___----- 66 BAW WERNER... .coc<s--- 555 7 

Agricultural economies, see Agricul- teseuneaet on ae eens ee tie an al 

ture. air regulations amendment-__-_ 

Agricultural Marketing Service: ~~ Tr ate, certification Air 
PA ee eee 6§ and operation rules— é 
service and regulatory announce- civil aeronautics manual_______ 553 Air 

RIOR... ccnceencantheddaiidtbdntaat inches 85 civil air regulations amendment. _561 
Agricultural products: scheduled operations outside con- 
foreign Srade of U.S., fiseal year on — eee certification and air 
pS a a ee eee operation rules— 
marketing research reports____- 123-128 civil aeronautics manual_______ 554 co 
problems in Latin America, study.__ 465 civil air regulations amendment_ _ 562 co 
prodace agency act, | enforcement - Canes Fk, Tetaee, civil aero- sa * 
rules and regulations___----~ aii El A 
retail stores, reorganization of transport services, agreement with . 
work area for handling prod- IE csinihinticnmeen ae ene 1358 
EEE PO 122] Air controlman, see Airport control ru 
surplus commodities agreement tower operators. Air 
with— Air drying conditions for lumber in 
presi cisininnmanighioeaaeinnientiiee oy OS 699 Air 
1a — 2 ee en = = 509 | Air Force: 
at so cy samanehienemndapaiaantanel odd airman classification battery AC- 
Peru eanincanaiateateneiaiatniateieeataiaiadeens 1351 2A. prediction of training and - Air { 
bt Ae par ptt ta Soe + es = eS ae 7 
United Arab Republic__-------- 1355 | wget Aire 
wane pane ne rail cars, measur- 70 ee test 1960, 177 au 
TE WED itcrinatiusiamibcmtanen OP U . “Ciel aleeeieamnaines amehentam® timed eg 
world market, opportunities and a ae ope 
limitations (address)_-______ 658 photographic laboratories 149 eh 
Agriculture! Research Service, ARS — Aight planning document— en co 
S.~----~---------------- - ic ene a a eR SO a 
Agricultural supplies, cooperatives, ee re ge inet a Rd cg Ma 169-1 75 
inventory management--_---~ 541 internal and contract auditors, ex- | 

pe tera workers, see Farm labor. - amination aumenpeoment-.-— 351 
griculture: military personnel, recognition 
ashen anouement act of 1938, os SS, instructor’s guide 

a ieee SI anciinisinnceneenadenaesaleaedetamonn 
agriculture handbooks... -- _ 100-2 nominations, 85th Cong. 1st sess., 
agriculture information bulletins.__ 103-4 aaa tied pli Re ais A eed 56 
farm ne ponents cur- P ner ‘PACAP basic bibliogra- 183 
ot Sn ithyt aae 4 RRR OS Abe Putte het 4 
al penrems fodteens) ail 99 gee tp exchange guide, 158 
oreign Agricultural Service, mis- alae Nt te Bp PE: Pe bit 5 
cellaneous FAS-M series____ 647-654 personne! services, Air Force pom. 
flood damage, evaluation by air- | RET Aa ET ie 152-153 
nH ee, | RR —— 2 supply and/or - “acsearle a 150 fo: 
Nt ao , 91 fee 5- 
outlook charts, 1960__..._______ 68 | Air Force Cambridge Research Cen- 
Philippines, agricultural economy_ 649 ter: im 
Soviet, selected translations______ 832 Geophysics Research Directorate— 
vocational, farm mechanics, sur- GRD research notes_____---~ 158-159 
a SL BET PERS ED 511 surveys in geophysics_______---_ 155 op 
see also Farmers’ cooperative or- technical notes________________ 139-141 
ganizations—also headings be- technical reports______________ 142-143 
ginning Agricultural. Air Force Department : su 
Agriculture Committee, House, hear- AFCRC technical notes_____---_ 139-141 | 
ETS II CTR HTS I 481 AFCRC technical reports___-_-~- 142-143 

——eaeeee Department: i nome ag Soearend, BOte ighaninmemale 145 1. va 
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Entry 


Air Force Department—Continued 


Geophysics Research Directorate, 
surveys in geophysics______-~ 155 
GRD research notes____----~~- 158-159 
specification | Oe SOE 165 

specifications and related publica- 
Se ee ee 160 
ee 167 
WADC technical notes___-_-_--- 176-177 
WADC technical reports____--_~ 178-184 

Air Force Office of Scientific Research, 
— SE” i 144 


Air Force supplies, see Military sup- 
plies. 
Air navigation : 


GS 146 
foreign civil aircraft, authorization 
aid is earkactsteaminiets 559 


Air pilots, see Aviators. 

Air pollution, State laws, digest___- 

Air raid shelters, family, your one 
defense against fallout 
SS ee eee 340 

Air raids, see Warning systems. 

Air Research and Development Com- 
mand, model _ atmosphere, 
SS ee 155 

Air seasoning, see Lumber. 

Air speed, subsonic, lift and drag 
characteristics of lifting circu- 
lar cylinder at Mach number 
1.9 with fineness ratio of 10_- 

Air traffic : 

commercial pattern, 1959________ 537 
control services, agreement with 
RS ee en 1352 
moored balloons and kites, opera- 
tion requirements, civil aero- 
ee 558 
rules, civil air regulations________ 560 


1271 


1154 


Air traffic control tower operators, 


see Airport control tower 


operators. 


Air Traffic Manager Bureau, aircraft 


accident notification proce- 
RNS ASRS) SE a eS 544 


Air transportation, see Air carriers. 
Aircraft : 


automatic, display-instrument sig- 
nals effects on man-machine 
Ra Re er ER <a 1146 
civil, active, by State and county_— 568 
control— 
airborne automatic landing-ap- 
proach systems analog study__ 
combustion-chamber pressure and 
oxidant-fuel ratio system for 
regeneratively cooled hydro- 
gen-fluorine rocket engine____ 
nonlinear pitching moments in 
relation to pitch-up problem, 
oe eee 
swept-wing, multijet, transport- 
type airplane, lift and drag 
characteristics, flight investi- 
SS itn siceptngicansieas katie bbeiemationdtn 
tilt-wing  vertical-take-off-and 
landing model force-test in- 
vestigation, errata__.._______ 1124 
foreign, civil, authorization of navi- 
gation in United States, civil 
aeronautics manua]l__________ 559 
import and related products, certifi- 
cation and approval, civil aero- 
OS eee 546 
optimum design of insulated ten- 
sion members’ subjected to 


1133 


1130 


1159 


aerodynamic heating__--- ~~ 1136 
supplemental type certificates and 
replacement parts summary, 
ES ae ae 567 
vapor trails, formation under in- 
fluence of mixing air masses, 
SE ae 963 
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Entry 
Aircraft—Continued 
VTOL tilt-wing, flight study of con- 

version maneuver______-_-_~_~ 148 

see also names of aircraft parts, 

e.g. Engines (aircraft). 

Aircraft accidents: 
investigation reports ____._.___. 326-328 
notification procedures and Bureau 

sesponstpilities................... 544 
Aircraft engines, see Engines (air- 

craft). 

Aircraft materials, see Materials 

(aircraft). 

Airfoils, 3-dimensional, theoretical 

ne 1249 
Airframes: 

design and construction, specifica- 
YY eee eae 164 
thermal insulation, use of coatings 
bonded with aluminum phos- 

i iatskcthintdnindniemendaonininialts 1134 
Airlines, see Air carriers. 

Airmen, first aid, fundamentals, Air 

i. es 154 

see also Air Force. 
Airplanes: 
airworthiness, civil aeronautics 

ES ES has 545 

configuration measured at Mach 

numbers between 1.2 and 1.8, 

jet effects on longitudinal 

SS endichhend! dukkchos deen cade eotenthttaendeds 1157 

delta-wing, dynamic lateral stabil- 

EE EE 1135 

jet passenger service, new era 

in international travel (ad- 

RE EES ae 372 

swept-wing, multijet, transport- 
type, flight investigation of lift 

eR a 1125 

transport, landing on airports, con- 

tact conditions at altitude of 

5,300 ft. and at sea level... 1145 

VTOL, Ryan VZ-3RY, deflected- 

slipstream investigation______ 1131 
Airport control tower operators: 

air controlman 1 & C, Navy train- 

ee SE ere 1213 

certificates, civil aeronautics man- 

SRE Ee ER eae 550 
Airstrips, see Runways (aeronautics). 
Airworthiness, see Engines (aircraft). 
Alabama : 

agricultural conservation hand- 
Ree ee 46 

ectras rete b0GR..o<<cpe<os~<-~ 585 

northeastern, stratigraphy and ura- 

nium content of Chattanooga 

RS een it gate 710 

waste facilities, municipal and in- 

dustrial, 1957 inventory______ 1284 

women, 2000) acegus............<<+ 1393 
Alarm systems, commercial central 
station protective signaling in- 
dustry outlook for 1960 and 

povaew Gf 1900......+.......-~ 269 
Alaska : 

0 ee 624 
mineral industry, minerals yearbook 

| TE, HF Melee Taal 075 

waste facilities, municipal and in- 

dustrial, 1957 inventory______ 289 
Albacore, see Tuna fish. 

Albania: 
economic and military report... _— 773, 
793, 827 
selected economic translations ____ 935 
Albanian language, guide___________ 2 
Alcohol and Tobacco Tax Division, 

see Internal Revenue Service. 
Allergy, problems in acute radiation 

CI kw ticactttecnate 210 








Alloys: 

corrosion-resistant, lubrication by 
halogen-containing ases at 
temperatures up to 1200° F_- 

high-temperature, for gas_ turbine 
construction, metallurgical 
achievements in development, 
(oo Ye eee 

nonferrous, hydrogen-embrittlement 
EE 

see also names of metals, etc. 

Alpha particles, elastic scattering by 
SS eee 

Aluminum: 

alloys— 
axial-load fatigue tests of 2024— 
T3 and 7075—-T6 sheet speci- 
mens under constant-and-varia- 
ble-amplitude loads__--.----~-~ 
rotating-beam fatigue tests of 
notched and unnotched 7075— 
T6 specimens under stresses 
of constant and varying ampli- 
BRE eae re ae eee 
structural, fatigue damage dur- 
ing complex stress histories___— 

Aluminum foil, packaging industry 
outlook for 1960 and review 
 ; ee einen 

Aluminum phosphate, use as bonding 
for coatings for thermal in- 
sulation of airframes__-—----~~- 

American Ethnology Bureau, bulletin - 

American foreign policy in growth 
eee 

American Historical Association : 

report, 1958— 
departmental edition._._..--_-~~ 
document edition__.._-_-_-_--- 

American River Division, see Central 
Valley project. 

American way of life before court of 
materialist payenoleey and 
psychiatry, USSR ~_--_------ 

American Youth, President's Citizens 
Advisory Committee on Fitness 
of, see President’s Citizens Ad- 
visory Committee on Fitness 
of American Youth. 

Americas, cultures, United ‘States 
National Commission for 
UNESCO 7th conference____~ 

AMG, see Acreage-marketing guides. 

Ammunition : 

Federal supply schedule_____~---~ 
supply and preservation, general in- 
structions, manual __________ 

Amplifiers, magnetic, rapid response_ 


Analysis, see names of substances 
analyzed. 

Anaplura, see Lice. 

Anatomy, chair, Military Medical 
Academy imeni 8S. M. Kirov, 
I nuisdi cc ctttanndeniecaniabeanten bilan 


Angiesess Lake, ice structures, suita- 

bility as aircraft landing plat- 
STEER ee 

Anhwei Province, work report, 1958, 
Communist China -_-_--__-___ 

Animal fats, see Fats. 

Animal oils, see Oils. 


Animal products, Outer Mongolia 

GE a ee 
Animals: 

morphology, Soviet abstracts____ 


physiology, Soviet abstracts______ 
see also Diseases of animals—Game 
and game birds—Livestock. 
Annapolis, Md., see Naval Academy, 
Annapolis. 
Anodes, soluble using molten media 
electrolysis for production of 
titanium, USSR study_.-_-_ 
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Antarctic regions, polar bibliography, 
Air Force manual_____--____ 
Antelopes, Hart Mountain National 
Antelope, Refuge, historical 


Anticyclones, movement, effect of ad- 
vection of different layers of 
atmosphere, USSR study_____ 

Antiepidemiec and hygienic work in 
Soviet army and navy___--___ 

Anti-friction bearings, see Bearings 
(machinery). 

Antigens and antibodies: 

antigenic properties of proteins, 
influence of ionizing radiation, 
USSR stud 
burn auto-antibodies, USSR study_ 
fluorescent antibody method for use 
in accelerated detection of 
pathogens of certain diseases, 
| RS Ae a a 

Antitrust laws, see Trusts (indus- 
trial). 

Apples: 

commercial eeeieeen by varieties, 
1959 with comparisons_______ 
quality for household use, histologi- 
cal, chemical and palatability 
I ile isctenistinctiintin inh diitenandtcinlonnes 

Apponaug Cove: 
navigation improvement, engineers 

report— 
departmental edition_.___...__ 
document edition____.______-_-_- 
eater “es careers in apprentice- 
RE ae eee 

Appropriations, and new obligational 
authority requested by Presi- 
dent, congressional action____— 

Apricots, dehydrated, low moisture 
standards for grades_________ 

Aptitude tests: 

airman classification battery AC— 
2A, validity for proficiency 
I HD iit entnaseiuisiniamsiintess 
airman classification tests 1960, 
I a  eemenien 

Arabie language, guide_____________ 

Archeologists, park, National Park 
‘Service, examination announce- 


Arctie regions: 


engineering facilities, planning, 
design, etce., basic data re- 
uired by Civil Engineers 


orps officers, ete........... 


u 
solid-propellant pressurizer for fire- 
extinguishing systems _______ 
ARDC, see Air Research and Devel- 
opment Command. 
Area development aids_____________ 
Area study programs in American 
ER tt 
Area trend series._.....-...______- 
Argentina, motion pictures, statistics 
and general information_____ 
Arizona, waste facilities, municipal 
and industrial, 1957 inventory— 
Arkabutla, Lake, general information_ 
Arkansas: 
Agricultural 
bo 


conservation hand- 





ok_ in aie 
mineral industry, minerals year- 
_" seen 
waste facilities, municipal and in- 
dustrial, 1957 inventory__._~ 
Armed Forces: 
inventions wanted, list___...____ 
officers, entertainment furnished by 
Martin Company, hearings___ 
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Inf ti d Ed 7 
ed Forces Information and Edu- 
me eation Office, DOD  pam- 
ee eee 189-190 
Armed Forces Institute, catalog--__ 190 
Armed Services Committee, ouse, 
—s i | 432-434 
Armed services papers__--.-------- 432 
index._.-----------..----------. 432 
Armenian language, guide-_________ 4 
Arms (firearms), see Firearms. 
Army : 
Confederate, records in National 
Paitin ctbccntiionendnicbidshioaapentn 1176 
enlisted personnel evaluation sys- 
e — 
field artillery rocket crewman__ 193 
light and medium field artillery 
CRI cn ccsneencnamibisnitiin 192 
| 16 SES 194 
Judge Advocate legal service, pam- 
nes een 199 
military personnel, ordered to Ger- 
many, helpful hints_____---- 198 
nominations, 85th Cong., 1st sess., 
Sica snipcacncpipnabinleminnannenibe 456 
procurement legal service, pam- 
RE cssrsniiciguaictieniiinipipniapniugnimpatidints 204 
service schools, courses offered, cat- 
alog changes__............ 195-196 
United States Army in World War 
_ SEER a ae 1057-58 
Army Chemical Center, Md., Chemi- 
cal Warfare Laboratories, 
CWL special publications____ 324 
Army Department, pamphlets__._._ 192-204 
Aromatic compounds : 
hydroxy-, organic, infrared spec- 
et ae 1103 
ae 167 
EEE TE 91-95 
Arsenic, mineral facts and problems. 1059 
Arteries, see Coronary arteries. 
Artificial radioactivity from nuclear 
tests up to Nov. 1958___---- 159 
Artificial satellites, see Satellites. 
Artillery : 
materiel, USSR study________--_-__ 819 
MOS proficiency test aid— 
field rocket crewman _____-___ 193 
. light and medium field, crewman_ 192 
Asia : 
foreign policy of U.S_-----...- _ 464 
southeast— 
area of challenge, change, and 
progress, background ______-~ 1331 
Soviet intelligence, hearing_____ 476 
trip with 1st parliamentary delega- 
tion of German Democratic Re- 
ee a ee 805 
Assistance, see Public assistance. 
Astronautics, basic research activities 
in Defense Dept., hearings__— 452 
Atheism, USSR, selected translations. 770, 
811, 823 
Atlantic Coast: 
menhaden catch, 1952-55, composi- 
— ee Seen Sere ee 644 
oceanographie observations, 1956, 
PE er 639 
oceanographic observations, 1957, 
ey: Pes 640 
waterborne commerce, 1958______— 532 
Atlantic Ocean : 
oe a ee 328 
coastal waters, dumping low-level 
radioactive wastes, hearing__ 396 
North, tropical cyclones, 1886— 
Sia te ee 1391 
Atlases, National atlas of United 
States, separate sheets... 1390 
Atmosphere : 
absorptive properties of electro- 
magnetic radiation in 5-milli- 
eae ae 1237 
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Atmosphere—Continued 
advection of different layers, ef- 
fect on movement of cyclones 
and anticyclones, USSR study_ 
CRPL exponential reference, tables, 
of refraction variables______~ 
earth’s, ARDC model, 1959____--_ 
general circulation index as indica- 
tor for zonal and meridional 
synoptic processes, USSR 
SET ata Sl IS ee 
light, transmission measurements 
in visible region-....___----~_ 
microaerological features of lower 
kilometer layer, investiga- 
ae re a a AE ae RR 
ozone problem, USSR study_-~---~ 
planetary, entry, analytical meth- 
~ - —_ hl EIS 
radioactivity, measurements of air 
concentration of gross fission 
roduct during IGY, July 
957-—Dec. 1958 
upper, research report.____.----- 
Atmospheric pressure: 
all-Union conference on theory of 
pressure Variations and proc- 
esses of cyclone and anticy- 
clone genesis, USSR study__- 
local variations, determination 
from wind information, USSR 


Atmospheric temperature, vertical 
gradients and fluctuations in 
height of tropopause___._ ~~ 

Atomic energy : 

cooperation for civil uses, agree- 
ment with Netherlands___ ~~ 
dissipation by fast electrons, cal- 
culations and tabulations, ad- 
RPL 2D, TSS 
nuclear technology influence on 
rockets and space (remarks) _~ 
peaceful uses, agreement between 
dh 6>*§)llU!l 
research, New Brunswick Labora- 
tory, Brosress report, Jan.— 
June 1959 
20,000 kilowatt organic moderated 
power plant, description, ete. 
use in saline water distillation 
processes, 

Atomic Energy Agency, Internation- 
al, see International Atomic 
Energy Agency 

Atomic Energy Commission : 

FOsenee TEPONGEs.... cnsancccasus 
Technical Information Service, or- 
ganizations having publication 
——- agreements, with, 

TELS SFR) BEGG Mes CPL 
Atomic Energy Joint Committee, 
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968 


1180 
236 
393 


224 


740 


205-235 


5 es ae 393-396 


Atomic power plants, see Nuclear re- 
actor power plants. 

Atomic radiation, see Radiation. 

Atomic warfare, biological and en- 
vironmental effects, hearings— 

Attack warning devices, see Warning 
systems. 

Auditing, see for audit reports, 
names of corporations, etc. 

Auditors, internal and contract, ex- 
amination announcement. __— 

Australia, livestock and meat indus- 
try and U.S. producer____-. 

Austria, general agreement on tariffs 
and trade, supplementary con- 
CRITE neni btisttinbthttmniiibirwtin 

Authors, writers’ handbook for de- 
velopment of educational ma- 
terials “i 





394 


351 
647 


1346 


496 
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Automation: 
operational reliability in automatic 
systems, quantitative estima- 
po A 
systems’ reliability in case of re- 
dundancy in individual com- 
ponents as a whole, USSR com- 
ee ae ee eee aes 
Automobiles : 
Government publications available 
from Supt. of Documents_ ~~ 
industry, outlook for 1960 and re- 
a i | Omer reree 
Autumn olive for wildlife and other 
conservation useS____-__--_. 
Aviation, see Aeronautics—Outer 
space. 
Aviation electronics technicians, see 
Electronic technicians. 
Aviators: 
airline transport pilot rating, civil 
aeronautics manual____--_-_ 
flight navigator certificates, civil 
aeronautics manual_____--~~ 
lighter-than-air pilot certificates, 
civil aeronautics manual_____ 
Awards, see Rewards (prizes, ete.). 
Axial load fatigue, see Strains and 
stresses. 
Azerbaijani language: 
Pg RS Ce eee 
Cyriees: @WGG 6ui6 otek 
Azerbaydzhani language, see Azerbai- 
jani language. 
Azimuth, determination by Krasov- 
Gliy’s metbeGscasi.<kincisicnas 


Background information on Soviet 
Re See eae 

Bacteria and bacteriology : 

bacterial samplers, aspirating air 
through using automobile air 
a a 
contamination of air in closed-type 
living quarters, USSR study__ 

Bacteriophage, application in radio- 
biological research, USSR 
te eke cei OE 

Bagdad mine, open-pit copper min- 
ing methods and costs__----- 

Bait, live, skipjack response____---__ 

Ballistic Research Laboratories, mem- 
orandum report. __----_---~-- 

Balloons: 

moored, operation requirements, 
civil aeronautics manual___-_ 
samples of stratospheric radioac- 
Rvity: Gath. cccticsulal iene 

Baltimore, Md., post office, mail dis- 
tribution by destination__-~-~_ 

Baltimore and Ohio R.R., aeccident__ 

Banking and Currency Committee, 
Senate, committee print____~- 

Banks and banking, active banks in 
D.C., national and nonnational, 
abstract. of reports_._._..- 

Bayous, see names of bayous. 

Beams, aluminum alloy, fatigue tests, 
rotating-beam under stresses 
of constant and varying ampli- 
EE EIEIO: itd 

Bearings (machinery) : 

anti-friction bearing industry out- 
look for 1960 and review of 
BOOS Skat ie sma ieiawe 
Beef : 
cooked, palatability, vitamin con- 
ae and yield, factors influenc- 
family use (address)_--___-_____ 
grades and standards (remarks) -—-— 
manufacturing trends in U.S. im- 
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552 
549 
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1027 


157 


945 
951 


860 


1068 
630 


1251 


558 
230 


1182 
765 


461 


388 


1163 


276 


115 
76 





Entry 


Beef cattle, see Cattle. 
Beetles, control with insecticides and 


prevention of spread________ 118 
Behavior, children, research pro- 
grams, studies in progress_._._ 325 
Belgium : 
exports and imports, licensing and 
exchange controls______-____ 677 
foreign trade information on in- 
strumentation ______________ 288 
Belorussian Soviet Socialist Republic, 
hydrometeorological service___ 975 


Benelux Customs Union, foreign trade 


information on instrumenta- 
he niet aS a ae APMC 288 
ee ee §21- 529 
Bibliography : 
er 1269 
ON EE ITE PT Ee 162 


foreign periodicals translated by so- 
I a aa ¢ 
Po SE eee 227 
meteorology, hydrology and ocea- 
nography, 1958, USSR__-__--_ 967, 
977, 996, 1024 


OTS pine bibliography SB’ se- 


one 298 
PAC: AF. basic bibliographies____-~- 162 
plastics, polymer research____---~ 293 
polar, Air Force manual____--___ 150 
radiation application and _ fission 
product utilization____--____ 226 
radiation effects on _ structural 
hed fais othe echdticig enh cine 228 
recordkeeping systems, small stores 
and service trade__-________ 1310 
restaurants and other’ eating 
SN boicclins cach dathiietetidcsehieaneesaanitl 1312 
a 163 
£41” alee 1311 


Big game, see Game and game birds. 
Bills of lading, Government, prepara- 
BN ncaa scien bindicsicaapehdeemepaseun 1371 
Biochemistry, certain biochemical ef- 
fects caused by ionizing radia- 
tion, USSR scientific confer- 
ence on problem___---_--_-~ 1009 
Biochemists, Soviet, visiting USA___ 999 
Biography : 
Soviet scientific and engineering 
rin ite Seo ee Mia 1014 
State Dept., biographic register... 1327 
Biological sciences, see Biology. 
Biological warfare, national plan for 
civil defense and defense mo- 


hk) A RIE fe aS 335 

Biology : 
biological observations, Northeast- - 
ern Pacific albacore, survey__ 641 


biological research of vital phenom- 
ena, importance of use of phys- 


ical and chemical methods, 

ee 993 
biomedical nuclear age problems 

eine lee Ee alae 238 
dynamics of biogeocomplexes, coor- 

dination of research, USSR___ = 912 
nuclear war effects, hearings_—___~- 394 
research, National Science Founda- 

tion activities and grants____ 466 
scientific problems in USSR______~ 961 
aT Sera 868, 


870, 889, 891, 893-894, 901, 904, 
Mtr 926, 930, 932-934, 936, 938, 


using achievements in chemistry 
and physics, USSR study_ 981 
work of Bureau of Medico-Biologi- 
cal Sciences Department, 
Academy of Medical Sciences, 
| Ja Oreo RSS t 855 
Birkenfeld, Germany, high altitude 
traffic control facility, agree- 


men 
Bituminous coal, see Coal. 
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Black Hills, stratigraphy of Inyan 
Kara group formation______~— 
Black Sea, mean level--....-.._-~. 
Blind-made products, schedule__-___ 
Blood, reactive changes, sequence 
under influence of ionizing ra- 
diation, USSR study—- ----~-~ 
Blood pressure, hypertension, health 
information series_.___- ~~~ 
Blowers, industry outivok for 1960 
and review of 1959__---_-__ 
Board of education, see Educational 
boards and departments. 
Board of Regents of Smithsonian In- 
stitution, see Smithsonian In- 
stitution. 
Board of Trustees of Federal Old-Age 
and Survivors Insurance and 


Disability Insurance Trust 
Funds, facts about Federal 
cc SU icetincamtnccid, maubicttibheres 


Boards of review, Judge Advocates 
General, court martial reports, 
holdings and decisions_______ 

Boating, industry outlook for 1960 
and review of 1959 

Boats, see 


Motorboats—Submarine 


boats. 

Bodies (aerodynamics), see Aerody- 
namics. 

Boilers, power, industry, outlook for 


1960 and review of 1959_____ 

Boiling water reactors, see Reactors 
(atomic). 

Bond paper, see Paper. 

Bonds, sold for public school purposes, 
statistics, Oct. 1953—June 
AE SEE eae Ee a ye 

see also Guaranties and sureties. 

Bone marrow, see Marrow. 

Bookkeeping machines, industry, out- 
look for 1960 and review of 
ee a eee 

Books : 

Federal supply schedule__________ 
Soviet literature, reviews, military 
physicians in World War II__ 

Boots and shoes, shoe industry, out- 
look for 1960 and review of 
EIS seem Sy eat 

Boring insects, see 
headed borer. 

Borneo, ROOTROOet, sailing directions, 
I sacle eneaial inlet ites eniieadinleens 

Boundary layer, turbulent, on flat 

plate having stepwise tempera- 

ture distribution, heat transfer 
eR a te 
fiber, industry outlook for 

1960 and review of 1959___ 

Brachiopods, see Khynchonelloid. 

Brain : 

functions, 


California flat- 


Boxes, 


comparison with cyber- 


netic reasoning automats, 
Ben MOOR ccbseceansdadunm 
morphology, changes under influ- 
ence of ionizing radiation, 


EE TREE ee 
see also Cerebral cortex. 
Brakes, automobile air, used for aspi- 
rating air through bacterial 
Ns dotheteicaccinndiie-qrimntess 
surplus agricultural commod- 
Sa eee 
Bread, industry, administered prices, 
SENG, DORPINES.. cnc enenne 
Breeder reactors, see Reactors 
(atomic). 
Brevoortia tyrannus, see Menhaden. 
Bridgeport, Okla., railroad accident__ 
Bridges (electric), see Electric 
bridges. 
Briquets, fuel-briquetting 
United States, 


Brazil, 


plants in 
production, 
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707 
1030 
239 
947 
1275 
286 


490 
283 


245 


518 


to 
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613 
979 


253 


724 


1149 
279 


960 


1007 


945 


1343 


471 


762 





reaete Bay, oceanography, Aug— 
ept. a ae ee 
Brittle fracture, hy drogen-embrittle- 
ment susceptibility of steels 
and nonferrous alloys_______~ 
Brownsville, Ohio, motor vehicle 
accident SS Se et en ee 
Bryansk Region, U.S.S.R.: map pub 


Tes ae ES CL 
measurement of base line 
Budgets, see Budgets 
personal )—also 
countries, ete. 
Budgets (family and personal) : 
city worker's family.__.......... 
USSR, new selective investigation_ 
Building : 
capital construction planning work, 
; Communist China_____-____- 
Communist China’s industry___---~ 
— industry, outlook for 
1960 and review of 1959_____ 
construction, USSR, selected trans- 
EE ee eae 
housing and construction reports, 
housing vacancies__________-_ 
see also Installations (military). 
Building machinery, and equipment 
industry, outlook for 1960 and 
| Re 
Building materials, electrical con- 
struction material industry, 
outlook for 1960 and review of 
 RETGRRE SNE) SRE SS ok 
Buildings, historic, national survey, 
information pamphlet______-~_ 
Bulgaria: 
education, 


(family and 
names of 


comparative statistics, 
* Seer. EE ed 
provincial press summary———--_~~_ 
817, 
selected economic translations____ 


1048 
1017 


800 
S44 
244 
928 
300 


921 
785, 
831, = 39 


879, 882—SS83, 913, 038 
10 


Bulgarian language, guide__________ 

Bulletins, see Farmers’ bulletins— 
also names of departments, 
ete., issuing bulletins—also 
subjects. 

Bur oak, see Oak. 

Burma: 


economic cooperation agreement__ 1348 
special economic assistance, agree- 
| fee RP RET PREC SEES SPOS 1347 
Burning of land, affects follow-up 
chemical control of sprouting 
GL, whiaatitdusdvadbboud 694 
Burns, Robert, 1759, anniversary lec- 
ke Se eae ee ae 1049 
Burns and scalds, burn auto-anti- 
bodies, USSR study_-------- 942 
Business: 
analysis and profit evaluation, 
SS Sa ee 289 
census, 1960, reporting require- 
ments of Federal government, 
preliminary report._._---~--~ 446 
establishing in— 
ES, SRE ST Ra een oe Bee 668 
a a a ee 667 
financing problems, development 
corporations and authorities, 
reports, statutes, ete_ eleaipie 461 
hopes and hazards of 1960 (ad- 
Ee 3873 
Management aids for small manu- 
EEO 1309 
moral issues of growing economy 
0 OS ae OSE es 379 
new horizons in public affairs 
ONS TARY 380 
small business— 
ee 1310-12 
controlling your future______-~-- 1313 
SS a Fae 1309 
ee ae eee 747 
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Entry 

Business—Continued 
small marketers aids_.____---~ 1313-14 
some choices for 1960 (address) —_ 382 


statistics, Federal reserve chart 
book, historical supp., cor- 
SORBED iinentdenccnnd "ee 593 

see also Monopolies. 

Business and Defense Services Admin- 
istration, ER series_____-~_~ 242-287 
t 0] 
PE EE, ....ncisniomaptiivaiaiicmbae 620-623 
Cabbage, insects, control in home 
garden i santiniceasnegiiadnitta ahiagsiaiaagtlatasee 
Cabinets, storage, steel, Federal stand- 
eas eT 597 
see also Filing cabinets. 
Caleulating machines, see Cybernetics. 
California : 

Central Valley, Pacific slope basins, 
compilation of records through 
| Se ree 719 

mtnesal industry, minerals year- 
beok chapter...i......-..<5- 1077 

waste facilities, municipal and in- 
dustrial, 1957 inventory______ 1289 
California flatheaded borer, control, 
tests with DDT foliar sprays_-_ 693 
Camber (aircraft) : 

hydrodynamic effects of adding to 
upper-surface of submerged flat 
plate, investigation___._______ 1150 

Cambria County, Pa., coal, carboniz- 
pen ees 1107 
Campbell, Calif., population, special 
EE Ae ENS IIE 310 
Canada, military relations with U.S. 
pe ae ee es ee 1057 
Cancer: 

genito-urinary tract... --- 1277 

mouth and respiratory tract___ __-_ 1278 

reproductive organs, female______ 1276 

Candling and eartoning eggs at 
onunter niente. .02.J..si oss 123 
Canned foods, see names or classes of 
foods canned. 
Cans, metal, outlook for 1960 and re- 
view of (ares ee ae 275 
Capacitors, ultrathermic, for nuclear 
EE en ae ena E POTEET 179 
Capital Airlines, Inc., accident______ 326 
Carbonization, coal, Cambria County, 
eR aS ie eT eae 1107 
Careers, see Occupations. 
Carload waybill statistics, see Rail- 
roads. 
Carriers, see Air carriers—Motor 
carriers—Water carriers. 
Cartographic aids, examination an- 
nouncement, suspension notice 
ee eae 343 
Cartons, eggs, at country plants____ 123 
Castings: 

ferrous, industry, outlook for 1960 
and review of 1959__________ 249 

titanium. ductile high strength, by 
induction melting______-_-__~_ 1253 

Casualties, see Atomic warfare. 
Cataloging: 

cataloging manual M (series)-_--- 489 

descriptive, Library of Congress 
rules, pictures, designs, ete__. 1050 

Catalogs : 

Armed Forces Institute_____----~ 190 

Army service schools, courses of- 
fered, changes............. 195-196 

copyright entries__............ 485-486 

Smithsonian Institution, profiles of 
time of James Monroe, com- 
memorative exhibition... -- 1316 

standard forms catalog, GSA --_ 617 

Gorevision Gime... .63 2c 100 

Catalysts, evaluation for hydrogen- 
SEINE GROIS CE nccticcecckand 1114 
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Catawba County, N.C., population, 
special census___.-----_____ 
Catfish, fingerling channel, lethal 
oses of several commercial 
Le 
Cattle: 
dehorning, castrating, branding, 
postwar trends in U.S. imports___-_- 
walkways, coastal marsh range con- 
ee 
Cattle ranges, see Range lands. 
Celebes, sailing directions, change___ 
Census, see subjects. 
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Census Bureau, special censuses, lists, 
9 


Entry 
311 


643 


108 
652 


_ ee res 2-31 
Central African Republics, see Africa. . 
Central Institute of Forecasts, prog- 

ress-report session of scientific 

onc, Ulea.............. 987 
Central Radio Propagation Labora- 

tory, CRPL exponential refer- 

ence atmosphere, background 

and development of model____ 1181 
Central States Forest Experiment 

Station: 

SERRITN occtictieéeewee 686-689 
eee eee 690 
Central Valley, surface waters records 
through Sept. 1950__________ 719 
7 Valley roject, American 
River Divisio on, development__ 1298 
Ceramics: 
coatings bonded with aluminum 
hosphate, use for thermal 

nsulation of airframes_____~_ 1134 

 _ |, eee 184 
Cerebral cortex, functional changes 
arising under influence of ion- 

izing radiation USSR study__ 983 
Cerium, extracting equipment and 

process development_________ 1116 
Certificates, see types of certificates, 

or subjects involved. 

Chad Republic, economy, basic data__ 666 
Chambers County, Ala., soil survey_ 1324 
Chamise, control, burning and follow- 

up chemical spraying, results__ 694 
Channel catfish, see Catfish. 

Chaplains, Naval Reserve, guidebook. 1219 

Charleston, * ve phosphate area, 
0S SRS a le 706 

Charter pote ‘Maps and charts—also 
special subjects. 

Chase, Md., aircraft accident___-__- 326 

Chattanooga shale, see Shale. 

Chemical apparatus, Soviet machine 

building, selected translations. 880 
Chemical industries, see Chemicals. 
Chemical solutions, see Solutions. 
Chemical warfare, see Biological war- 

fare. 

Chemical Warfare Laboratories, CWL 

special publications____.___-~-~ 324 
Chemicals : 

and allied products industry out- 
look for 1960 and review of on 
ea a ee 25 
and chemical products, Federal sup- 

SU eee Eee 608 

coal, materials progacre at coke 
plants, U.S., 1948-57__--_-_-~- 1067 
fertilizer industry “outlook for 1960 

and review of 1959_____-_--- 285 
inorganic, facts for Seance Pe 319 
lethal doses for fingerling channel 

et ee 643 

surface compounds and their role 

in adsorption phenomena_-__--_ 209 

see aleo Organic compounds. 

Chemistry : 
meeer’ Fas use in biology, USSR 981 
Soviet “abetracts ahaa eae 869, 872, 876 
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chemistry —Continued — 
istry—Continu 
thermochemistry of samarium___- 1108 
see also Physical chemistry. 
Chesapeake Bay, fisheries, annual 
OS eer 622 
Chicago, Ill, juvenile delinquency 
prevention, community  pro- 
grams, hearings... ------~- 472 
Chicago — North Western Ry., ac- 
I -cinis denicehnieg sacgpilpibaab aan etiiad 763 
Chicago, ja + Island and Pacific RR., 
7 RE A ee 762 
Child Pwo sonoma see Children. 
Child health, see Children. 
Child life, see Children. 
Child study, see Children. 
Children : 
adolescent, school, changes in corti- 
eal dynamics in connection 
with various physical stresses, 
IE CI i cscin nich g ch eattatntipts bile 980 
deaf, qualifications of teachers____ 497 
exceptional, research programs, 
studies in progress______-__-~ 325 
eS programs, studies in prog- on 
see Ba sos enile delinquency. 
China : 
China’s leap backward, critical 
comment from Swiss press__- 786 
Chinese people, historic changes 
“Seen 772 
Communist— 
Anhwei Province, 1958, work re- 
OS SRE EE aa 896 
budgets— 
ae: be Say ee eee a 775 
GS ae 888 
0. eer 835, 924 
ES EC Ts aero 7. 
ETE a 800 
| Ee ee en 769, 792, 836 
education under party guid- 
ET Tae L eit) Fe ad 812 
hydrography of rivers____----~ 915 
industry and raw materials, se- 
lected translations.__._.-_____ 778, 
825, 838, 844 
RR eee eee ee 802 
machine industry___-.---~--~-~~ 778 
minorities, translations-_____-~ 807 
political and sociological selected 
eee » 937 
psychology, selected  transla- 
a eee LETT 795 
silk cubestey leadisidhalestashcsceielichiltnilicuh told aot 906 
social commodities, market re- 
search and retail sales_____-— 801 
social contradictions, solving___ 886 
Sungari River drainage basin___ 903 
translations from Hung Ch'i 
(periodical) __-__ 781, 791, 834, 843 
Treaties of People’s Republic, 
1957-58, v. 6-7, table of con- 
| ERE SS Te ee Fe 779 
water conservancy— 
outlook for development in 
Po Pl eLeee 914 
progress selected articles____ 803 
techniques and progress, trans- 
SS Saas 6D eae Fee 804 
Wuhan People’s Council, work 
CERNE eee Te 841 
Yen-pien Korean Autonomous 
Choa, economic geography_--- 909 
loan of vessels, agreement____-~~ 1361 
meteorological conference on long- 
range weather forcasting____ 969 
People’s Republic, conditions in 
southwest Dzungaria___---~_~_ 850 
physical and economic geography, 
Huai Ho Basin plan, transla- 
Pe cinnunnbatiaecietdbaaiands 774 
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China—Continued 


Republic, sale of excess military 
property in Taiwan, agree- 
Se eae 1344 

socialist revolution, victories_____ 814 

Chinese language, guide________--~--~ 41 

Chlorides. rare-earth solutions, prep- 

Ra titiitstninbadiiteniarciibvntsints 1117 

Choctaw National Wildlife Refuge, 

land acquisition at Jackson 

lock and dam navigation proj- 

ect, 230., DBORTIBssncccnccnn 449 
Chrysanthemums, growing in home 

I eh dietetics emit 113 
Church leadership and low income 

rural people (notes) -- ~~~ 105 
Cipher and telegraph codes, statis- 

tical coding problems, USSR 

conference report... .-.... 919 
Circuits, see Electronic circ uits. 
Circulars, see names of departments, 

ete., issuing circunlars—also 

subjects. 

Cities and towns, metropolitan area 

and city size patterns of man- 
ufacturing industries, 1954___ 240 
see also subjects. 

Citizenship, Federal textbook on citi- 

i isihtetsntin uaeecitanebomends 726-736 

City planners, examination announce- 

ment, amendment___._-~-_-- 345 

Civil aeronautics, see Aeronautics. 

Civil air regulations, see Aeronautics. 

Civil aircraft, see Aircraft. 

Civil and Defense Mobilization Office : 
Ree aree 340 
supergrade positions, civil service 

laws applicability__.._.._.--~- 035 

Civil aviation, see Aeronautics. 

Civil defense, see Civilian defense. 

Civil rights, voting, hearings before 

Commission on Civil Rights__ 342 

Civil Rights Commission, hearings 

stl eee 342 
Civil service : 
examination announcements— 
auditor, internal and contract__ 351 
cartographic aid, suspension no- 
tice, amendment—___.__...-.. 343 
city planner, amendment—__- ~~ 345 
clerks (males only)--~---~----- 352 
ae aticth itetinpaicetenenen 353-354 
flight operations and airworthi- 
ness inspector, amendment—__ 346 
immigration patrol inspector, 
|e ie SAA RAS S. eet etaeaa 344 
a 347, 349 
operations research analyst, 
CS TT TROT ITC 348 
pharmacy resident, discontinu- 
aE Rall Bek Ree ES EaB A 355 
stenographers and typists____ 361, 364 
discontinuance notice___-_--~~ 356 
SE Ciena conncas 350 
National Park Service___-_-_- 357 
ene Rand ER ER 362 
valuation engineer (mining), 
suspension notice___ ~~ ap sl 363 
laws, applicability to supergrade 
positions in Office of Civil and 
Defense Mobilization_____~-~--~ 1035 
professional positions, require- 
A Ee 358 
see also Government officials and 
employees. 

Civil Service Commission, pamphlet_ 360 

Civilian defense : 
civil effects exercise, test opera- 

EE A PRR EE 219 
national plan— 
biological and chemical warfare 
SES CAs TE 335 
directed movement for evacua- 
ee ee 330 
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Entry 


emergency welfare-__-------_- 332 
explosive ordnance reconnais- 
he ERLE ETE EET EG 833 
RNS HTT Ce 
rad.vlogical defense_..._------— 334 
review, tests and inspection____ 339 
training and edueation in civil 
defense and defense mobiliza- 
ee ed ee a 338 
qpapemertaties.... .. .ccodcutisncand 837 
warning of attack... -... 331 
over-all problem of civil defense 
and survival (addresses) — 329, 341 
Civilian employees, see Government 
officials and employees. 
Claims, Federal agencies, general pro- 
oe GAO guidance man- 
PE RSE el Te) SE a a 701 
Classifie: ition: 
engineering soil, for residential de- 
EE 5 RIE 577 
personnel, Navy enlisted classifica- 
tion codes, manual___._---__ 1220 
see also Government officials and 
employees. 
Classification bulletin, Patent Office. 1257 
Classification tests, see Aptitude tests. 
Cleaning compounds, synthetic deter- 
gents, test method standard, 
NE TT PROCES? 615 
Clerks, males only, examination an- 
EES EL 352 
Climate: 
climatography— 
EE es eee cas oes ke 1380 
SR icin dasahaiiem essa ch thievonibigsaatiel 1381 
PR eA 1382 
EE as eS PS 1383 
pO RES ae ea 1384 
we, eae 1385 
SE EE EAs 1386 
Mhete: Tileet 1387 
United State climates’ of 
ee a 880-88 
gE aE Ie EE RS Oe SESEE 13 
Climax Uranium Co., mining meth- 
oi ae Getto oa 1063 
Clothespins, spring, Tariff Commis- 
eee Dae. ee 1369 
Clouds, formation under influence of 
mixing air masses, USSR 
a 963 
Clyde, N.Y., railroad accident______ 764 
Coagulation, aerosols, effect of acous- 
tical flows, USSR study__---__ 1016 
Coal: 
bituminous, and lignite, minerals 
yearbook chapter____________ 1061 
ecarbonizing properties, Cambria 
Se. i Eee a 1107 
chemical materials produced at coke 
plants in U.S., 1947-48__._._._. 1067 
kerosine flotation, semicommercial 
studies of cell performance__. 1111 
Pennsylvania anthracite distribu- 
tion, coal year Apr. 1, 1958— 
SR eee 1095 
see also Lignite. 
Coal mines and mining, strip, trees for 
panting, Tilleesu uuu. 690 
Coalition warfare, strategic planning, 
ll, | ners 1058 
Coast and Geodetic Survey : 
magnetograms MHV series____~ 365-367 
technical bulletins___......___- 368-369 
Coating materials, high temperature 
coatings for chromium hot 
work tool steels__........ 182 
see also Ceramics. 
Cobalt deposits, Puerto Rico_______ 1113 
Cochlear microphonies, see Micro- 
phonics. 
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En 
Code of Federal regulations, see for 7 
titles, chapters, ete., of the 
code printed separately, sub- 
ject involved. 
Codes, see Codes of law—also sub- 
jects. 
Codes of law: 
United States— 
ae oe 390 
i AIA SE 390 
Coins, commemorative, issuance cam- 
es ee 406 
Coke : 
coal-chemical materials produced at 
plants in U.S., 1948—57______ 1067 
plants - United States, Dec. 31, 
gan as dina Sledoseh Gm-cacth-enas-<n esgtemn cet anem 1070 
Colace, ace Dioctyl sodium sulfosuc- 
cinate. 
Coldwater River, Arkabutla Dam and 
a general information, 
se amnih-aeteeersnapmpanr>apdoteamuseeth @nenxp-apn 1120 
Collecting of accounts, improving, 
ne, Te 1314 
Collective bargaining : 
agreements, company pay for time 
spent on union business— 
departmental edition_______-__ 1045 
document edition_____________ 430 
Colleges and universities : 
American, foreign area study pro- 
Ma Rl eee: Ge. Ts RES 1325 
curriculums, organized occupa- 
tional, enrollments, ete______ 502 
earned degrees to 1969-70________ 516 
enrollment, fall 1959_._._________ 515 
faculty, ete., in institutions of 
higher education_________-__ 510 
resident, extension, and other en- 
rollments, Ist term, 1957—58__ 517 
see also Dissertations (academic). 
Colorado: 
agricultural conservation  hand- 
RR RR SE ES See ee 48 
minerals industry, minerals year- 
Fee PEE Aes 1078 
waste facilities, municipal and in- 
dustrial, 1957 inventory______ 1288 
Colorado National Monument, general 
ee eae 1196 
Colorado Plateau : 
uranium ores, geochemistry and 
SN pens s5k 714 
uranium underground mining, Cli- 
max Uranium Co., methods and 
- OE RS SSS 1063 
Columbium, removal from tantalum 
by ion exchange method, USSR 
study er ew ee ae 973 
Combustion, heterogeneous, of multi- 
component fnels_._____----__ 1162 
Commemorative coins, see Coins. 
Commemorative stamps, see Postage 
stamps. 
Commerce : 
East-West trade, national policy 
Deller (remarks) .........<.. 386 
foreign agricultural trade, fiscal 
year 1958—659_.........._. 655-656 
foreign trade— 
importance to U.S. and Connecti- 
Ea EC a 377 
statistics, country designation, 
code classification________~- 323 
SS ee 320 
total eoers and import trade of 682 
United States trade with— - 
major world areas___.______-___ 685 
re ee 680 
waterborne— 
domestic movement of selected 
commodities, 1956__..________ 316 
foreign, Great Lakes area______ 322 
United States, 1958_______-_ 532-533 
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P P Entry 

erce—Continue 

ar trade balance sheet (ad- 
SRD cas. dnsedlilid sethantes 385 

world trade information service— 
economic report8 -.--.-.---~. 666-668 
operations reports --------~-- 669-678 
statistical reports__...-.--.. 679-655 
world trade review, Oct. 1959_--_ 681 
see also names of countries and 
places. 

Commerce Department, scientific in- 
formation activities _.___--__ 1210 

Commercial fisheries, see Fish and 
fisheries. 

Commercial Fisheries Bureau, op- 
erations under  Saltonstall- 
Kennedy act, report of Secre- 
tary of Interior, 1958_..---~-- 635 


Commercial products: 
Communist China, market research 
Se PO eae 801 
free and dutiable goods, imports 
and average rates of duty, 


Deiat in nteeediacwme 679 
import duties, 1960_._..-..-..-_-. 323 
puptte Bulaete 4.58. ccwnne 320 


selected commodities, domestic 
movement in U.S., waterborne 
ee” a ee 316 
Commercial standards, see Standards 
and standardization. 
Commercial treaties, trade agree- 
ments escape clause investiga- 
tions, outcome or current 
status of applications filed 
with Tariff Commission_____~ 
Commission for Exchange of Students 
and Professors between United 
States and United Arab Re- 
publie, establishment agree- 
BD nin a eatennbehanaentbinin 
Commissions : 
administrative process problems, 
EEE EIS ae 440 
legislative proposals of Union 
Soviet and nationalities Soviet 
of Supreme Soviet, USSR__-- 833 
Commod:. ies, see Agricultural prod- 
uety —Commercial products. 
Commodity Credit Corporation, audit 


1367 


1349 


Pan OUt, - SBR aisike ndiccebwin 421 
Communications : 
act of 1934, amend, hearings____~ 470 
equipmeut, Federal supply sched- 
ic ili he nich dsceinlsann ietiMpengtitnniiends 604 
equipment industry outiook for 
1960 and review of 1959__-_ 259 


see alao Radio communications— 
Telegraph — Telephone — Wire 


communication. 
Communism : 
Chinese, translations from Hung 
Ditech. it. suuniandum 781, 791, 843 
education under party guidance in 
Communist China_..---_-+-- 812 
historical experience of CPSU 
struggle for victory, USSR 
SN © aid aihcid eemineneimedin 787 
international developments, selected 
eee 794, 845 
material and cultural benefits, dis- 
tribution among people_______ 810 
party ideological work in North 
Korea, intensification. -__--_~ 822 
period of expanded building in 


USSR development of intrana- 


ae rae 813 
scope of Soviet activity in U.S. 

investigation report, 1958__-- 475 
silk in Communist China___--- __ 906 
supporters, denial of passports____ 467 
USSR program, editorial.__...____ 995 
USSR reconstruction of life on 


communist principles___..___ 809 
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Entry 
Communist China, see China. 
Communist Party of Soviet Union: 
details about delegates, question- 
naires, meetings, press criti- 
| mht RET OE Ree EF | 788 
party’s struggle for victory of so- 
cialism and communism, his- 
torical experience... __---_ 787 
socialist legality guiding principle 
in activities of organs of state 
I he iki mialins aude 798 
Community development programs, 
employment activities_______- 521 
Community organization for employ- 
ment development_____-_~--__ 521 
Community surveys, wages, 1948— 
PSS RE Es Ea Free 1046 
Compacts (interstate), see Interstate 
agreements. 
Competition, textile industry______-_ 137 
see also Monopolies. 
Compounds, radioactive, absorption 
on surface wounds, USSR 
I cceh deities aidan pe tisbvenis hte 949 
see also names or classes of com- 
pounds, or purposes for which 
used. 
Compressors : 
industry outlook for 1960 and re- 
Sf: SR tee 286 
reciprocating, power driven, 100 
CFM M3 (E35), Marine Corps 
technical manual____-____-~~ 1052 
Computers : 
and cybernetics in USSR___-----~ 884 
vertical adjustment of instrument 
aerotriangulation by computa- 
6g eee 369 
see also Electronic computers. 
Computing machines, see Cybernetics. 
Condensed milk, see Milk. 
Conferences, congresses, etc., see sub- 
jects of conferences. 
Congo, Republic, economy, basic data_ 666 
Congress of United States: 
legislative record, 6th Cong., 1st 
sess. and review, 84th, 85th, 
and 86th Congresses____-~--~-~ 458 
President’s request for appropria- 
tions and obligational author- 
ity, congressional action_____— 460 
Republican report, 18t session, 86th 
Congress, summaries of major 
aL La ES OSE 459 
Congressional districts, establish 
standards, hearings_____--~~-~ 441 
Congressional serial set___.____-~-- 391-392 
Connecticut : 
agricultural conservation program 
es i aad 49 
importance of foreign trade (re- 
WINE) ...ceius ic sees 377 
waste facilities, municipal and in- 
dustrial, 1957 inventory__- _— 1281 
Connecticut River, contributions to 
New York-New Jersey shad 
OO act biedadiceccbiolins 631 
Conscription, selective service act, 
Gees acl tei as Sewthon 409 
Conservation, see subjects. 
Conservation farming, see Soil con- 
servation. 
Constipation, submariners during pro- 
longed snorkel cruise, efficacy 
of diecty] sodium = sulfosue- 
cinate (Colace) in control__.. 1054 
Constitution of United States: 
our Constitution lives and grows— 
citizenship reader _..__--_---~ 734-735 
Federal textbook _......._--- 733, 736 
Constructive use of leisure (address) — 374 
Consumers : 
canned fish purchases___-________ 634 
price index, city worker’s family 
re Pere ete 1048 
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Consumers—Continued 
purchases of nonfat dry milk, ef- 
fect on purchases of fresh 


milk, evaporated milk, filed 
RR Ea. TEN 
Construction, see Building. 
Construction machinery, see Builditg 
machinery. 
Construction materials, see Building 
materials. 
Consumption (economics), see names 
or classes of commodities. 
Containers, glass, industry outlook for 
1960 and review of 1959__-__ 
Contamination, bacterial, of air in 
closed-type living quarters, 
DE GROG nnccnnsittinatine 
Contractors, see Government con- 
tracts. 
Control (aircraft), see Aircraft. 
Control systems, optimal, transient 
processes, USSR study__----- 
Control tower operators, see Airport 
control tower operators. 
Controls (aireraft), see Aircraft. 
Coolants: 
organic reactor— 
circulating loops for testing, 
survey and status... _--- 
EE SS epee 
Cooling, film, correlation of data for 
heating or roe | adiabatic 
wall by tangential injection of 
gases, use of theoretical flow 
NE aes anor eee eens 


see also Farmers’ cooperative or- 
ganizations—also names of 
commodities. 
Copper : 
eposits, Park County, Colo_____- 
open-pit mining methods— 
oy mine, Yavapai County, 
EEE SETH Tae 
Morenci branch, Phelps Dodge 
Corp., Greenlee County, Ariz__ 
Copyright : 


catalog of copyright ete —- 


decisions of courts, 1957-58___-_-_ 
Copyright Office, bulletin_______--_ 
Corn, irrigating in humid regions___— 
Coronary arteries, disease__._______ 
Corporations, income tax returns, 

statistics, 1957-58__..--____ 
Correlation (statistics) : 
multiple, in forecasting seasonal 
2 RE a ee ae 
Corrosion and anticorrosives, metals 


Cost, see subjects. 
Cost and standard of living: 
conditions in— 
I ick th tissicienincinsinenbrimabtsaciihdtiinds 


Cotton: 
fiber and yarns, fiber and processing 
test results, 1959 crops______ 
methods of selling for export_____ 
statistics and related date________ 
textile industry, industrial waste 


Council of Economie Advisors, estab- 
lishment, text of act____---_ 

Couplings, hose, including fire-hose 
coupling threads, standard___ 

Court of Claims, cases, decided Jan. 
1-Mar. 31, 1958 

Court of Customs and Patent Appeals, 
cases adjudged, customs cases_ 

Court of Military Appeals, court- 
martial reports, holdings and 
RITE CCT we: CT REE 

Courts, see Courts of United States— 
also names of courts. 
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270 


951 


900 


215 
216 


1142 
539 


708 


1068 
1064 


48 


110 
1274 


746 














Entr 
Courts martial and courts of inquiry, / 
Judge Advocates General 
boards of review and court of 
Military Appeals reports, hold- 
ings and decisions.._._.____ 490 
Courts of United States: 
copyright decisions, 1957-58______ 484 
BARGRCOKRS. 66-2 i -.-. 426 
Cows, oa. milk production by 
incinisiatipivenapsteangsciiapes tanga tl 84 
CPSU, see Communist Party of Soviet 
Union. 
Cracking plants, see Petroleum re- 
fineries. 
Cream, sour, market potential study 
in Des Moines, Iowa__--____ 125 
Credit selling, see Sales. 
Croatian language, see Serbo-Croatian 
language. 
Crops: 
on saline soils, availability of 
water____ oti a 
reports, content and dates of re- 
oS aaa 80 
see also names of crops. 
Crossett Experimental Forest, timber 
management, 18 years of selec- 
ial acoscmncitienminestntdivebenndictahds sede 136 
CRPL, see Central Radio Propagation 
Laboratory. 
Crystallography, crystal growth 
theory, USSR study______-__ 955 
Crystals : 
growth facility, design study_____ 142 
growth processes___.__._._-____ 142 
quartz, mineral facts and problems. 1102 
see also Crystallography. 
eR ES 1 Se ee eee 241 
Culture: 
Americas, United States National 
Commission for UNESCO___. 1326 
cultural diplomacy, development, 
a a ee 1335 
cultural relations, agreement with 
Se ae een 1363 
influence on children, research pro- 
grams, studies in progress_._.. 325 
international information and cul- 
ers 1335 
North Vietnam, progress._________ 830 
Currency, see Money. 
Current fishery statistics, C. F. S. 
ee - 620-623 
Current relays, see Electric relays. 
Curriculum : 
American universities, area study 
Lee Oe 1325 
general-curriculum school students, 
methodology of ee 
characteristics and evaluation, 
.  " serene 970 
organized occupational, at institu- 
tions of higher education, en- 
rollments, ete.__.-______-____ 502 
Customs, see Tariff. 
Customs districts : 
code classification, schedule D____ 323 
STII TRI i osecntneseo- sec eesneocnes 320 
Cutting, classification bulletin______ 1257 
CWL special publications__.....____ 324 
Cybernetics: 
and computers in USSR____---_--- 884 
man and machine, philosophical 
AE os cthecensseccstsnendnadicacenes 884 
problems, discussion by Academy of 
Sciences Kazakh SSR, USSR 
EE RS ee 829 
reasoning automats, activities, com- 
parison with brain functions_— 960 
transportation and transport con- 
struction, conference on use, 
USSR ~ 1010 
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lones : 
CotLUnion conference on theory of 
pressure variations and proc- 


esses and genesis, USSR study_ 
movement, effect of advection of 
different layers of atmosphere, 
NS MR thea lenchctuniduedeipibideanie 
North Atlantic, 1886- 
Cylinders, flow over spiked-nose hemi- 
sphere-cylinder at Mach num- 
ff 3 | ker ieeada, 
Czech language, guide______--______ 
Czechoslovakia : 
provincial press summary__-_____~_ 


922, 927, 929, 


scientific research, medical research 
and manpower organizations__ 
selected economic translations___-_ 


Entry 


968 


976 
1391 


885, 
939 


1020 
874 


879, 882, 907, 913, 935 


Dairy industry, see Dairying. 
Dairying: 
integrated operations through 
farmer cooperatives_________ 
plant equipment industry outlook 
for 1960 and review of 1959_ 

Damping, flapwise bending modes of 
2-blade rotors in hovering, 
dynamic-model investigation__ 

Danish language, guide____________ 

Data, see subjects. 

Data processing, see Electronic data 
processing systems. 

Data storage and retrieval systems, 
see Information storage and 
retrieval systems. 

Dates (fruit) : 

domestic, marketing, packinghouse 
practices and costs________-_-_ 
ly a aa 

DDT, sprays, control of California 
flatheaded borer_____------- 

Deaf, children, teachers qualifications, 


SS eee eee 

Debt, see Public debt. 

Decisions, see Courts of United 
States—also names of courts, 
ete., rendering decisions—also 
subjects. 

Spnepeiiens of honor, laws, compila- 
ERE a a A eS gin 

Defense, see Civilian defense—Na- 
tional defense. 

Defense Department : 

cataloging manual M (series) __---~ 


127 
103 


693 
497 
595 


Fe eee 189-190 


officers, entertainment furnished 
by Martin Company, hearings— 
scientific and astronautic research, 
I scant al eeeeeesmmiiscoee 
Degrees (colleges, universities, etc.) : 
earned to 1969-70__________-__-__- 
Dehydrated food, see names or classes 
of foods dehydrated. 
Delaware : 
agricultural 


dustrial, 1957 inventory___-~ 
Demand, see Supply and demand. 
Democracy, relation to mental health, 
USSR review of book by J 
Ai RAR Ole 8S 5 eke 
Denial and probation orders affecting 
export privileges................... 
Denmark, establishing business___~-~ 
Departure trajectories for interplane- 
= eee 
Derivation and tabulation of molecu- 
ee 
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Designs (decorative) : 
descriptive cataloging rules, Li- 
brary of Congress___________ 
Designs (industrial) : 
work accomplished by use of auto- 
matic digital computers, USSR 
EEE RRR EAs Sie 
Des Moines. Iowa, sour cream, mar- 
ket potential study__________ 
De Soto County, Miss., soil survey___ 
Destroyers (warships) : 
loan to China, agreement________ 
Detergents, see Cleaning compounds. 
Determination of level of maximum 
wind velocities in various 
parts of jet streams, USSR___ 
Detonations, see Nuclear explosions. 
Development and operation of experi- 
mental, entrained-solids, oil- 
i, ee 
Development _ credit corporations, 
State and local activities, re- 
ports, statutes, ete......_._ 
Development Loan Fund, audit re- 
33 TRE cis 
Devices, operational reliability in 
automatic systems, quantita- 
tive estimation, USSR study_ 
Diammonium phosphate, fertilizer, 
planted yellow-poplar re- 
SEN Ee NE TE eee 
Dictionaries : 
oo EL 
Federal supply schedule__________ 
naval fighting ships__..._______~- 
Dielectrics : 
constant, effect on characteristics 
of plane electromagnetic waves 
in nonmagnetic conductive 
REESE Ns ae eee 
method, in evaluating soy- 


Diesel engines : 
General Motors model 278 & 278A, 
progressive maintenance pro- 
RESON 6 aes ce 
industry, outlook for 1960 and re- 
, eS eS ee 
Diet, see Food. 
Dietaries, see Food. 
Digests, see subjects. 
Digital computers, see Electronic com- 
puters. 
Digitalized pickoff display 


Dille, Ohio, railroad accident. ~~ 
Dioctyl sodium sulfosuccinate, effi- 
cacy in control of constipation 
of submariners during pro- 


Diplomacy : 
PO Aes 
cultural diplomacy, development, 
Sy. Sina canenenesmnmnion 
Directories : 
community wage surveys, 1948— 
co <_ eee 
education, 1959-60— 
counties and. cities___.__--_.-- 
Federal Government and 
I icennengutckieenpedeme 
labor organizations, Europe__.-_- 
telephone, Senate, Oct. 1959____~ 
Disability insurance: 
fact boo 
reek GD, Bi iirteenccceenca= 
Disasters, emergency welfare, na- 
tional plan, registration and 
OS ee eee 
Disbursing officers, Navy disbursing 
system, comptroller man- 
See ee 
Disbursing offices, Navy disbursing 


Entry 


1050 


916 


125 
1320 


1361 


964 


1054 
865 
1335 


1244-45 


system, comptroller manual. 1244—45 
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Entry 
Diseases, pathogens, accelerated de- 
tection by fluorescent = anti- 
body method, USSR study — 944 
see alao Diseases of animals—also 
hames or classes of diseases. 
Diseases of animals: 
farm animals, Soviet abstracts_t 904, 930 
sce also names of diseases or ani- 
mals affected. 
Disposal of refuse, see Refuse. 
Dissertations (academic) : 
for degrees in science and engineer- 
ing defended at USSR educa- 





tional institutions, list___-~_~ 856, 
861, 867, 1015 
District of Columbia : 
banks, abstract of reports_____-__ 388 
home rule, hearings_.___..__-__-__ 435 
metropolitan area 
mass transit compact, hearings__ 442 
stenographer and typist examina- 
tion announcement. _----- 364 
schools, payment of tuition of non- 
residents, hearing.........._ 436 


Square 59. acquisition by GSA for 
headquarters’ site for Pan 


American Health Organiza- 
PE ree Oe Eee 448 

transportation in region, financial 
and organizational, repert___- 483 

waste facilities, municipal and in- 
dustrial. 1957 inventory__--- 1283 

District of Columbia Committee, 
Meuse, heartnge........... 435-436 
Divers, diving manual___.---_____ 1307-8 


Dividends, see Stocks. 
Doctors, see Physicians. 
Documents Office, see Public Docu- 
ments Division. 
DOD, see Defense Department. 
Dollars, must we debase the dollar? 
a eT 594 
Dosimetry : 
gamma ray, total exposure levels 
OF See 1183 
radium and mesothorium poison- 


characteristics at subsonic speeds 
and Mach number 1.9 of lift- 
ing circular eylinder with fine- 
> | 2 ae 1154 
characteristics of swept-wing, mul- 
tijet, transport-type airplane, 
flight investigation_________ 1125 
Drain pipe. see Pipe and pipe fittings. 
Drawing instruments, see Pantograph. 


Drugs, pharmacology, Soviet  ab- 
ahaa ies senna ate tae 893 
Drying. see names of substances 
drye 


Ducks, managing farm fields, wet- 
lands, and waters for wild 
ducks in the South__-..--_--_ 111 

Dutch language, guide_____________ 22 

Duties, see Tariff. 

Dwellings, see Housing. 

Dynamics, cortical, changes among 
school children in connection 
with various physical stresses, 


ft ~ "arresting 980 
Dzungaria. China: 
geographical observations________ 849 
southwest, hydrological condi- 
a ae eo ee 850 
BE 


Eagle Picher Co., mining methods and 
PSS, 1069 
Far. middle. non-acoustical functions. 1055 
Earths, see Rare earths. 
East (Far East): 
Far Eastern series___.....-._- 1331-33 
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Fast (Middle East) : Botey 
Near and Middle Eastern series__ 1336-38 
East (Near East) : 
Near and Middle Eastern series__ 1336-38 
United States trade____--_-______ 680 
East Coast, see Atlantic Coast. 
East Germany. see Germany. 
East-West trade, see Commerce. 
Eating places, see Restaurants, lunch 
rooms, ete. 
Ecology, dynamics of  biogeocom- 
plexes, coordination of research, 
te ee RA 962 
Economic assistance, see Foreign aid. 
Economic conditions : 
business hopes and hazards of 1960 


I da caitcinctacancemmenrennintd Antenetse 373 
economics growth, future opportu- 
4 eee 376 


effects of monopolistic and quasi- 
monopolistic practices, hear- 


free world economic growth through 
expanding private investment. 1330 
influence on children, research pro- 


¢rams, stuaies in progress. __ 325 
money supply and debt management 
relationship, hearings________ 399 
mutual security program impact, 
I ot inarsatinninivtreowititescesraiae 1364 
problems of Navajo Indians_______ 73 
some choices for 1960 (address) __ 382 
stabilization, constructive sugges- 
tions for obtaining, hearings. 399 


United States, comparison with So- 
viet economies, papers sub- 
mitted in subcommittee study_ 397 
world trade information service__ 666—668 
see also names of countries, States, 
ete. 
Economic cooperation, see Foreign 
aid-——also names of countries 
with which agreements are 


made. 
Economic Joint Committee: 
act establishing and rules_________ 398 
rae 397-403 
Economic policy, see Inflation (fi- 
nance). 
Eeonomiecs, economic reports_____~— 242-287 
Editorial. communism and_ science, 
SPIN acnncrenshiabaveiddiseintnchtbansihiaaateeins 95 
Education : 
"as are 494-495 
Bulgarian, comparative statistics, 
MII ccincesontpassideantetndinantnindinciticsteian 821 
Communist China, under party 
eden 812 
directory, 1959-60— 
counties and cities.._._™_........ 508 
Federal Government and States_ 507 
Germany, Soviet Zone____.-___-_ 498 
international exchange programs— 
ET 1335 
teacher development program, 
1958-59, report.__.......... 513 
national defense act of 1958, guide. 512 
North Vietnam, progress____---~~ 830 
PACAF basic bibliographies_______ 162 
problems of Navajo Indians____--~ 738 
process, children, research pro- ‘“ 
grams, studies in progress__-_~ 325 
public. rising costs, analysis_____~— 401 
statistical summary, 1955-56_____ 494 
writers’ handbook for development 
of educational materials_____ 496 
see also Culture—military educa- 
tion—Teaching. 
Edueation by television, see Television. 
Dducation Office : 
bulletins 1959 series_....._.___ 496-499 
bulletins 1960 series__...._._ ~~ 500-501 
"ele A Ne DEE ie 502-506 
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Educational boards and departments, 
local school boards of educa- 
tion, statutory basis for admin- 
istrative and specialized serv- 
aes 

Educational institutions, see Colleges 
and universities. 

Educational teleguide____------~-_- 


Eggs : 
eandling and cartoning at country 


Sg as 
demand, supply, and price struc- 
0 SER Sa a ee eee ee 
Egypt, international trade history 
EE ES Ee 


Elaeagnus, see Autumn olive. 
Elastic scattering of alpha particles 
by N-15 (thesis) 
Elasticity, statics of thin-walled elas- 
RR FETE She AR 
Electric apparatus and appliances: 
electrical construction material in- 
dustry, outlook for 1960 and 
SOG GE We tittin tattinnka 
equipment components, Federal sup- 
Be ee es 
equipment industry outlook for 1960 
and review of 1959____--___ 
Electric bridges, resistance diode 
bridge circuit for temperature 
Oe 3. +o etinnecowaseene 
Electric equipment, see Electric ap- 
paratus and appliances. 
Blectric fans: 
circulating, bracket and desk-type, 
Federal standard___--...-__. 
industry outlook for 1960 and re- 
Sk EE 
Electric generators, nuclear, analysis 
of cylindrical electrode con- 
ROE OIE ALA DA 
see also Electric power plants. 
Electric lines, electrical transmission 
and distribution equipment in- 
dustry outlook for 1960 and 
gf fe er 
Electric motors, international move- 
hi, 
Electric power plants : 
steam-electric plants, construction 
costs and production expenses_ 
water conditioning systems, design 
fl ee 
Electric relays, circuits, logic machine 
designed for analysis, USSR 
ee ae ae ee 
Electric resistance : 
resistance diode bridge circuit for 
temperature control____- ~~~ 
use in study of polymerization of 
thermosetting resins_____-_-~_ 
Electric waves: 
interaction between electromagnetic 
waves and flames, theoretical 
plots of absorption, phase shift, 
Gnd PemeetieR.. co saindconcsetae 
plane, effect of dielectric constant 
in nonmagnetic conductive 
| are e See ae ee 
propagation measurements of atmos- 
pheric absorption of electro- 
magnetic radiation in millime- 
ORR lis hatte chimcitdndion 
Electricity : 
Federal power act, Nov. 1, 1959____ 
national electric rate book___--~ 
power generation and distribution 
at naval shore activities______ 
see also headings beginning Electric 
and Electro. 
Electrodes : 
cylindrical, direct nuclear electro- 
Gace analysis of configura- 
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Entry 


519 
509 


123 
135 
371 


220 


211 


260 
605 
271 


1184 


598 
286 


144 


267 
290 


582 
1397 


918 


1184 
1250 


1238 


1236 


583 


585-589 


1397 





Electrodes—Continued 
selection for welded structures op- 
erating under low-temperature 


Entry 


conditions, USSR study____-_ 846 
Electrolysis, molten media using solu- 
ble anodes for production of 
titanium, USSR study___---_ 1013 
Electromagnetic waves, see Electric 
waves. 
Electronic calculators, see Cybernet- 
cs. 
Electronic circuits, Navy aeronautical 
equipment, handbook, supp_--- 1 
Electronic computers : 
digital— 
automatic, use for design work, 
|. Fo ee eee 916 
mathematics, multivariate inter- 
OT TTS ST See ae 178 
output device using magnetic fer- 
rite elements, USSR study __. 824 
Electronic data processing systems, 
digitalized pickoff display 
a ERE ae 1228 
Electronic equipment : 
components, Federal supply sched- 
© RASS Eas ee ea 605 
environmental requirements guide 
for component parts_________ 491 
Electronic technicians, aviation, 3&2, 
Navy training courses_______ 1214 
Electronics, solid state and gaseous 
processes, investigation and 
SER a Eee 142-143 
Electrons, fast, energy dissipation, 
calculations and tabulations, 
i ccnicicekstmsnnicgainendiinaiaian 180 
Elliptic integrals, see Mathematics. 
El Morro National Monument, general 
eae 1197 
FE a aa 526-528 
Embrittlement, see Brittle fracture. 
Employee training, on-the-job train- 
fe Se ae 161 
Employees, reports required, labor- 
management reporting and 
disclosure act of 1959________ 1036 
see also Government officials and 
employees. 
Employment: 
 -f yy . i . eee 398 
community organization for devel- 
SEES SEE TERS 521 
Federal— 
civilian, post-Korean War, 1954— 
Se eee eens 454 
requirements for professional po- 
SOE eee 358 
supergrade positions, civil service 
laws applicability._._.c.___ - 1035 
growth and price levels— 
TE a a ene were 399 
ee 401-404 
mentally retarded youth, prepara- 
oe Ee ae 99 
scientists, distribution by field, etc., 
Sie FE eee 1208 
wage increases, etc., effect upon, 
EERE Pe er! 399 
youth and school enrollment trend 
EES SE ee eee 1042 
see also Occupations. 
Employment Security Bureau, BES 
ENG ATES CSP ea eee aes 521-522 
Endocrinology, clinical laboratory 
ee erase 1217 
Energy, see Atomic energy. 
Energy resources and_ technology, 
ETE 400 
Enforcement of law, see Law enforce- 
ment. 
Engineering : 
degrees defended by USSR educa- 
tional institutions, disserta- 


Geet, Met. .unune 


856, 861, 867, 1015 
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Kutry 
Engineering—Continued 
engineering monographs_._._-.-~- 1299 
facilities, planning, design, ete., in 
re eee 1400 
soil classification for residential de- 
its ett cstvcktnntatimeidics 577 
Soviet, rocket, selected tranfla- 
EE Ea | 1022 
specialists, BuShips duty and field 
duty, training manual____-___ 1215 
Engineering and design, manual__ 526-527 
Engineers, Soviet, biographical 
CN RE TTT. 1014 
see also Highway bridge engi- 
neers—Highway engineers— 
Public Roads Bureau. 
Engineers Corps, Army : 
development of water resources in 
EE AIRE ERT ERE EE 531 
IS fod ita tae cheat cdadi imide 526-528 
Engines, see Diesel engines—Engines 
(aireraft). 
Engines (aircraft) : 
airworthiness, civil aeronautics 
NS ea 547 
turbojet— 
effect on inlet total-pressure dis- 
tortions in compressible fluid. 1140 
static tests of external-flow jet- 
augmented flap test bed____~ 1141 


see also Rockets. 
England, see Great Britain. 
English language, naturalization can- 
didates, home study course. 726—728 
Enlisted personnel, see Army. 
Enrollment, see Colleges and univer- 
sities. 
Envelopes, stamped, history_____~-~~ 
Environment, electronic component 
parts, requirements guide____ 491 
Environmental hygiene, see Hygiene. 
Ephemerides, Zinger’s pairs, for de- 
Co ee 
Epidemics, Soviet army and navy, 
antiepidemiec and _ hygienic 
CE abitnidvisoe summa 854 
Equations of motion for entry into 


1261 


1034 


planetary atmospheres, study. 1168 
ae ne 242-287 
Erosion control, general information. 1398 
Error-correcting codes, on codes 

which limit range of error, 

pi ee Pree 917 
Esters, fluorinated carboxylic, sur- 

face tension vs concentration 

curves, etc., on organic 

jp | FER IE er eee ee 1232 
Europe: 

agricultural machinery and equip- 
eRe rn 296 


a. selected economic transla- 

ee 
878-879, 882-883, 907, 913, O38 

European and British Common- 


a 1329 

labor organizations, directory___ ~~ 753 
wage-price problems, brief interpre- 

Set CT, ath cin cocina dicted ai 404 

Western, foreign policy of U.S. _ 464 

Euxenite, extractive metallurgy_____ 1112 


Evacuation, national plan for directed 
SEES eerre 330 
Evaporation, maps, U.S__-_-------- 
Evaporators, optimum nuclear reac- 
tor-saline water process, pre- 
liminary design study__ ~~~ 741 
Examinations, see Civil service—also 
type or subjects of examina- 
tions. 
Exceptional children, see Children. 
Exchanges, see also Foreign exchange. 
Executive departments, see Govern- 
ment officials and employees— 
Government supplies. 
Exhibitions, see subjects. 
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INDEX 


Exits (aircraft) : 
jet effects on longitudinal trim of 
airplane configuration meas- 
ured at Mach numbers between 
ke” @! eee renee 
Expanding private investment for 
free world economic growth__ 
Expenditures, see Finance—also sub- 
ject for which expenditures are 


made, 
Expenditures of United States Gov- 
apne. Federal civilian em- 
loyment and pay, post-Korean 
ar period, 1954-59, report__ 
Experiment stations, see names of 
Stations. 
Explosions, see Nuclear explosions. 
Explosives : 
ederal supply, schedule______-___ 
ordnance reconnaissance, national 


plan 
Export control act of 1949, see 
Exports. 
Exports: 
eontrol, quarterly report_____-___ 
privileges, denial and probation or- 
ders currently affecting______ 
total trade of U.S 
see also Commerce—dalso names or 
classes of articles exported— 
also names of countries, etc. 
Extraction (chemistry) : 
cerium (IV), equipment and process 
i A AT IE 
euxenite by chlorination__._...~ 


F 


F.P.C., see Federal Power Commis- 
sion. 

FN gt EN 

Facilities and Materiel Bureau, air- 
eraft accident notification 
PEE 

Factors influencing palatability, vit- 
amin content, and yield of 
nn einem 

Facts for industry (Census Bu- 


Eutry 


1157 
1330 


454 


6038 
333 


375 


659 
682 


1116 
1112 


582 


544 


115 


I rcs iaiainsictacictenn tainting 317-319 


Faculty (schools) : 
and other professional staff in in- 

stitutions of higher education_ 

Fallout, see Radioactivity. 

Families: 
budget, city worker’s_____.__----_ 
church leadership and low income, 

rural development program 
NS EEE EN 
family status, 
acteristics 
protect through immunization____ 
research relating to children, stud- 
ies in progress nae 

Fans, see Blectric fans. 

Far East, see East (Far East). 

Farm animals, see Diseases of ani- 

mals—Livestock. 

Farm buildings: 
ee eae ae 
shed roof construction, building 

plans 

Farm Credit ‘Administration, 

and regulations for PCAs__-- 

Farm implements and machinery : 
industry outlook for 1960 and re- 

view of 1959 
world survey, Europe___...-----~ 

Farm labor: 

Mexican agricultural workers, in- 
formation concerning entry 
"| =e See 

social 











gu 
Farm sey see Farm imple- 
ments and machinery. 
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Entry 
Farm mechanics, see Mechanization. 
Farm ponds, managing for wild ducks 
a Sg SO rents 111 
Farm supply cooperatives, see Farm- 
ers’ cooperative organizations. 
Farmer Cooperative Service, general 


SIRITEI -cxcrencacciernichinnetantinaerasasedi 541-542 
Farmers : 
and their Government (talk) ~~~ 540 
income and expenditure data, eval- 
uation study of panel om. 72 
production expenses, 1949-58_-_~~ 69 
tenure problems (address)~_~_-__ 98 
see also Farmers’ cooperative or- 
ganizations. 
Farmers’ bulletins_.....-....-_-- 106-111 
Farmers cooperative organizations: 
farmer and his Government (talk)_ 540 
integrated dairy operations____-_-_ 542 


milk cooperatives, group bargain- 
ing, exempt from antitrust 


REE 443 
news for farmer cooperatives, re- 
1 EEE A ES Pee BEs eee 543 
supply co-ops, inventory manage- 
PS PP ae 541 
timely tips for country elevator 
0 RE He Rae 543 
Farms : 
economics, publications currently 
Te cea 94 
Federal income taxes— 
farm course, 1959_...-....... 748 
farm course, student’s hand- 
SR AS See ae (aie Tai ER 751 
managing farm fields for wild 
ducks in the South______-_-_ 111 
mechanization in Soviet Union____ 131 


panel as source of income and ex- 


penditure data, evaluation 
Gener 6: G7euth..........nenos0 72 
4 See eee 647-654 
Fatigue of materials, see Strains and 
stresses. 
Fats: 
animal and vegetable, facts for in- 
ele ee 317 
OO aa 318 


market potentials in synthetic lu- 
bricants and lubricant addi- 
| at A SRNR AES 185, a 74 
Federal, see headings beginning Fed- 
eral—Government—National— 


Public. ¢ 
Federal agencies, see Government of- 
fices. 
Federal Aviation Agency : 
civil aeronautics manuals___-~ 545-559 
civil air regulations__._.....__.. 560 
SEREINGEES Sckcciimctecinsond 561-565 
purpose, organization, ete... ~~ 565 
statistical handbook of aviation__ 564 
Federal Communications Commission : 
decisions and reports_________ sakes 569 


jurisdiction over community an- 
tenna television systems, hear- 
ESET ae Tas eee 470 
rules and regulations______.___ 570-571 
Federal employees, see Government 
officials and employees. 
Federal employment, see Employ- 
ment. 
Federal government, see Government. 
Federal Home Loan Bank System, 
financial statements of mem- 


___, ig SSSI Saree Fa cold 573 
Federal Housing Administration : 
ie RB i kx ENS ST 420 
home owners guide___________-__ 578 
Puerto Rico insuring office review, 
TEs ti icseccntnandapmemieacnnen 423 


Federal lands, see Public lands. 
Federal Maritime Board, SP series. 579-581 
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Entry 
Federal Power Commission : 
Federal power act, Nov. 1, 1959__- 583 
forms and publications list______ 584 
yf t Stee ee 582 
practice and procedure rules, in- 

CURT Gc7 kta caine 591 
Federal Republic of Germany, see 

Germany. 

Federal reserve chart book on finan- 

cial and business statistics, 

historical supp., corrected 

SEES Ee eee 593 
Federal Reserve System Board of 

Governors, regulation series__— 595 
Federal savings and loan associa- 

tions, rules and regulations, in- 

SEY Glad oe cnmscamenots 575 
Federal standards________-__--__ 597-602 
Federal supply schedules_______-_~ 603-613 
Federal test method standards____ 614-615 


Federal textbook on citizenship_.. 726-736 
Federal Trade Commission, rules of 
practice, procedures and organ- 
SAE ee ae 618 
Fellowships : 
awarded by Public Health Service, 
eneral information and pol- 


SN idcconasnsaeiatnitinmennniabibiaiekes 1186 
National Science Foundation, life 
Ee ee ee ie 466 


Ferries, discontinuance or change o 
operation, amend Interstate 
commerce act, hearings. ~~ 469 

Ferrites, magnetic elements use for 
output device of digital com- 
puter, USSR study_ ~~ ---- 824 

Ferrocenes, new aromatic system____ 167 

Ferrous metals, castings industry, 
outlook for 1960 and review of 
pa ee eer eee 249 

Fertilizers, chemical, industry out- 
look for 1960 and review of 
ERE A ee ae 285 

see also names of substances. 

FHA, see Federal Housing Adminis- 
tration. 

Fiber boxes, see Boxes. 

Fibers, see names of certain plants, 
textiles, ete. 

Field artillery, see Artillery. 


Fifth materials review____--_--_---~-- 324 
Files, pension and bounty-land war- 
rant, in National Archives__.. 1173 
Filing cabinets, steel, card size, desk 
use, Federal standard. ~~~ 602 
Filmstrips, copyrighted Jan.—June 
EE ee eae 486 
Finance: 
business costs and profits, analysis 
and profit evaluation guides__ 209 


financial statements, members of 
Federal Home Loan Bank Sys- 
i REE Ree ae 573 
governments, compendium, 1957 
census announcement and or- 


a tie ieee 297 
State and local government, 1942 

Pll ET eg IRE AE praia 321 
statistics, Federal reserve chart 

book, corrected page_____-_-_ 593 


see also Inflation (finance). 
Financial statements, see Finance. 
Finnish language, guide____________ 14 
Fins (aircraft) : 
rectangular, temperature distribu- 
tion and radiant heat transfer, 
Oak. cniccrnes<cbtncstenin 1160 
Fire extinguishers, solid-propellant 


pressurizer, application in 

eee 1229 
Firearms, small arms industry of 

3 SS ieee 294 
First aid for airmen, fundamentals, 

Air Force pamphlet___-.--..~ 154 











INDEX 


Entry 
First Baptist Church of Plymouth, 
Mass., land sale, repeal act, 
hearing aha seeaadendetieoaianieliaiiiaaamuniein 448 
Fischer-Tropsch synthesis, physical 
CS he on 1000 
Fish and fisheries : 
Alaska fisheries briefs_..cc-____- 624 
canned fish, consumer purchases_— 634 
Chesapeake fisheries, annual sum- 
ae? ee er 622 
commercial fisheries outlook, mar- 
ket, supplies, ete., Oct.—Dec. 
Si idse bodice nuisew ener 633 
commercial fisheries review, sepa- 
a rs 625-627 
current fishery’ statistics, CFS 
RRS BOIS 620-623 
Federal specifications, revised and 
new, planned for 5 fishery 
rs RS 625 
ia ae 628-632 
oe, aa 633-634 
fishery products manufactured, 
1958, annual summary______ 623 
fishing in Hungary___--~----- _. 871,910 
frozen fish, packaging improvement 
proposed ART IEEE FE 625 
lake fisheries, 1958, annual sum- 
RRS ee RET 620 
mobile de-icing, washing and weigh- 
ing unit for unloading from 
TET SR eR ha 625 
New England, annual summary__-_ 621 
Red Lakes, Minn., goldeye in com- 
mercial fisheries._.....-..... 628 
special scientific reports, fisheries 
RE eer Ss are 639-644 
Surinam explorations____.__-__-~ 626 
see also names or classes of fish. 
Fish and Wildlife Service: 
| PS ER eT eee yo 
laboratories, research_.....--____ 
Pee DR oo ee 336-638 
special scientific reports, fisheries 
tcc 639-644 
Fish sticks, frozen fried, inspection 
aid for voluntary U.S. stand- 
ERC: OSS r ear 625 
Fisheries, see Fish and fisheries. 

Fishery products, see Fish and fish- 
erles—also names of products. 
Fishing gear, developments_________ 627 

Fishing vessels, aluminum, salmon 
og ee ee ee 627 
Fission products : 
radioactivity during IGY, July 
1957—Dec. 1958, measurements 
of air concentration_________ 1231 
utilization, bibliography___._______ 226 
Fitness, Youth, President’s Council 
on, see President’s Council on 
Youth Fitness. 
Fittings (auxiliary), see Pipe and 
pipe fittings. 
Flames, interaction with electromag- 
netic waves, theoretical plots 
of absorption, phase shift, and 
i a alt ey 5 ae 1238 
Flaps (aireraft) : 
external-flow jet-augmented test bed 
= turbojet engine, static 
ere 8 Sing Secale: WP ceo eae 1141 
a edge, lift and drag char- 
acteristics at subsonic speeds 
and Mach number 1.9 of lift- 
ing circular cylinder with fine- 
eee eens 66 BG....g3c.cede nln 1154 
Fleissner process, see Lignite. 
Flight: 
lift and drag characteristics of 
swept-wing, multijet, trans- 
_ type airplane, investiga- 
een ie bie ree eee ha 1125 
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Entry 
Flight—Continued 
operations and airworthiness, in- 
spector, examination an- 
nouncement, amendment___~__ 346 
planning document, Air Force and 
Navy— 
NG Berit eesti mnnne 168 
ee Se ee 169-175 
study of conversion maneuver of 
tilt-wing VTOL aircraft-.--__ 1148 
see also Instrument flying. 
Flight navigators, see Aviators. 
Flight radio operators, see Radio 
operators. 
Flight Standards Bureau: 
aircraft accident notification proce- 
CD piaticicptinncepennmanenn 544 
quality control digest___....--___ 646 
Flood control, see Floods. 
Flood relief, see Floods. 
Floods: 
agricultural damage, evaluation by 
airphoto analysis_____-_----~_ 81 
control projects, modification of 
local participation, hearing... 450 
flood-hydrograph analyses and com- 
putations, engineering and de- 
eee 526 
special report, Nov. 1959___-----~ 716 
see also names of rivers, etc. 
Florida : 
ata “Ta conservation hand- 
einiiiliiaiiabideiacm itinerant 51 
commen, fungicidal screening tests 
for control of decay___-_--_- 73 
waste facilities, municipal and in- 
dustrial, 1957 inventory_____ 1284 
women, legal status____-..--~---~~ 1394 
Flotation, coal, semicommercial 
studies of cell performance... 1111 
Flow : 
acoustical, effect on coagulation of 
aerosols, USSR study __---- 1016 
base pressure variation over Reyn- 
olds number range in which 
wake transition occurs, wind- 
eee 1151 
compressible, guide-vane-rotor com- 
bination effect on inlet total- 
pressure distortions _____-___ 1140 
heat transfer measurements for 
Mach number range of 4.95__ 1158 
jet-mixing— 
effects on longitudinal trim of 
airplane configuration at Mach 
numbers between 1.2 and 2.8__ 1157 
static force tests of annular jet 
in proximity to smooth and ir- 
regular ground ............. 1152 
supersonic— 
effects of Mach number and wall- 
temperature ratio on turbulent 
le GP a 1169 
past blunt axisymmetric bodies__ 1167 
turbulent— 
and heat transfer on flat plate 
at high Mach numbers with 
variable fluid properties_..___ 1170 
boundary layer on flat plate hav- 
ing stepwise temperature dis- 
tribution, heat transfer meas- 
RL CRE Se 1149 
viscous, over spiked-nose hemi- 
sphere cylinder at Mach num- 
Ot > aula seaman aetaals 1137 
Flowers, see names or classes of 
flowers. 
Fluoridation : 
benefits, ete., statement__._______ 1292 
program in United States, report__ 1292 
water supplies, proposed alterna- 
tives, statements_____._______ 1292 
Fluorocarbons, surface tension vs. 
concentration curves, etec., on 
organic liquids__.___._._______ 1232 
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Hntry 
Fluoroesters, see Esters. a 
orspar, geology of Thomas Range 
- OSS ae ee 705 
Foils, see Aluminum foil. 


Consumption, analysis, introduction 


of new regional indexes___---~ 71 
dietary levels of households related 

to age of homemakers___~~-~- 116 
household consumption survey, 

0 ERE IS eae 116 
inplant food services in the South 

8 _ ee 83 
Pacific sardine, studies___.____ ~~ 632 
storage for schools and _ institu- 

See 130 


toxicology and fap pam | expand- 
ing utilization of radioisotopes 
and nuclear techniques___--~ 217 
Food processing, radioisotopes and 
nuclear techniques, expanding 
no crercresincodienanineensenls 217 
Food stores, see Stores. 
Forecasts, see Weather forecasting. 
Foreign Agricultural Service : 
biographic register__.___-_..---~~ 1327 
miscellaneous, FAS—M series___. 647-654 
Foreign aid : 
agreement with Burma__-__~---~- 1347 


etonouste cooperation agreement 
with— 
OE EE aaa 1348 
ON EEE 1362 
mutual security in action, fact 
sheet— 
 aitecciingeendpenteiiime ment 1338 
atnnbigiastnacineinicery sien tmmnadee 1329 
0 eee 1337 


mutual security program— 
impact upon U.S. economy, eval- 


Sains eae 1364 
NE SD CO intemeinmne 1336 
Philippines, fact sheet_____~-~--_ 1333 
Viet-Nam, fact sheet__.__--_-_ 1332 

technical cooperation agreement 

EEA TER 1356 


Foreign commerce, see Commerce. 
Foreign countries : 
area study programs in American 


eee eee 1325 
designations used in compiling 
foreign trade statistics, code 
0 ee BEG 323 
CN OS Sea: 320 
free world economic growth 
through expanding private in- 
a 1330 
Foreign exchange: 
controls— 
Belgium-Luxembourg —.-.------~ 677 
EEE eA 669 
ERS SEE ae ee 2 675 
ELLA TEE 7 678 


see also Money. 
vias petites, see International rela- 
ons. 


Foreign relations, see International 


relations. 
wratiga Relations Committee, Sen- 
ate: 
committee prints____._________ 462-465 
subcommittees, membership, juris- 
gil li le tl ee 463 
Foreign Service : 
biographic register_._..uo._...- — 1327 
department and foreign service 
aia ESS ee: ise ace ates 1327-28 


Foreign trade, see Commerce—also 
Names or classes of commodi- 
ties—also name of countries 
or places. 

Forest experiment stations, see names 
of stations. 
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Forest Service, State agencies cooper- 
ating, forestry programs, ad- 
SET ALE 697 
Forests and forestry: 
effects of forest cover on soil freez- 
ing northern lower Michigan_ 692 
D 


forest inventory statistics, Morgan 
OC, Bi ctertecmtimmmeanio 1370 
forestry bulletin, Tennesse Valley 
EE SA 1370 
forestry programs, State agencies 
cooperating, administration___ 697 
RN ncittimtiinationnenqaen 871, 910 
research notes— 
Pacific Southwest Station__.. 693-694 
Southeastern Station______---~~ 695 
ae 940 
station notes, Central States Sta- 
TOO caciitdhiiaics dslhasidiidndhinpnapniteienae obit 686-689 
station papers— 
Lake States Station_____----_ 691-692 
Southeastern Station_______--~~ 696 
technical paper, Central States 
eS 690 
tropical forest notes__..._..._-~~ 699 


see also Timber—Trees. 
Forgings, see names of metals, etc., 
forged. 
Forms, blanks, ete. : 
operating forms, Federal manual 
for supply cataloging______-__ 489 
standard forms catalog, GSA_-_---~ 617 
see also names of departments, etc., 
issuing or using forms. 
Fort McHenry National Monument 
and Historic Shrine, general 
IND sis tidictampaianee 1198 
Fort Randal Dam, spillway and outlet 
works, hydraulic model inves- 
I. cineca 535 
Forums (discussion and debate) : 
administrative process and ethical 


questions, panel discussion___ 440 
FPC, see Federal Power Commission. 
ica anceheehmsimneinaaniius en iigesiatindi 582 
France: 
air transport services, agreement_ 1358 
preparing shipments to____-----_ 674 
sending gift packages to_._-___--_-_ 661 
southern, plant explorations, orna- 
| ree 92 


Freedom, see Liberty. 
Freezing, soil, effects of forest cover 


in northern lower Michigan _— $92 
Freight : 
earload waybill statistics, 1958, 
manufactures, ete________-__ 756 


commodity statistics— 
> SR eee 757 
motor carriers, 1958_.._____-- 760 
see also Shipping. 
Freight bills, see Bills of lading. 
Freight cars, industry outpool for 


1960 and review of 1959_____ 277 
French Equatorial Africa, see Africa. 
French language guide___________-_~ 8 
Fruit: 

availability in retail food stores___ 75 
foreign trade prospects____._____ 657 
imports under quarantine, 1958— 

Ee Ce eee eee 656 


see also names of fruits. 


Fruit juices, availability in retail 
Nn RE TG 75 
Fruits, see Fruit. 
Fuel: 
energy resources and technology, 
OD, co ittiitittintnnindaminiiaiin 400 
mineral-fuels industries review, 
1958, minerals yearbook chap- 
PREY Rr i ar ee 1118 
minerals yearbook, 1958— 
departmental edition__-__--_-~ 1098 
document edition.__________-~- 428 
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Entry 
Fuel—Continued 
multicomponent, heterogeneous 
COURIER ccd ke pawn 1162 
packaged, plants in United States, 
production, 1958__.-_--_._.- 1071 
see also names of fuels. ‘ 
Fuel briquets, see Briquets. 
Fuel rods, see Reactor fuel rods. 
Fuels, see Fuel. 
Fungicides, screening tests for con- 
trol of decay in Florida 
ects... 3 2 dee 73 
Furnaces, warm air, industry, out- 
look for 1960 and review of 
BD acest padi aeiiohies 250 
Furniture: 
Federal supply schedule__________ 610 
household, industry outlook for 
1960 and review of 1959__-___ 265 
Future economic growth opportuni- 
RES | IFS ENLSRE ae FSIS 376 
G 
G.A.O., see General Accounting Office. 
Gabon Republic, economy, basic data_ 666 
Gages, metrology in Bast Germany, 
organization, research and de- 
ES EES 826 
Gaging stations, average water dis- 
ges and change of storage, 
Pacifie Northwest, 1943—57__~- 704 
Game and game birds, big game ani- 
mals inventory, United States, 
EAE eee eT 645 
Games ny = for 1960 and 
soview of. 1000................ 282 
Gamma ray, Forno [= total exposure 
levels below 20 mr______---_ 1183 
GAO, see General kespentins Office. 
Gardens: 
cabbage insect control___________ 112 
home and garden bulletins______ 112-113 
e home, chrysanthemum growing-__- 113 
as: 
natural— 
act, regulations under___-__--_- 590 
minerals yearbook chapter____~ 1100 
Gas cylinder valves, see Valves. 
Gases: 
earbon-arec-powered air jet exhaust, 
spectographic temperature 
measurements ____._._..---~ 1153 
halogen-containing, lubrication at 
temperature up to 1200° F__. 1161 
industrial, industry outlook for 
1960 and review of 1959 __-- 284 
inorganic, facts for industry__ _- 319 
Gastrointestinal tract, contents, clin- 
ical laboratory procedures_... 1217 
Gate valves, see Valves. 
Gates, emergency, Greenup locks, hy- 
draulie model investigation__ 534 
GDR, see Germany. 
Genera of Tertiary and recent Rhyn- 
chonelloid brachiopods_-_.c... 13817 


General Accounting Office, policy and 
procedures manual for guid- 
ance of Federal agencies__._ 701-702 
General agreement on tariffs and 
trade concessions, supplemen- 


CHTy, PPOtesehi...ncsstdione 13846 
General Airways, Inc., accident... 327 
General Counsel of Labor Relations 

Board and new labor legisla- 

eee eee 1191 
General Grant National Memorial, 

general information._.__~..-_- 1199 
General Services Administration : 

acquire land in D.C. and convey to 

Pan American Health Organi- 

zation for use as headquarters 

Ch, MORN es tae 448 

standard forms catalog_____~_--_-_-_ 617 
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En 

General Thomas J. Rodman Labora- try 
A, re 1253 

Generators, see names or types of 
generators. 

Genetics, radiation, conference on 
heredity and problems in hu- 
man pathology, USSR report. 1008 

Genito-urinary organs, cancer, infor- 
mation pamphlet... ~~ __ 1277 

Geochemistry, uranium ores, Colora- 

a, RET Pe 714 

Geochronology, see Geologic time. 

Geodesy, Soviet, 1925-40, transla- 
ES a 1025-34 

Geography, see names of places. 

Geologie time, studies in geochronol- 
Ogy~----~-----------~------- rool 

Geological Survey : 

acai eli erin csscienseuicanepinin 705-711 
professional papers_.-.__--____ 712-715 
water supply papers_______~_-~ 717-720 
Geology : 
were geology of Puerto Rico (se- 
contributions to general geology 
I 07 
contributions to geology of uranium 
eee 8-710 
Garo uranium-vanadium copper de- 
— Park County, Colo_-__- 708 
North Fork of Shenandoah River. 715 
permian rocks in western phosphate 
Sree eee 712 
phosphate area, Charleston, S.C__ 706 
San Juan metropolitan area, P.R_- 713 
shorter contributions to general ge- 
On0Gy. (008008) 6.3 nn neense- 715 
Thomas Range fluorspar district, 
Re. RE ES a 705 
see also Inyan Kara group. 

Geophysical Observatory, USSR, sci- 
entific council, progress-report 
session, discussion of results. 986 

Geophysics : 

Air Force surveys in geophysics__ 155 

progress-report session of scientific 
council, main Geophysical Ob- 
servatory, USSR, discussion of 
aE eas ee 986 

Geophysics Research Directorate : 

Air Force surveys in geophysics... _ 155 

a li ES aS 158-159 

Georgia: 

northwestern’  stratigrapiy and 
uranium content of Chatta- 
a AS . — 

waste facilities, municipal and in- 
dustrial, 1957 inventory___-_- 1284 

German Democratic Republic, see 
Germany. 

German language guide____________ 5 

Germany: 

East, sec, below, Soviet Zone. 
Federal Republic— 
= = control facility agree- us 
foreign trade, 1957-58________ 6838 
general agreement on tariffs and 
trade, supplementary conces- 
NRE scan] I Sd 1346 
military personnel of U.S. ordered 
to, helpful hints_.__.__-______ 198 
Soviet Zone— 
educational system__..______-- 498 
German Democratic Republic, 
trip to Asia with 1st parlia- 
mentary delegation, report... 805 
metrology, organization, research 
and developments__________-_ = 
selected economic eaters’ oat 
879. ’ 
Germination, bur oak..._..--.-..-- 687 
Gerontology problems, USSR study... 1012 
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ts: 
Gienaing packages to-— 


Sweden 
Girdling, modified girdler shows no ad- 
a 


a steinataetsiiinanias 
u 


vanta 
Glass, flat, o Pee 1960 and re- 


Entry 


view of “_ :" . = 266 
sware, res: an own, n- 
_ Quetre outlook for 1960 and 
REE eee 272 
see also names of articles manufac- 
tured from glass. . 
Glendo unit, see Missouri River Basin 
roject 
Glossaries, aerospace terms—-_-_~~~- 138 
Goldeye, Amphiodon alosoides (Rafi- 
nesque), in commercial fishery 
of Red Lakes, Minnesota____~-_ 628 
Government : 
English and Government, Federal i 
OS eee 726-727 
Federal, business reporting require- 
ments, preliminary report__-~-_ 446 
management of monetary fiscal and 
debt operations, hearings. _—- 399 
State, Federal textbook___.--~--~- 728 
see also headings beginning Gov- 
ernment—National. 
Government contracts : 
Government property in possession 
of contractors, administration 
meurel RE RRC LE AEP 241 
renegotiation— 
Sncurrent SE ee 1302 
a OS need 1302 
team system concept in weapons 
procurement contracting, study, 
RA i et aia SIE a 434 
Government employees, see Govern- 
ment officials and employees. 
Government offices : 
administrative agencies major prob- 
I, Mn eescnnneseeencneiners: 440 
policies and procedures, General 
Accounting Office guidance 
(ha ie ER AE AS 701-702 
see also Government supplies. 
Government officials and employees : 
Federal civilian employment and 
ay, post-Korean War, 1954— 
ERE RPE 454 
official register, 1959____-.----~-- 359 
political activity, restrictions under 
Hatch act, civil service pamph- 
ae Sei aed 360 
salary classification laws, com- 
ap EES Mabel a 445 
see also names of departments, etc., 
where employed. 
Government Operations Committee, 
House : 
activities report, 1957-58___----- 4: 
committee prinve._....._.._.- 437-438 
jurisdiction, notes on___--_------ 438 
Government Operatiors Committee, 8 
Senate, hearings, etc____~-~ 466-467 
Government Printing Office, fireproof 
annex building construction, 
ELA 448 
Government property, see Public 
property. 
Government publications : 
informative, interesting, list____-- 1270 
price lists, Public Documents Di- 
vision, PL series.............-- 1268 
see also subjects. 
Government securities, see Treasury 
notes. 
Government supplies : 
ederal manual for supply cata- 
loging, ss ER Seccuascu. 489 
Federal specifications________--_- 596 


Do not order from index; see indicated entry 





Entry 

Government supplies—Continued 
Federal standards_____.-.__ ~~ 597-602 
Federal supply schedule_____-_-_~ 603-613 
Federal test method standards... 614-615 


index and guide to sources______~- 616 
standard forms catalog______-_-- 617 
Governments: 
Federal-State relations to Ameri- 
can Indian Committee, docu- 
ments and information____ ~~ 439 
finances, compendium, 1957 census, 
announcement and order form_ 297 
State and local, finances, 1942 and 
RE EE Ee ae EEE 821 
GPO, see Government Printing Office. 
Grading of commercial products, see 
names of products. 
Graduates, organized occupational 
curriculums, 1957_..__-- ~~ 502 
Grain, Soviet export outlook_______ 654 
Grain elevators, timely tips for coun- 
ge 543 
Gran Quivira National Monument, 
eneral information______ ~~ 1200 
Grand Isle County, Vt., soil survey_. 1321 
Grants-in-aid awarded by Public 
Health Service, training pro- 
grams, general information 
“a 1186 
Grapefruit, canned, standards for 
RE ee ee 88 
Graphical trajectory analysis_______ 112 
Graphite, literature search_____-__ 227 
Graphite reactors, see Reactors 
(atomic). 


Gravimeters, SN-3, effect of inclina- 
tion on zero point variations, 
RS TN 853 
Gray Reef Dam and Reservoir, con- 


struction, feasibility, Interior 
Be SR .cdabisetisnwstthis 418 
Grease: 
acts fer teGenttianncs—scnnwnane 318 
oil separation, factors affecting... 1256 
Great Britain : 
European and British Common- 
WEEE CNG cia cannenns 1329 
i he”. Pe 670 
plant explorations in England, 
| | ee aera 92 
Great Lakes: 
fisheries, 1958, annual summary. 620 
waterborne commerce, 1958______- 533 
SOR en cebteetocmdigiditinee 322 
Great Lakes States, forest tree im- 
provement research_____.___ 691 
Great medical encyclopedia, valuable 
manual for military physi- 
GE. We lcanticawibiomdum 1000 
Great Plains: 
northern, hedges, description, care, 
EE a TE LL IT 107 
survey of farmers tenure problems, 
status and selected results 
EE ae 98 
Great victories of socialist revolution 
ne 814 
Greece, raisin industry... ~~~ 653 
Greek language guide______-____-_~_~ 15 
Green River (Utah): 
uranium resources of district. ~ 709 
Green River (Washington State) : 
special flood report of basin, Nov. 
Be abhaediknsdslihschckadpaionaveaiaiae 716 
Greenland, northwest, Angiussaq 
Lake ice structures, suitabil- 
ity as aireraft landing plat- 
ST ere ae eee 141 
Greenup locks and dam, emergency 
gate, hydraulic model investi- 
Gc qecwnmbinbiitinenen 534 
Growing chrysanthemums in home 
eee ee 1138 
Growing dates in United States_-_-_- 103 
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Growth : 
children, research programs, studies 








InpEXx 


Dntry 


So eee 825 
jack pine, seed source affects 
SS eRe 688 

GSA, see General Services Adminis- 
tration. 

Guaranties and sureties, union safe- 
guards, labor-management re- 
porting and disclosure act 
Pe eee 1039 

Guidance, see Vocational guidance. 

Guide books, see Pocket guides. 

Guide to laws enforced by Alcohol 
and Tobacco Tax Division for 
law enforcement officers_____-_ 745 

Guide to national defense act of 
Sere ae 512 

Guides for business analysis and 
profit evaluation___.____-___- 289 

Guilford Courthouse National Mili- 
tary Park, genera! informa- 

1 TT eT Ie rs 1202 

Guinea, caltnonl relations, agree- 

ii dicated tectmintncnidcinstpbieiicnnaseknstien 1363 

Guns, see Firearms. 

H 

a 722-725 

Halogens, gases containing, lubrica- 
tion at high temperature____~_ 1161 

Handbooks, see names of depart- 
ments, ete., issuing hand- 
books—also subjects. 

Hanford Atomic Products Operation, 
nondestructive testing of nu- 
clear vessels and process pip- 
SP a eee 213 

Harbin, China, economic report for 

Cae One -Bieesus...... 911 
Harbors: 
Atlantic Coast, commerce, 1958___ 532 
customs code classification, sched- 
ON a 823 
Sg ORE eee 320 
Great Lakes, commerce, 1958____-~ 533 
see also names of harbors, or places 
where located. 

Hart Mountain National Antelope 
Refuge, historical notes_____- 637 

Harvesting machinery, potato-harvest- 
er, increasing efficiency___--_ 102 

Hatch political activity act, see pol- 
ities. 

Hawaii: 

longline fishery tuna landings, 
changes, 1948—56__..-_---~- 629 

waste facilities, municipal and in- 
dustrial, 1957 inventory___---~ 1289 

Hawaii National Park, general infor- 
EE ES 2 I 1201 

Tg RRB ea AR A 91 

Health: 

health information series_____~ 1272-79 
off-site radiological safety report, 
Nevada test site, 1958_______ 225 
problems of Navajo Indians__-~.- 738 
public— 
Kazakhstan, Soviet courses_____ 941 
ublic health reports, reprint... 1292 
Boviet hygienist problems, 21st 
Congress CPSU, decisions___— 952 
services, research relating to chil- 
dren, studies in progress_____ 325 
see also, Medicine—Mental health. 

Health Organization, Pan American, 
see Pan American Health Or- 
ganization. 

Hearing examiners, role, effectiveness, 
eee 440 

Heart diseases: 

coronary artery disease__.___..--~ 1274 
rheumatic, causes, ete_____------ 1273 
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En 
Heat, cause of losses in hogs during ty 
truck shipment, sprinkiing to 


Heat transfer: 

aerodynamic— 
flow over spiked-nose hemi- 
sphere-cylinder at Mach num- 
FF f° eer ertes 
optimum design of insulated ten- 
“oe Sa 
film cooling or heating adiabatic 
wall by tangential injection of 
gases of different fluid prop- 
erties, use of theoretical flow 
model to correlate data______ 
measurements in turbulent bound- 
ary layer on flat plate having 
stepwise temperature distribu- 


1137 
1136 


1142 


1149 
measurements on 20° cone at angles 


of attack up to 20 for Mach 
I MI ih ncaa easeseniticneeatinadiend 
radiant, and temperature distribu- 
tion along rectangular fin of 
constant thickness, analysis... 1169 
seattering of thermal radiation into 
open underground shelters... 219 
turbulent-— 
effects of Mach number and wall- 
temperature ratio_____--____ 
on flat plate at high Mach num- 
bers with variable fluid prop- 
SEES Ae iterate ate teenies 
Heavy water reactors, sce Reactors 
(atomic). 
Hedges, ornamental, for northern 
Great Plains, description, care, 
iii insindihsiniesiaiensiasineiniarsp Wseniaguitedictialindaaineniltine 107 
Helium, conservation program (re- 
| ae aaa ent ae ellie a 381 
Henry Mountains, uranium resources 
ei a Ae a a A ca 709 
Heredity, transmission of characteris- 
Gee, Usew Scuey.............. 998 
see also Genetics. 
Heterogeneous combustion of multi- 


1158 


1169 


1170 


1162 
High temperature coatings for chro- 
mium hot work tool steels__.____ 182 
Higher education, see colleges and 
universities. 
Highland Park, lll., population, spe- 
_ SS | | ease alle eS 315 
Highway bridge engineers, opportu- 


nities in Public Roads Bureau_ 1297 
Highway engineers, opportunities in 
Public Roads Bureau___----~_ 1297 


Highway safety, see Safety of life. 
Highways, see Roads and highways. 
Hindi language, guide_____________ 1 
Historians, park, National Park Serv- 

— examination announce- 


Historic sites, national survey, infor- 


mation pamphlet_____-----~ 1206 
History : 
historical handbook series_______- 1202 
History and Technology Museum, 
EE Ca SS AE 1194 
see also subjects. 
History and Technology Museum, 
ON alec OS aaad le OLS Bi 1194 


pap 
Hogs, see Swine. 
Holding companies, laws relating to, 
oes Sia CN ae 407 
Home economics : 
home and garden bulletins_____ 112-113 
homemaker, age as related to die- 


tary level of households____-_~- 116 
research reports.__._........... 114-115 
Homes, FHA home owners guide____ 578 


see 





Homogeneous boiling reactors, 
Reactors (atomic). 
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Entry 
Homogeneous reactors, see Keactors 
(atomic). 
ener. prosuctign and stocks, 2000. 83 
a - 
_ aly Magnet and oo, values.__._ | 365 
orms, on tobacco, how to con- 
Bom grol them a 117 
se couplings, see Co 
| all documents_.----~.------- 409A-430 
House of Representatives, Members, 
apportionment standards for 
congressional districts, hear- 
Bo bscaiptpantisinerpeniinanionpatts 441 
ld appliances, industry out- 
Heasebols = 1960 and review of 
1980-—-- adaetivniciniiess eleven : - 263 
mployer’s social secur 
Household e — oy ee ee ee 748 
Household Sorkers, see Servants. 
holds : 
ary levels, related to age of 
ee EES ae Rae ay ees 116 
food ama survey, 1955, re- 116 
telerhone distribution in U.S., 
SR AE TERE TES 301 
e.. 
Bmasng and an ag reports, 
housing vacancies____._~---~- 300 
vacant dwellings in United States_ 800 
Housi Administration, see Public 
, Administration. 
Housman, Alfred E., 1859, anniver- 
sary lecture, 1959_-...._---- 1049 
How foreign policy is made__-----~ 1334 
How U.S. cotton is sold for export-- 650 
Huai Ho, plan, projects, etc., trans- 
| Ri i A ITEMS 774 
Hudson Bay, surface water of basin, 
compilation of records through 
i aan 717 
Hudson River, contributions to New 
York-New Jersey shad catch. 631 


Human race, see Man. 
Hung Ch’i (periodical) : 


translations______---_~ 781, 791, 834, 843 
Hungarian language, guide______--- 16 
Hungary 

cetentinre, forestry, and fish- 

RET a oe ee 871, 910 

guovineian’ press ae MAG, ot be USE| 8 


81, 
5, 908, 921, 931. 
selected economic wnat 882-83. 


Horr’ 
North ‘Atiantic, tracks and frequen- 


cies, 1886—1958_____-____--_ 1391 
tidal flooding damage control proj- 
ects, hearing.................. 450 
Hydrants, water utilities require- 
BE BD Se Rs 295 
Hydrodynamics, effect of adding cam- 
ber to upper surface of sub- 
merged fiat plate, investiga- 
ER ae ed 84 1150 
Hydrofoils : 
craft, possibilities for water trans- 
portation (remarks) _- .____-- 580 
high- paw with parabolic thickness 
distribution, investigation_._....§ 1138 
Hydrogen, embrittlement susceptibil- 
ity of some steels and non- 
I nn co cinstentber 1239 
Hydrogenation, shale oil, catalysts 
At ccanabnaant 1114 
Hydrographic Office : 
ear correction list........._--~ 721 
FO Ss 722-725 
Hydrography, Communist China, 
STI x0iiniies secdeatasgnedbanimannhancpnitiie 
Hydrology : 
conditions in southwest Dzungaria_ 850 
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Entry 

Hydrology—Continued 

USsSkK-— 
literature, 1958, bibliogranhy__. 967 
977, 996, 1024 
USSR State Hydrological Institute, 
conference of scientific council 
on progress of scientific re- 
search work, Raenceinnbiidsbbichens 988 
Hydrometeorology 
Belorussian SSR, 40 years of hydro- 
meteorological service_______ 975 
new telemetering instruments, de- 
vised and constructed by A. M. 
Dimaksiyan, USSR book re- 
ee 966 
mame in light of 21st session of 
munist party, USSR study. 989 
Tbilist "Scientific Research Hydro- 
meteorological Institute scien- 
tific session, outline of pro- 
CN nti dadanmendndine 978 
Hygiene: 
ee nuclear effects, hear- s04 
ement "ona pantie, USSR, trends 
of scientific research, 1959-65_ 859 
skin disinfection, effectiveness of 
washing with soap and water, 
USSR study cniation 950 
Soviet army and navy -_-~---~_ 854 
ae oviet, problenis to be 
solved, 2ist ongress CPSU, 
OEE 952 
Hypertension, see Blood pressure. 
I 

IAEA, see International Atomic En- 
ergy Agency. 

ICA, see International Cooperation 
Administration. 

Ice, structures, Angiussaq Lake, 
Greenland, suitability as air- 
craftlanding platform____-_~ 141 

Idaho 

agricultural conservation hand- 
ee 52 

ee ESE SSR es FE Di 1380 

waste facilities, municipal and in- 
dustrial, 1957 inventory_____ 1288 

Igneous rocks, lead-alpha method 
for determining ages, evalu- 
ET \dicnnt eas ecendedibedameie 711 

Illinois : 

farm supply co-ops, inventory 
IIE . scinsscnseniemmannen 541 
trees for planting on strip-mined 
LT TS Lh thle ER 690 
waste facilities, municipal and in- 
dustrial, 1957 inventory_--——~ 1285 

Illiteracy, estimates by States, 1950. 3807 

Immigration and emigration, immi- 
gration patrol inspecter, ex- 
amination announcement. 344 

Immunity problems in acute radia- 
ee eras 210 

Immunization, schedule for family_. 1291 

Impact, Newtonian theory, equa- 
tions and charts for determin- 
ing hypersonic stability deriva- 
tives of combinations of cone 
es Sa Se Ae ee 1147 

Imports: 

free and dutiable goods, 1958-.__ 679 
total trade of United States__--~~_ 682 
see also Commerce—Tariff—also 
names or classes of articles 
imported—also names of coun- 
tries, etc. 
Income: 
farm data, panel as source, eval- 
uation study of system_ __-~~ 72 
tax returns statistics, corporations, 
Xp om 746 
Page 115 








Income tax: 
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Entry 


foreign investment stimulus 
through deferral (address) ~~~ 883 
Seiiviausie, 1900......cnacncanoon 752 
instruction— 
farm course, 1959_..-____-___ 748 
general and farm course, 1959, 
student’s handbook__- ~----~ 751 
general course, 1959_____--__-- 749 
student’s handbook__--__-__ 750 
returns, statistics, corporations, 
ee er eres 746 
Independence National Historical 
Park, general information_._.. 1203 
Index numbers, see subjects, e.g. 
Food. 
Indexes : 
Armed beryl  acpemon ety House, 
eS Ol cctibyich iidaaitet ima teckei 432 
Army and Air Msg nominations, 
85th Cong., Ist sess___.___-_ 456 
overnment supplies rt eae 616 
NASA/NACA technical publica- 
COU kcic ene nctetin<aneateeu 1123 
ee American Indians, hand- 
departmental edition___.______ 186 
document edition__-.__._._____ 409A 
specifications, ete., Air Force De- 
partment, military index____ 160 
United States Code______________ 390 
Veterans Administration publi- 
| SPINE ESRB 1376 
India : 
foreign trade, 1957-58__________ 684 
mutual security in action, fact 
PE Es ie Seg a 1338 
preparing shipments to-_--______ 676 
surplus agricultural commodities, 
eR St EE A OS 1359 
Indiana : 
mineral industry, minerals year- 
_. | Seniesa aia 1079 
waste facilities, municipal and in- 
dustrial, 1957 inventory___-- 1285 
Indians: 
indirect services and expenditures 
of Federal Government to 
American Indian, committee 
documents and information_— 439 
South American, handbook, index— 
departmental edition__._______ 186 
document edition-_._._._________ 409A 
see also names of reservations or 
tribes. 
Indonesia : 
living conditions_._.._............. 673 
Surplus agricultural commodities, 
IT i scccuh- tmeattiearssdcheninieanies 1357 
Industrial production, see Production 
Industrial relations: 
labor management reposting and 
disclosure act of 1959— 
general requirements__.___-~-~ 1040 
information documents___--__ 1036-40 
legislative process and adminis- 
tration (address)__-.._______ 1193 
National labor relations act (ad- 
gree Te RI tee 1192 
new horizons in labor management 
relations (address)--_._______ 1190 
new labor legislation and office of 
General Counsel (address)... 1191 
Industrial safety, see Safety of life. 
Industrial waste, see Waste products. 
Industry : 
and raw materials, Communist 
China, selected translotions__ 838 
ee of ionizing radiation, 218 
Commuter China, selected trans- 
i REE SE PT 825 
facts for industry (Census Bu- 
reau)-— 317-319 
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financing by development credit 
corporations and authorities, 








Entry 


reports, statutes, etc__._.___ 461 
product specialization and cover- 
age ratios, 1957 and 1954____ — 299 
Soviet industrial development, se- 
lected translations___.____ 873, 890 
workmen, effect of impulse noise 
on functions of body, USSR 
ag hI PRS SE 953 
see also Manufactures and manu- 
facturers—also names of in- 
dustries. 
Inertial guidance, on theory of iner- 
tial damped systems with arbi- 
trary period which are invari- 
ant with respect to object's 
maneuvering, USSR study_._. = 897 
Infection, problems in acute radia- 
eee ae 210 
Inflation (finance) : 
administered prices, hearings___--_ 471 
incidence of inflation, or who gets 
hurt?, study paper_____-___-- 403 
ae) against inflation, study pa 
pubtie’ ae Re to deal with infla- 
tionary threat caused by mar- 
Se eae 404 
Information Agency, see United 
States Information Agency. 
Information services: 
Post Office Department, IS series. 1261 
world trade— 
economie reports______--_--~ 666-668 
operations reports___________ 669-478 
statistical reports_____-_-.__ 679-685 
Information storage and _ retrieval 
Systems: 
Soviet developments, informa- 
ESR Ty Oe RSET 8, 771 
technical systems in current use_. 1304 
Infrared spectrum, see Spectra. 
Injuries: 
radiation— 
fundamental Fae aed in 
treatment, USSR study... 948 
of ovaries, USSR study__--___ 1006 
Inland waterways: 
Atlantie Coast, commerce, 1958___ 532 
Great Lakes, commerce, 1958_____ 533 
Lafourche-Jump Waterway, engi- 
neer report— 
departmental edition._..._____ 524 
document edition____.________ 413 
Inner tubes, repair material industry, 
trade practice rules_______-_- 619 
Inplant food services in the South 
ON EE a nee 83 
Insecticides, use for control of white- 
fringed beetles___......_____ 118 
Insects, cabbage, control in home 
iin Ohisticdintthteigtineiadiihassaibedaahininaand 112 
see alxo names of insects. 
Inspection apparatus, radiography, 
(earl ena I ciate ier tt 646 
Inspectors, see types of inspectors. 
Installations (military): military 
construction, engineering man- 
SST <-eeemetins Pliaias 528 
Institutions, food storage guide_____ 130 
Instrument flying, display signals, 
effects on man-machine con- 
trol, single-degree-of-freedom 
simulator investigation______ 1146 
Instrument landing, see Landing (air- 
craft). 
Instrumentation, foreign trade in- 
formation, Benelux countries__ 288 
Instruments and laboratory equip- 
ment, Federal supply schedule. 606 
Insulation. thermal. airframes, use of 
aluminum phosphate bonded 
eli gd C1 ae Sin ae 1134 
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Entry 
of insurance. 


surance, see ty 
te party ideological 


Intensification o 


work in North Korea____----. 822 
Interior and Insular Affairs Commit- 
House, committee print... 439 
Interior and Insular Affairs Commit- 
tee, Senate, committee print__ 468 
Interior Department : 
decisions. ---------~ nielinmmestenidt 739 
saline water research and develop- 
ment progress reports____~- 740-741 
Internal revenue, current tax legisla- 
el ND DU 1375 
Internal Revenue Service : 


Alcohol! and Tobacco Tax Division, 
laws enforced, guide for law 


enforcement officers__._._.__-~ 745 
RN, ee SEES ES El SL 742-744 
Internal security, see National se- 
curity. 


International Atomic Energy Agency, 


cooperation agreement with 

ce OR LE 393 
International Cooperation Adminis- 

tration, biographic register__. 1327 


International exchanges, see subjects. 
International Geophysical year, 1957— 
58, atmospheric nuclear radia- 
tion program, air concentra- 
tion of fission product 
radioactivity measurements 
i RE RT 1231 
International organizations, organ- 
izations having publications ex- 
change agreements with AEC 
technica] Information Service, 
Rca Goch ic eceete anectbaien atienevaninmnaion 229 
International relations : 
American foreign policy in growth 


lel A A IN 156 
area study programs in American 
i ll ae RI 1325 
expanding private investment for 
free world economic growth... 1330 
foreign policy of U.S.— 
hen aa peal SE EE 464 
SS ee 1334 
operational aspects_____------~ 464 
SSSR 1S a 464 
general foreign policy series____-~ 1334 
international information and cul- 
0 eas tse 1335 
United States relations with Latin 
America, study................ 465 
see also een 
International telephone and telegraph 


communications industry out- 
soot for 1960 and review of 


International trade, see names of 
countries or places—also 
ge or classes of commodi- 

es. 

International wheat agreement, 1959. 1341 

Interpolation, multivariate, mathe- 
matics for digital computers__ 178 

Interstate agreements, District of 
Columbia, Maryland, and Vir- 
ginia mass transit compact, 
appreval, hearings__._..---~-~ 442 

Interstate and Foreign Commerce 
Committee, House, hearings.. 440 

Interstate and Foreign Commerce 
Committee, Senate, hearings. 469-70 

Intracoastal waterways, see Inland 
waterways. 

Intrenched meanders of North Fork of 
Shenandoah River, Va_______ 715 

Inventions wanted by Armed Forces, 
RA ele al Oe Bm 1189 

Inventories : 

big oy animals, United States, 


Do not order from index; see indicated entry 





Entry 
Inventories—Continued 
jurisdictional status of Federal 
areas within States as of 
PURO BO, BOGE cc citteidisiteine 703 
management by retail farm supply 
PN cntiinececsentemcitibiitee thine 
preliminary inventories series_._. 1174-75 
Investments : 
foreign, tax inducements as stimu- 
8 | Re are. 383 
private, expanding for free world 
economic growth... ___--- 1330 
Inyan Kara pr Black Hills re- 
gion, stratigraphy. ____-_--~ 707 


Ion exchange resins, see Resins. 
Ionizing radiation : 
effects of biochemical processes, 
USSR scientific conference on 


OD asiectntsitinlntihbnblombbestidialite 1009 
effects on cerebral cortex functions, 
| BEE RE ae area Ts & 983 


external, biclogical action, patho- 

logic physiology of acute radia- 

CN CRONE. .ncccdcticsens 208 
industry applications, survey___--- 218 
influence on— 

antigenic properties of proteins, 





UU 6 | RARE ear 1005 
morphology of animal brain, 
2 A eee 1007 
sequence of reactive changes in 
blood, USSR study__-----_-- 947 
Ionosphere, ground stations for NRL 
rocket studies of ionosphere___ 1230 
Iowa: 
farm supply co-ops, inventory man- 
Se aS 541 
waste facilities, municipal and in- 
dustrial, 1957 inventory____-_- 1286 
Iran, exports and imports, licensing 
and exchange controls____--~ 669 
Iron: 
deposits, Puerto Rico__----_~----~- 1113 
wrought, underwater corrosion in 
tropical environments____--_--~ 1234 
see also names of manufactured 
articles. 
Irradiation, see Radiation—xX-rays. 
Irrigation, corn, in humid regions___ 110 
see also names of reclamation 
projects. 
ae amen see Reclamation of 
and. 
IS series, Post Office Department__._ 1261 
Isle Royale National Park, general 
DINU ii.tperaneenimes 1204 
Isotopes, radioisotopes, expanding 
utilization in food toxicology 
ee 217 
Israel, technical cooperation agree- 
ment _.-- 1356 
Italian language, guide_______._--~~- 18 
Italy : 
plant explorations, ornamentals. 92 
sending gift packages to___._---- 662 
J 


Jack pine, see Pine. 

Jackson lock and dam navigation 
project, land acquisition for 
national wildlife refuge, hear- 440 

“EFS eR a 


Development Workshop. 


Japan: 
exports and imports, licensing and 
exchange controls_.....-.-- 675 
military assistance, grant of ves- 
sels, agreement... ---_--- 1342 
Java, and islands east, sailing direc- 


Jet airplanes, see Airplanes. 
Jet stream, see Winds. 
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ntry 
Jets, annular, static force tests in 
proxi ximity to smooth and ir- 
regular ground___..-__--.-__ 1152 
Jobs, see Occupations. 
Joint Pubiteations Research Service ; 





JPRS (DC) series 8-845 

JPRS (DC) L series____----- « 846-867 

JPRS (NY) series______---- ~ 868-940 

JPRS (NY) L series____--__-- 941-1024 

JPRS R (series)_----__-----_-~ 1025-34 
Jordan, mutual security in action, 

ES Se ae 1336 

Joseph Lykes (steamship) : 

launching (address)__-.-___-_---- 579 
Journals: 

executive roceedings of Senate, 


85th Cong., lst sess___.___-- 455 
journal of research, National Bu- 


reau of Standards_____--__- 1179 

yeas DE) gerleGsec. cock us 768-845 
S ( Oe Se ase 846-867 
JPRS pg SR a 868-940 
JPRS ae a rae. 941-1024 
arus B (series)... .acie-s-~s 1025-34 


Juab County, Utah, fluorspar dis- 
trict, Thomas "Range, geology— 705 
Judge Advocate General, Army, legal 
service, pamphlet_____-_---_ 199 
Judge Advocates General of Armed 
Forces, boards of review, court 
— supente, holdings and 





ORIN... nib niiitantbreibcrwniberie 490 
Tudiclary Sea House, hear- 
_.. 441-443 
J watlictas't Committee, Senate : 
a ree 471-476 
internal security subcommittee 
legislative recommendations__ 473 
Juices, see Fruit juices. 
Jurisdiction : 
House Government Operations 
SING cccccnncnsnociaeo 438 
status of Federal, areas within 
States as of June 30, 1957, 
inventory report____-------~_ 703 
Justice Department, opinions of At- 
torney General___.- ~~ ~~ 1035 


toe courts, effectiveness of sys- 
tem in Chicago, Ill., hearings. 472 
Juvenile delinquency, investigation, 





IT cnccciancusieiniinneasbiinininent 472 
K 
Kahului Harbor : 
engineer report— 
epartmental edition____..-_--_ §25 
document edition aod 412 
Kansas: 
Fe ee ee 1381 
farm supply co-ops, inventory man- 
Pes eS 541 
minerals industry, minerals year- 
book chapter___.... _--_____ 1080 
waste facilities, municipal and in- 
dustrial, 1957 inventory___-- 1286 
Kasmakheyev, Aleksandr Y., testi- 
i cinciciesestheahinameaiDabitciidiiaiavensdaetiniaioun 476 
Kazakh language, guide___._._____-___ 19 


Kazakh Soviet Socialist Republic: - 
Academy of Sciences discussion on 


¢ —_— problems, USSR oss 
development ‘of Soviet public health, 
courses —._ 941 





Kennesaw Mountain National Battle- 
field Park, general informa- 
tion oa 1205 
Kentucky, waste facilities, municipal 
and industrial, 1957 inven- 
tory... 1283 
Kerosene, flotation of coal, semicom- 
merical studies of cell per- 
SS RE FS ere 1111 
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Kerrville, Tex., aircraft accident____ 2 
Key to meteorological records doc- 





umentation_.__.-------~-___ 1389 
st ces | Province, China, budgets, 

1958-59 ___ aout ~ WE 
Kiangsu Province, China, North, 

water conservation, outlook 

for development____.-______ 914 


Kirin Province, China, 1958 final ac- 
counts and 1959 draft budget. 88g 
Kites, large. operation requirements, 





civil aeronautics manual_____ 558 
Kolkhozes, property, pressing prob- 

lems in USSR 197 
Korea: 


economic cooperation agreement... 1362 





eae > aie? property, sale 5 
ceetebeeimasanin 350 
North> Communist party ideological 
work, intensification__._...___ 822 
North, (People’ 's Democratic Repub- 
lie), economic report._____-_ 887 
Korean language, guide___---_---_- 43 
L 
Lab 


or : 
monthly labor review, reprints___1047-48 
scientific organization, USSR con- 
ference report._._.__......__. 848 
statistics, Communist China______ 802 
workmen, effect of impulse noise on 
functions of body, USSR study. 953 
Labor and Public Welfare Committee 


Senate, hearings, etc__.___ 477 7-479 
Labor laws: 
new labor legislation and office of 
General Counsel (address)__.__ 1191 
new labor reform law and National 
labor relations act (address)__ 1192 
principles of labor legislation in 
NI 833 


Labor legislation, see Labor laws. 

Labor-management relations, see In- 
dustrial relations. 

Labor-management relations act, see 
Industrial relations. 

Labor organizations, see Labor unions. 

Labor Eeaeene, see Industrial rela- 

ons. 
Labor Statistics Bureau, bulletins_._ 1044-45 
Labor unions: 
business, company pay for time 





spent— 
departmental edition__._...--~- 1045 
document edition 430 
directories, Europe 753 
funds, safeguards, labor-manage- 
ment re erting and disclosure 
i RE I hl i tal 1039 


labor- Se et reporting and 

disclosure act of 1959, general 

il Al li ie 88: Sta 1040 
practices and wage increases, effect 

upon prices, profits, production, 

and employment, hearings... 399 
reporting and disclosure of transac- 

tions and practices, etc., legis- 

lative process and administra- 

tion (address)__.._-_--.-___~_ 1193 
reports required from union offi- 

cials and employees, labor-man- 

agement reporting and disclo- 

eure act.of 1258.............. 1037 
timetable of required reports, labor- 

management reporting and dis- 


closure act of 1959_____-____ 1038 
Laboratories: 
clinical procedures_________---__ 1216-17 


Fish and Wildlife Service, research— 625 
see alzo names of laboratories or 
places where located. 
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poratory apparatus and supplies, 
ia ioral eupely schedule______ 
La Feria division, see Rio Grande 
project. 
Lafourche Bayou: 
engineer report-— 
departmental edition___-~~~~- is 
| 


Hnatry 
606 


Re ee een 536 

Lake States, see Great Lakes States. 

Lake States Forest Experiment Sta- 

tion, station papers____-_-- 691-692 

Lakes, see names of lakes. 

Laminated materials, metal-ceramic 

SOR EA ED 184 

Laminated metal, see Steel. 

Land: | , 
acquisition for wildlife refuge at 

Jackson refuge and dam navi- 
gation project, Ala., hearing__ 449 
agricultural, evaluation of flood 
damage by airphoto analysis_-_ 81 
bounty-land warrant files in Na- a 
tional poe SEN Seas —" 1173 
settlement opportunities on recla- 
mation projects.._.._.._......... 1299A 
use changes, impact on urban-rural 
area of southeastern Wiscon- 
Eki 93 
see also Public land. 

Land burning, see Burning of land. 

Landing (aircraft) : 
airborne automatic landing- 

approach system analog study. 1133 
commercial transports on airports, 

eontact conditions at altitude 

of 5,300 ft. and at sea level__ 1145 
instrument landing system, FAA 

standard characteristics and in 

terminology, chart..------~-~- 566 
lunar, thrust and trajectory con- 

ET eee 1143 

Language and languages : 
language guide PT (series)_-----_ 2-45 
machine translation and applied 2 

NE a 783 
see also names of languages. 

Latin America : + 
commodity problems, study. ~~~ 465 
post World War II political develop- 

SN See 465 
United States relations, study. ~~ 465 

Lattices (reactor) : 

stainless steel clad slightly enriched 
uranium dioxide fuel rods in 
light water, measurements___-— 235 

Latvian language, guide_____---__-_ 20 

Launchers, see Rocket launchers. 

Laundry and laundries, New York 

City, wage chronology, 1953— 
eC drat RR a2 ht Re 1047 

Law: 

Institute, Academy of Sciences, 
USSR, report on tasks__-~~~ 820 

Judge Advocate legal service, Army 
ES a See 199 

laws of the Nation, citizenship 
CRE Sa ELMER os EES 729-732 

procurement legal service, Army 
TT  eeRracis ee eS Pe 204 

USSR, characteristic features of 
eae 796 

see also Codes of law—Legisla- 
tion—Statutes at large—also 
subjects. 

Law-enforcement, officers, guide to 

laws enforced by Alcohol and 
Tobacco Tax Division_____~ 745 

Laws, see Codes of law—Labor 

laws—Law—also subjects. 

Lawyers, selecting for your business. 1309 
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Lead : 
alpha method for determining ages 
of igneous rocks, evaluation__~_ 
mining methods and costs, Piokee 
mining unit and experimental 
ments project, Eagle-Picher 
Co., Tri-State Mines, Ottaway 
| ene nk enn ea 
Leaders wanted (address)__----___ 
Leaflets, see names of departments, 
etc., issuing leaflets—also sub- 


jects. 

Learning, physiological characteris- 
tics and evaluation of curricu- 
lum of general-curriculum stu- 
dents, USSR study___-----_ 

Leases, mineral leasing act, executive 
modification on Federal wild- 
| ee eacie 

Leather, hides and skins: 

hides and skins industry outlook for 
1960 and review of 1959______ 
leather industry outlook for 1960 
and review of 1959_______-__ 
Legal service, see Law—Lawyers. 
Legislation : 
recommendations of Senate inter- 
nal security subcommittee____ 
record, 86th Cong., Ist sess. and 
review, 84th, 85th, and 86th 
ee Re ar ne ean 
Republican report, 1st session, 86th 
Congress, summaries of ma- 
WEES 
see also Labor laws—also subjects. 

Leptospirosis, origin, symptoms, treat- 
ment, etc., information_______ 

Lethal doses of several commercial 
chemicals for fingerling chan- 
nel catfish 

Liberty, survival of freedom (ad- 

dress 

Libraries : 

library research in progress______-_ 
service for rural people__________ 

Library extension, see Libraries. 

Library of Congress, cataloging rules, 

descriptive for pictures, de- 

El AE 

rodent infesting anoplura of 

Thailand, descriptions of spe- 

EE cecetptbinvidnbanibitpabaapsheediens 

Licenses : 

licensing controls— 
Belgium-Luxembourg ~..--.---~ 
UNIT iiincctmsidionenitiongmmegmaehes 
ELLE LTE EA 
WRENN cna tatimensiemeennminmisnens 

Life sciences, and National Science 
iirc ninittiainininemmcnten 

Lift (aircraft) : 

characteristics at subsonic speeds 
and Mach number 1.9 of lift- 
ing circular cylinder with fine- 
6} 
characteristics of swept-wing, mul- 
tijet, transport-type airplane, 
flight investigation___.___ ~~ 

Light, attenuation, atmospheric trans- 
mission in visible region______ 

Lignite, North Dakota, drying to 
1,500 pounds pressure by 
Fleissner process ...._...-.~. 

see also Coal. 

Limestone, mining and milling meth- 
ods, Inland Lime and Stone Co., 
Port Inland, Mich 

Lincoln County, Nev., Lincoln tung- 
sten mine, mining methods 


Lice, 


Linguistics, see Language and lang- 


uages. 
Lipids, liver, chain reaction after ra- 
diation injury, USSR study--- 


1069 
378 


1279 


643 
1339 


514 
109 
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1195 


677 
669 
675 
678 


466 


1154 


1125 
1233 


1110 


1066 


1062 


10038 


Page 119 











INDEX 


Entry 
Liquors, laws enforced by Alcohol and 
Tobacco Tax Division for law 


enforcement officers______--~ 745 
Lists, see subjects of lists. 
Lithuanian language, guide_______-_~ 21 
Little strokes, hope through‘ re- 
| BEER St SS 1187 


Live stock, see Livestock. 
Liver, lipids, chain reactions after 


radiation injury, USSR study. 1003 
Livestock : 
farm animals— 
diseases, Soviet abstracts_______ 904 
Soviet abstracts________ 889, 912, 938 
industry, Australia’s and U.S. pro- 
ON SERRE ASE CE oe 647 
reports, content and dates of re- 
ee SP eee 
Livestock products, see Animal prod- 
ucts. 
Living conditions, see Cost and stand- 
ard of living. 
Load (mechanics) : 
aerodynamics— 
jet induced effects on longitudi- 
nal trim of airplane configura- 
tion measured at Mach num- 
bers between 1.2 and 1.8___-_-_-_ 1157 
loading on thin wings, method of 
Ea EST aa 1132 
landing, commercial transports on 
airports, contact conditions at 
altitude of 5,300 ft. and at sea 
ee eae 1145 
Loan associations, see Federal savings 
and loan associations. 
Loans, see Federal savings and loan 
associations. 
Loblolly pine, see Pine. 
Logic, symbolic and mathematical, see 
Mathematics. 
Los Angeles, Calif., post office, mail 
distribution by destination... 1182 
Louisiana : 
mineral industry, minerals year- 
Pcie eg 1081 
waste facilities, municipal and in- 
dustrial, 1957 inventory______ 1287 


Lubricants, synthetic, market poten- 
tials for fats and oils________ 74 
Lubrication : 
high temperature, corrosion resist- 
ant alloys by halogen-contain- 
I i 1161 


petroleum lubricant systems______ 1399 
Lumber, air drying conditions in San 
Juan area, Puerto Rico______ 699 
Luxembourg: 
exports and imports, licensing and 
exchange controls___________ 677 
foreign trade information on in- 
co a ae 288 
Lykes, Joseph, see Joseph Lykes 
(steamship). 
M 
RS eee ers 1095-96 


McDowell, Ephraim, famous Ameri- 
can, commemorative stamp 
eg RTE Pad 1260 
Machine translations, see Translat- 
ing machines. 
Machinery : 


Communist China’s industry_____ 778 
Soviet machine building, selected 
translations__._....__ 877, 880, 923 
see also names or types of machin- 
ery. 


Machines, see Machinery. 

Machining, characteristics of high 
strength thermal resistant ma- 
RS i eT 185 

Machinists, MOS proficiency test aid_ 194 

Magnetie amplifiers, see Amplifiers. 

Magnetic materials, fine particle, re- 
search on measurements_____ 181 


Page 120 


E 

Magnetism, see Magnetograms, atyy 
Magnetograms, MHV series_______ 365-367 
Mail matter, distribution by destina- 

tion at San Francisco, Los 

Angeles and Baltimore post of- 

RE 1182 

see also Parcel post. 

Maine: 


agricultural hand- 


EEE 53 
waste facilities, municipal and in- 
dustrial, 1957 inventory_____ 1281 
Maintenance of equipment, General 
Motors diesel engines, models 
278 & 278A, progressive pro- 


conservation 


RE ee alte 1306 
Malheur National Wildlife Refuge, 
historical notes__......--___ 638 
an: 
morphology, Soviet abstracts._.._ 868, 
934, 936 
physiology, Soviet abstracts______ 926 


Management, see Administrative man- 
agement. 

Manifold paper, see Paper. 

Manners and customs, influence on 
children, research programs, 
studies in progress_.......__ 325 

Manpower : 


national plan for civil defense and 
defense mobilization... _ 336 

science, employment and _ other 
characteristics, 1954-55_____ 1208 

total numbers of medical research 
scientists in Czechoslovakia_._ 1020 


Manuals, see names of departments, 
ete., issuing manuals—also 
subjects. 

Manufactures and manufacturers: 


annual survey of manufactures, 

| , =e 298-299 
ecarload waybill statistics, 1958___ 756 
general Sehtees ...... 26-5 298 


manufacturing incomes, share of 
wages and salaries, 1947-56, 
analysis, study paper._______ 403 

manufacturing industries, metro- 


politan area and city size pat- 

SS eee ee 240 
small manufacturers, management 

case dhihichMinanalibinianheithinnikoasines 1309 


Maps and charts: 
AA instrument landing system, 
standard characteristics and 
oeeear NES Se Te ee 566 


flood-hydrograp analyses and 
computations, engineering and 
— i aes 526 
Hydrographie Office, chart correc- 
_ eee 721 


Mississippi River Commission, an- 
nouncement of map folio_._._ 1121-22 
see also names of localities—also 





subjects. 

Marine Corps: 
manual, change__ mini - 1051 
ordnance maintenance manual__._ 1052 
id eee 1051 


Mariners, see Submariners. 

Marital status, see Marriage. 

Maritime Administration, SP series. 579-581 
Markets and marketing: 





acreage-marketing guides_._.__-_ 67 
Communist China, market survey 
0 SS eae ee 801 
marketing bulletin see a 122 
marketing research reports_____ 123-128 
small marketers aids_...___--- 1313-14 


see also names or classes of com- 
modities, etc., marketed. 
Marriage, marital status, population 
characteristics_............ 302 
Marrow, bone, use in compound 
treatment of radiation sick- 





ness, USSR study... -__ 864 
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Entry 
Martin Company, entertainment fur- 
nished U.S. officers, hearings- 433 
Maryland: 
agricultural conservation program, 
~ handbook 
mass transit compact, hearings-~-~ 442 
migratory workers’ earnings and 
welfare, dependence on weath- 


ERS RES EN eee roe 1041 
mineral industry, minerals year- 
ee ree 1082 
waste facilities, municipal and in- 
dustrial, 1957 inventory__-~- 1283 
MAG ceriet........................ 298-299 
Massachusetts : 
OE EE en 1382 
electric rate book............-~— 586 
waste facilities, municipal and in- 
dustrial, 1957 inventory__---_ 1281 
Materials : 
preservation, packaging, and pack- 
ing, Federal test method stand- 
ES SSE Se ara 614 
solid, thermophysical properties_— 183 
see also Raw materials—also names 
of materials, e.g. Education. 
Materials (aircraft) : 
high-strength thermal resistant 
machining characteristics____ 185 


Materials handling, equipment indus- 
try outlook for 1960 and re- 
view of 1959 280 





Materials ag | eS eee 1073 
Materiel, see Military supplies. 
Mathematical instruments, see Pan- 
tograph. 
Mathematics: 
derivation and tabulation of molec- 
ET Se 1144 
digital computers multivariate in- 
NS eee ee 178 
logic machine designed for relay 
circuit analysis, USSR study— 918 
Maury County, Tenn., soil survey_.._ 1319 
Measurements of pressure and. local 
heat transfer on 20° cone at 
angles of attack up to 20° for 
Mach number 4.95--_.-----~- 1158 
Meat : 
livestock and meat industry, Aus- 
tralia’s and U.S. producer___. 647 
manufacturing trends in U.S. im- 
eS eae eae 651 
Mechanical brains, see Cybernetics. 
Mechanization : 
farm mechanics in vocational ag- 
riculture, survey............. 511 
farms in Soviet Union_..-~.-_--~ 131 
see also Automation. 
Medals, issuance, compilation of 
EEE HDI LE ROE AEE 406 
see also names of medals, or per- 
sons to whom medals are to be 
presented. 
Medical care, supply and demand 
Rent ie Retake 401 
Medical instruments and apparatus: 
industry, development, etce., in 
USSR, 1959 plan__....~- ~~~ 956 
USSR plant, 7-year plan fulfilled 
ies itsnececetnencnchontiationeedionnnns 957 
Medical officers, examination an 
nouncements..............- 347, 349 
Medical radiology (USSR periodical) : 
ee 875 
Medical research, see Medicine. 
Medical supplies, industry, develop- 
ment, ete., USSR, 1959 plan-_ 956 
Medicine : 
biomedical nuclear age problems 
ON a 238 
great medical encyclopedia, USSR 
‘manual for military physi- 
i icenccastnancrcreeicteemerinpnenien 1000 
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Medicine—Continued 
medical research and manpower or- 
ganization in Czechoslovakia 
research, National Science Founda- 
tion activities and grants____ 
nae and history, problems and 
ecisions, 2ist Congress of 


work of Bureau of Medico-Biolog- 
ical Sciences Department, 
Academy of Medical Sciences, 
AS ag 
Medicines, see Veterinary medicines. 
Mediterranean Sea, sailing directions_ 
Melons, spring, acreage marketing 
| RE TC aR EEG A FES * at 
Memorandums, see names of depart- 
ments, etc., issuing memoran- 
dums. 
Memorial services, Polk, James G____ 
Memorials, see names of memorials. 
Menhaden, catch along Atlantic Coast, 
1952-55, composition, etc. _ 
Menominee Harbor: 
improvement, engineer report— 
departmental edition____.._- ~~ 
eee 
Menominee River : 
channel and harbor improvement, 
engineer report— 
departmental edition._._..___~ 
document edition___.__________ 
Mental defectives, see Mentally re- 
tarded. 
Mental health: 
problem under American way of 
life, USSR review of book by 
eR ENE ik I See 
school, National Institute of Men- 
tal Health program______-~_~ 
Mentally ill, see Mentally retarded. 
Mentally retarded, youth, preparation 
for gainful employment____-_~ 
Merchant marine, United States and 
world, number, tonnage, etc., 
a a 
Merchant Marine and Fisheries Com- 
mittee, House, hearing. _ 
Mercury, materials survey__________ 
Mesothorium, poisoning, dosimetry 
and instrumentation _ tech- 
pes in applied radioactiv- 





Metal-ceramic laminates... ~~ 
Metallurgy : 
Mines Bureau, progress 
July 1—Sept. 30, 1959 
RE, He SE icemiicetunenes 
see also names of metals. 
Metals: 
corrosion in tropical environments_ 
minerals yearbook, 1958— 
departmental edition__.....-.- 
Gecument e6ttie@......<.....-.- 
structural, radiation effects, litera- 
EERIE 4 
see also Weld metals. 
Metalsmith, shipfitter M 3 & 2, Navy 
training courses.............. 
Meteorology : 
records documentation__......-. 


USSR— 
literature, 1958, bibliogranphy__ 


report, 


zonal and meridional synoptic 
processes, general circulation 
index as indicator, USSR 
CE ci ctinthttevtinintiteaiitininiientinns 
Meteorology, see also Gages—Hy- 
drometeorology. 
Metropolitan areas, see Cities and 
towns. 


389 


644 


529 
414 


529 
414 


994 
1188 


499 


1053 


444 
1073 


214 
184 


233 
862 
1234 


1097 
427 


228 


1222 
1389 


967, 
977, 996, 1024 
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Entry 
Mexico, agricultural workers, infor- 
mation concerning entry into 
Cinisceididiuaninithiundchethineeneteweten 522 


Mexico, Gulf of, coastal waters, 


dumping low level radioactive 
.. . . =e » 396 
Mica, block and film fabricated, 1st 
_ < 2¢ aa eee 1096 
Michigan: 
northern lower, effects of forest 
cover on soil freezing_____~__ 692 
waste facilities, municipal and in- 
dustrial, 1957 inventory_____ 1285 
Microaerological investigations of 
lower kilometer layer of atmos- 
el A AS et hp cla alae 212 
Microbiology, Soviet abstracts______ 870 
Micro-organisms, and heredity, 
2 OT Ee Aaa 998 


Microphonics, basic cochlear physi- 
ology and energy metabolism 
of cochlear response in cat, 


I eck Mises hs tesisthcnseetniens tues tins ciinnetiiens 1055 
Microwaves: 
electromagnetic probes for near- 
zone measurements, design_..__ 1235 
guided, use for acceleration of 
RTE EP Elo ARI tae 1127 


Middle East, see East (Middle East). 
Migrant labor, workers’ earnings and 
welfare, dependence on 
SE A TET LEE la 1041 
Migratory workers, see Migrant labor. 
Military aid, agreement with Japan. 1342 
Military art and science : 
foreign policy of U.S__---------~ 464 
Soviet translations.__..__.._.. ~~ T77 
Military assistance, see Military aid. 
Military construction, see Installa- 
tions (military). 
Military education: 
Army schools, ete, catalog 
EE CTE 195-96 
Reviet Traneeeet..........<nneson-= 777 
Military index, specifications, Air 


Force Department... 160 
Military information : 
Albania, reports__._._ ~~ 773, 793, 827 


Military Medical Academy, USSR, his- 
tory of chair of normal anat- 





omy ile 863 
Military occupational specialties : 
enlisted MOS proficiency test aid— 
field artillery rocket crewman___ 193 
light and medium field artillery 
EE Dee 192 
TS ae 194 


Military parks, see names of parks. 
Military pay, see Pay, allowances, ete. 
Military specifications_._......._._~ 492 
Military supplies : 

Air Force manuals, supply and/or 


lo eee 145-150 
artillery materiel, USSR study____ 819 
guide for line officers performing 

Ye, EE Een 1218 
nonconforming, control, Air Force 

OS eee 165 
packaging, general supplies_______ 1255 
Ee eee 492 


Air Force Department, military 


EO ee a oe 160 
Military Training, recognition, in- 
structor’s guide, Air Force 
it Niteksintie cemmteiiies 145 
Milk: 
cooperatives, group bargaining, 


exempt from antitrust laws, 

ee aa a 443 
dry, nonfat, effect of consumer pur- 

chases of fresh milk, evapo- 


rated milk, filled milk_______ 126 
milksheds, sanitation rating 
3 ae 1290 
production, by months___--_---_- 84 
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En 
Milk—Continued a 
recombined condensed, recombined 
sterilized, toned, useful for 
cee welsh saree Ea 648 
Milling and processing tungsten____ 1065 


Mine safety, see Safety of life. 

Mineral-fuels, see Fuel. 

Mineral lands, leasing act, executive 
modification on Federal wild- 
RR eee es snl A otal 468 

Minerals: 

Alaska industry, minerals yearbook 


| ARETE 1075 
Arkansas industry, minerals year- 

Ry "Sie 1076 
California industry, minerals year- 

ad. eee 1077 
Colorado industry, minerals year- 

Seer 1078 
Indiana industry, minerals year- 

_ ff  - aa 1079 
Kansas industry, minerals year- 

Ss eee 1080 
Louisiana industry, minerals year- 

ees 1081 
Maryland industry, minerals year- 

2, ae aa 1082 
mineral facts and problems, intro- 

duction, preprint___....___ _ 1074 
mineral market reports_____-__ 1095-96 
Montana industry, minerals year- 

_. a”) eee 1083 
Nebraska industry, minerals year- 

| eee 1084 
New York Sltetes. minerals year- 

_. ee 1085 


I iitinccnincitinickdcndibtatteSnanthdand 1086 
Ouiahemn tlastan, minerals year- 
_. <— — ” er ae 1087 
Pennsylvania industry, minerals 
yearbook chapter____________ 1088 
Tennessee industry, minerals year- 
OS a 1089 
Texas industry, minerals yearbook 
ate lianstiiahien ciel htincntaiiendntecdieins 1090 
Utah industry, minerals yearbook sens 
Virginia industry, minerals year- 
I eee 1092 
West Virginia industry, minerals 
yearbook chapter____________ 1093 
Wyoming industry, minerals year- 
tt i —_—_— aT 1094 
yearbook, 1958, area reports— 
departmental TITS 1099 
document edition______________ 429 
yearbook, 1958, fuels 
departmental edition___________ 1098 
document edition___-__________ 428 
yearbook, 1958, metals and min- 
erals except fuels— 
departmental edition.__._.____~- 1097 
document edition____._________ 427 
see also names of minerals. 
Mines and mining: 
methods and costs— 
Climax Uranium Co., salt wash 
See  eee............«..-..- 1063 
Inland Lime and Stone Co., Port 
iy Re 1066 
Piokee mining unit and experi- 
mental mining project, Eagle- 
Picher Co., Tri-State mines, 
Ottawa County, a 1069 
topographic surveying  instruc- 
EE EP ER ee 1026 


see also names of metals and min- 
erals mined. 
Mines Bureau : 
i ta ccitaiee sinc tenis Scinistecalisanhieh 1060 
helium plant, dedication services, 
Keyes, Okla. (remarks) ___~ 381 
information circulars__..... i06o-78 
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Entry 
Mines Bureau—Continued 
metallurgical progress report, July 
1-Sept. 30, 1959 
report of investigations_______~ 1103-17 
Mining engineers, examination an- 


nouncement, suspension no- 
8 ceca nace rewonecame 363 
Minnesota : 
Gmttt...... eee ee ween wen nre~ 1383 
waste facilities, municipal and in- 
dustrial, 1957 inventory_---- 1286 


Minorities, in Communist China, 
| RT ra 807 

Miscellaneous collection series, see 
Smithsonian miscellaneous col- 
lections. 

Miscellaneous publications, see names 
of departments etc., issuing 
publications. 

Missiles : 

cone frustums combinations, hyper- 
sonic stability derivatives com- 
puted by Newtonian impact 


| EE a ee Seen 1147 
research, development and produc- 
tion contracting study, hear- 
aE ee eee 434 
Mississippi : 
electric rate book..................... 587 
waste facilities, municipal and in- 
dustrial, 1957 inventory__ ~~ 1284 
weather stations, decadal census.__ 1389 
Mississippi River and Valley: 
Cairo, Ill., to Gulf of Mexico, La., 
flood control and navigation 
maps, announcement___-_____ 1122 
surface water of basin, compilation 
of records through Sept. 
SEL a 717 
Missouri : 
ES ee eee ee 1384 
farm supply co-ops, inventory man- 
0 ee 541 
waste facilities, municipal and in- 
dustrial, 1957 inventory-__-_ 1286 


Missouri River and Valley: 
Fort Randall Dam and Reservoir, 
spillway and outlet works, hy- 
draulic model investigation___ 535 


slack-water navigation, Yankton, 
S. Dak., to mouth, Engineers 
Corps to study, hearing__--- 449 
surface waters of basin above Sioux 
Si i eee 718 


Missouri River Basin project, Gray 
Reef Dam and Reservoir, con- 
struction as part of Glendo 
unit, feasibility, Interior Dept. 
Se See 418 
RS ae See 1095-96 
Mobilization, see National defense— 
Transportation. 
Molecular functions, derivation and 
tabulation of integrals_____--_ 1144 
Monetary policy, see Money. 
Money : 
foreign exchange guide, Air Force 
EE eas 153 
monetary policy and debt manage- 


ment, questions and answers, 
ON TEE EEL TES 399 
monetary stability, sound cur- 


rency (remarks)..._.._.......... 594 
money supply and debt management 
relationship to economic condi- 


eh eee 399 
see also Inflation (finance). 
Mongolia, Outer, translations_____-_~ 925 
Mongolian language: 
0 SE ee 45 





Uighur, guide-__- 

Monographs, see names of depart- 

ments, etc., issuing mono- 
graphs—also subjects. 
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Monopolies, effects of monopolistic 
and quasi-monopolistic prac- 
tices on employment, growth, 


Entry 


and price levels, hearings___- 399 
Monroe, James, profiles of time, cata- 
og of commemorative exhibi- 
Siiwcisiintaapandi a elnntmencen 1316 
Montana: 
electric vate book.........<6.s600«o~ 588 
mineral industry, minerals year- 
- —  — eee 1083 
waste facilities, municipal and in- 
dustrial, 1957 inventory_.--- 1288 
Moon: 
landings, thrust and trajectory con- 
II a tntnnmnenigenteienidpniiens 1143 
tracking, automatic radar range 
system, design and construc- 
2 EP. SEEPS. See 1226 
Moral issues of growing economy 
8S RE ES Ye See 379 
Morbidity, data sources_______--_--- 1295 
Morenci, Ariz., open-pit copper min- 
Oe > ae ar 1064 
Morgan County, Ala., forest inventory 
5 ST IS ncaa 
Morocco, sending gift packages to__ 663 
Morphology : 
brain, changes under influence of 
ionizing radiation, USSR 
0 EES EE. A ASS a 1007 
human and animal, Soviet ab- 
ee 868, 934, 936 
MOS, see Military occupational spe- 
cialties. 
Motion pictures : 
CO ee 292 
copyrighted Jan.—June 1959______-_ 486 
television films, catalog______-~~- 100 
Motor boats, see Motorboats. 
Motor carriers: 
freight commodity statistics, 
Ge ree 760 
transport statistics, 1958__.._-~- 767 
Motor vehicle accidents, investiga- 
SS ee 759 
Motorboats, uninspected, Coast Guard, 
rules and regulations_____~--~ 370 
Motors, integral horsepower, industry 
outlook for 1960 and review 
“J eee eee 264 
see also Electric motors. 
Mountain Lake Park, Md., railroad 
SER Rnviciadudndmeahmets 765 
7 eee 1278 
Multiple correlation in forecasting 
gonsenal runet......-.....- 1299 
Municipal and industrial waste facil- 
ties, 1957 inventory__~-~-~- 1281-89 
Museums, see names of museums or 
places where located. 
Must we debase the dollar? (re- 
CS a SR ee Se 594 
Mutual security, see Foreign aid— 
International relations. 
N 
N.A.S.A., see National Aeronautics 
and Space Administration. 
Napa County, Calif., Solano project, 
history, planning, ete____-~--~ 1300 
NASA, see National Aeronautics and 
Space Administration. 
National, see headings beginning Fed- 
eral—Government—National. 
National Advisory Committee for 
Aeronautics, technical publica- 
tions, Oct. 1958-June 1959, 
RRS SR ESR 1123 
National Aeronautics and Space Ad- 
ministration : 
NASA memorandum---__----~---- 1124 
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Entry 
National Aeronautics and Space Ad- 


ministration—Continued 
NASA/NACA technical _publica- 
tions, Oct. 1958-—June 1959, 
El ER a RR A 1123 
NASA technical IE 1125-65 
technical reports...............--. «1167-70 
National Archives: 
general information _._....------ 1172 


— and bounty-land warrant 
- SAE 

records of Confederate soldiers___-_ 
a Archives and Records Serv- 


ce: 

preliminary inventories, series.._ 1174—75 
special list 1177 

National atlas of United States (sepa- 





i aes 1390 
National Bureau of Standards: 
lie Se SER 1178 
journal of research 1179 
monographs —_ 1180-81 





technical notes___________-~_---_ 1182-84 
National Commission for UNESCO, 
see United States National 
Commission for UNESCO. 
National defense: 
agreement with China________--_ 
education act of 1958, guide_____ 512 
mobilization, national plan— 
biological and chemical warfare 








i a I A 335 
directed movement for evacua- 
| Sie ehe heli a ea 330 
emergency welfare _...-_-_--__-_ 332 
explosive ordnance reconnais- 
sance ____ testpial 833 
ee LE LI ETE 336 
radiological defense _.______--__ 334 
review, tests and inspection____ 339 
training and education____---~~ 338 
transportation ___.___-_ is 337 
warning of attack_____ i 331 
technical problems, list-._._._._--__ 1189 
National economy, see Economic con- 
ditions. 
National electric rate books______~ 587-589 
National Guard, retirement policy for 
a ee oa ae 1185 
National Institute of Mental Health, 
school mental health program. 1188 


National Medal of Science, establish, 
ES ee ae eee 451 
National monuments and memorials, 
see names of monuments or 
memorials. 
National Museum: 
i NE a 
OO i a eae 
ceataees organizations, see Organiza- 
ons. 
National Park Service: 
historical handbook series__.._.__ 
student trainee, park ranger, natu- 
ralist, etc, examination an- 
I a nscitettind ceccdhctsienentthcgaemsetea en 357 
National parks. see names of parks. 
National plan for civil defense and 
defense mobilization__..___ 330-339 
National Science Foundation : 
ne 466 
research and development, reviews 
a etatiicietinedincns cetecitsniieitnicaitainnre 1209 
National pate 
internal security act, etc., adminis- 
tration, investigation— 


1194 
1195 


1202 





hearing ~_- ——— 
AA eT 475 
legislative recommendations of 
Senate internal security sub- 
TEN rae a 473 
National survey of historic sites and 
SR eee 1206 


National survival, see Survival. 
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Invex 


National System of Interstate High- 
ways, status and progress, 
pC ee ae 

Nationalism, development of Soviet 
intranational relations during 
period of expanding building 
Se Geen coccwcencgem 

Natural gas, see Gas. 

Naturalists, park, National Park Serv- 
ice, examination announce- 
Fe ee 

Naturalization : 

candidates— 
English and Government, home 





Entry 


480 


813 


EE oT Se 726-728 
laws for the nation, citizenship 
reader -- 729-732 
our Constitution lives and 
rows— 
citizenship readers ~._..-_~ 733-735 
teachers edition_____.______- 736 
see also Citizenship. 
Navajo Indians: 
Se health and economic 
~w | ETS SS ee 738 
ns ethics, ete., yearbook, 
ictal acsitici ee epipinieaipiguanintead al 737 
Nav - ey description, Navajo 
yenseeed, 1907 ....nnn.cans.-- 737 
Naval Academy, Annapolis, register, 
Ee Sa 1211 


Naval architecture, see Shipbuilding. 


Naval education, Ba training 
courses ~._.~ 1213-14, 1222- 53, 1225 
Naval Medical Research Laboratory 
dbciidiitpepieiemaaieere 1055-56 
Naval Research Laboratory : 
eee eee 1226-39 
recket studies of ionosphere, 
ground stations_____________ 1230 


Naval Reserve, chaplains, guidebook. 1219 
Naval supplies, see Military supplies. 
Naval training, see Naval education. 
Naval vessels, see Destroyers (war- 
ships) — Shipbuilding — War- 
ships. 
Navigation : 
maps, Mississippi River, announce- 
2 Son AE a ae 1122 
radio aids, SAMOS ER el 725 
see also Air navigation. 
NavOrd SII cuchtonestehnmeneneneannaningidiae 1249-50 
Navy 
compivelien i ae 1242-45 
enlisted personnel, classification 
| | nee 1220 
fighting ships, dictionary________ 1212 
flight planning document— 
i all: a A A 168 
0 169-175 
MOWY FOCTU Nie nes 1221 
Officers, line, performing supply 
ee RE 1218 
radio communication facilities 
OS ee Terre 1401 
submarine training manual, change. 1224 
Navy Department, financial report, 
5 ee a ir ae en ac 1240 
Navy training courses, see Naval 
education. 
NBS, see National Bureau of Stand- 
ards. 
Near East, see Hast (Near East). 
Nebraska : 
farm supply co-ops, inventory man- 
SS 14 ee 541 
mineral industry, minerals year- 
book chapter__......-.._-.- 1084 
waste facilities, municipal and in- 
dustrial, 1957 inventory____-_- 1286 
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Nervous system : 
higher activity— 
n animals, radiation penetration 
influence, USSR study __---_- 
influence of low doses of chronic 
X-irradiation in white rats, 
(eee 
physical stresses, changes in corti- 
eal dynamics among school 
children, USSR study___-_--~ 
sensitivity to low dose radiation, 
i ER 
study of nervous activity, new de- 
velopments USSR 
Netherlands : 
atomie energy cooperation for civil 
uses, agreement___-.___-__~-- 
foreign trade information on in- 








stramentatio® ....<...<<<--< 
patent rights and technical infor- 
mation interchange agree- 
en 
Neurological diseases, see Nervous 
system. 
Neutrality, laws, compilation____.-~ 
Nevada : 
agricultural conservation hand- 


dustrial, 1957 inventory____-~ 
New Brunswick Laboratory, research 
report, Jan.—June 
New England: 
fisheries, annual summary, 1958___ 
future economic growth opportuni- 
ties (address) 
New Hampshire: 
IIIT ciiininet cocahnipnediinihdne ence dmanteants 
waste facilities, municipal and in- 
dustrial, 1957 inventory______ 
New Jersey : 
public assistance standard____--~ 
shad catch, contributions of Hud- 
son and Connecticut rivers. 
waste facilities, municipal, and in- 
dustrial, 1957 inventory__-_-_ 
New Mexico: 
esten Genosite..................- 
waste facilities, municipal and in- 
dustrial, 1957 inventory____--~ 
New York Central R.R., accident____ 
New York City, laundries, wage 
chronology, 1953-58___------ 
New York State: 
mineral industry, 





minerals year- 


shad catch, contributions of Hud- 
son and Connecticut Rivers. 
waste facilities, municipal and in- 
dustrial, 1957 inventory. ~~~ 
News - farmer cooperatives, re- 
Newspapers, see Press. 
Nicaragua, preparing shipments to_- 
Nickel : 
deposits, Puerto Rico____------~~ 
metallurgy, USSR study___-----~ 
Nigeria, preparing shipments to__~~ 
1959 Kermit Roosevelt lecture pro- 
gram, time, tactics, and tech- 
nology, survey of research and 


a icerttth ca tneemnemmcnceepion 
Niobium, see Columbium. 
Nitrogen isotopes, N-15, elastic 


scattering of alpha particles__ 
Noise : 
control in urban transportation, 
USSR, problems, conference__ 
impulse, effect on workmen in in- 
dustry, USSR study._-_----_-_ 
Nominations, journal of executive 
roceedings, Senate, 85th 
ong., lst sess ani 
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1001 
1002 


980 
1023 
1011 


1360 
288 


1354 


408 


954 
953 


455 





Nonfat dry milk, see Milk. 
Nonferrous alloys, see Alloys. 
Non-lamellar storage cells and bat- 
teries of KNB type, USSR__-- 
North Carolina: 
hand- 


agricultural conservation 
book 


i eihisincicep-enchcassadostepiedihiatiebenemamiaumenen 
waste facilities, municipal and in- 
dustrial, 1957 inventory. __~— 
North Dakota: 
lignite, Fleissner process of drying 
to 1,500 pounds pressure____— 
waste facilities. municipal and in- 
dustrial, 1957 inventory__ ~~ 
North Korea, see Korea. 
North Vietnam, see Vietnam. 
Northwest (U.S.): 
average water discharge at selected 
gaging stations and change of 
storage in certain lakes and 
reservoirs, 1943-57...--.__- 
Norwegian language, guide_________ 
Notes, see Treasury notes. 
Notice to mariners, chart correction 


Nuclear energy, see Atomic energy. 
Nuclear explosions: 
potential radionuclides produced in 
weapons detonations, review_ 
scattering of thermal radiation 
into open underground shel- 
| __RRShee NE e 
underground detonations, blast and 
shock effects on tunnel support 
Se iictitnnccccntimunaniernane 
Nuclear fission, energy, electrogener- 
ator analysis of cylindrical 
electrode configuration___-._~ 
Nuclear process vessels, see Process 
vessels. 
Nuclear radiation, see Radiation. 
Nuclear’ reactors, see Reactors 
(atomic). 
Nuclear reactor power plants: 
cores, analytical design, Yankee 
critical experiment._.__..-_~-~- 
Path finder— 
liquid and solid waste disposal 
requirements, study__------- 
boiling water reactor with inter- 
nal superheater, final feasi- 
See 
sodium heavy-water reactor task 
| ETE: AI 
20,000 kilowatt organie moderated, 
Gescriptiog, €00..66.<.<..<--.<- 
use with saline water distillation 
processes, study 
water-filled simulated core vessels, 
air blast measurements__ ~~ 
Nuclear safety, review of recent de- 
Co , 
Nuclear warfare, see Atomic war- 
are. 
Nuclear weapons, see Weapons. 
Nuclides, see Radionuclides. 
Nutrition, functions, mechanisms of 
development during intraute- 
rine eriod and following 
birth, USSR study... .--~. 
Nuts, tree, foreign trade prospects__ 


Oo 


en eee | 
Othe, see Price Administration 
O.T.S., see Technical Services Office. 
Oak, bur, germination.............. 

see also Acorns. 
Oak Lawn, IIL, 


population, special 


Entry 


852 


1283 


1110 
1286 


704 


23 


219 
222 


144 


982 
657 


1246-48 


687 


Page 125 





Entry 
Occupations : 
organized curriculums in institu- 
tions of higher education, en- 
tt | te EL ee 502 
eutlook, handbook— 
departmental edition__.__---__~_ 1044 
Gocusent eaten... eee 417 
see also Military occupational spe- 
cialties. 
Ocean, coastal waters, dumping low 
level radioactive wastes, hear 
(ae enalle se incen te! iiipmdies ith AeA 396 
Oceanography : 
ge IE I, ae Ae 642 
east coast of U.S., observations— 
RE ai MR a AES SI 639 
1957, AREA el haa 640 


USSR literature, 1958, bibliogra- 
(ad ae a atl 967, 977, 996, 1024 

Office fareltare and equipment, wood 

and metal, Federal supply 
I 609 

Office supplies, Federal supply wn 
u 11-612 

Officers, see Armed ee 

names of services to which offi- 

cers belong. 
Official wm  eaeaal of United States, 


_ AEE GABE BAAN 359 
Ohio: 
en 1386 
minerals industry, minerals year- 
eee ae 1086 
waste facilities, municipal and in- 


dustrial, 1957 inventory______ 1285 
Ohio River, Greenup locks, emergency 
gate, hydraulic model investi- 
Bahia a ED Ee Dae 534 
Oil, see Oils. 
Oil fields, see Petroleum. 
Oil shale, experimental, entrained- 
solids retort, development and 


Ne GE FASS eee 1106 
Oils: 
animal and vegetable, facts for in- 
tS, Sn 317 
facts for industry.............. 318 


market potentials in synthetic lu- 
bricants and lubricant addi- 


| REE I ESE ES 74 
separation in greases, factors af- 
EE EERE CS Oe 1256 
Oklahoma : 
agricultural conservation hand- 
nadteinlitadininGinbcbiiwiaiaecateimeddinatiiantee 57 
mineral industry, minerals year- 
Beek ebenpter.__............ 1087 
waste facilities, municipal and in- 
dustrial, 1957 inventory______ 1287 


Old age, see Aged—Gerontology. 
Old-age and survivors insurance: 


gy , ee As ee 1246-48 
OO aaarataee 1247 
your social security, etc__._._____ 1246 
On the job training, see Employee 
training. 
Oncolog 


exper mental work with linear 
mice, = _— of experience, 
USSR s 
2d all- an po of oncolo- 
gists, table of contents of 
2 a ee 1021 
OPA, see Price Administration Office. 
Coeratios hardtack (nuclear effects 
___ ET 2 eT 222, 225 
pPae.. see Supreme Court. 

Optical spectra, see Spectra. 

Optimum design of insulated tension 
members subjected to aerody- 
I 1136 

Orange County, Calif., real property, 
conveyance of U.S. interest, 
NI conenceautuctrontvetueanemesenanacuras 448 
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nt 
Oranges, Florida, fungicidal screen- y 
p= tests for control of de- 
PSEA Es SRDS AE eS 7 
ORD M ‘anion, ee 1254-55 


Orders, see hm maar 
Ordnance, Marine Corps maintenance 
ee ae ee 1052 

Oréneaee Bureau, Navy, NavOrd re- 

lt COLE SES EEN ET 1249-50 
Ordnance Gocma, Army, manual ORD 

_ 3 Rei 2 OSES 1254-55 
Ore flotation, see Flotation. 
Oregon, waste facilities, municipal 

and industrial, 1957 inven- 


EE ieceskhiaiinceminneaitintiniieaeatabioentas 1289 
Ores, see names of metals or min- 


erals. 
Organic compounds: 
fluorinated, inv estigation for sur- 
face activity at organic-liquid / 


2 Se 1232 
hydroxy-aromatic, infrared spec- 

FO nn oe - - - - - - -— 1103 
synthetic chemicals, produc tion and 

TRE PE BEES CE 1368 
Organizations, national, in field of 


CO RE EE 478 
Organized occupational curriculums, 
enrollments and _ graduates, 
) RS SEP 502 
Ornamental plants, see Plants. 
OTS, see Technical Services Office. 
Our visit USA 1960 program (ad- 


CS ER Rr SNe SRE 660 
Outer space: 
aerospace terms, glossary—._ ~~~ 138 
graphical trajectory analysis__._._._ 1128 
interplanetary vehicles departure 
Sas AE 1129 
nuclear technology influence (re- 
annie 236 
space, bibliography_______--_-~~-- 163 
where are we going in space? (ad- 
| AER NE EE I RA 1171 


Outlying possessions, population esti- 
mates, July 1, 1958 and 1957_ 305 

Ovaries, radiation injuries, USSR 
EER ae ae ae 1006 

Oxalates, co-precipitation method of 


producing fine-particle perma- 
nent magnet materials______ 181 
Oxides, rare earth, X-ray emission 
spectrographie analysis_____- 1109 
Ozone, atmosphere problem, USSR 
I TT te el 997 
P 
rr me 13 
PACAF basic bibliographies_____-_--_ 162 
Pacific area, PACAF basic bibliog- 
tite RCE, setae eae al 162 


Pacific Goerh west, see Northwest 
(U.S.). 


Pacific Ocean : 
northeastern, albacore survey, bio- 


logical observations________~ 641 

sardine, food studies____._____~-~ 632 
Pacific Powder Company, motor ve- 

are 758 


Pacifie slope basins, see Pacific States. 

Pacific Southwest Forest and Range 
Experiment Station, research 
ERR gence dha Nal 693-694 

Pacific States, slope basins, surface 
water, compilation of records 
through Sept. 1950______-___~_ 719 

Packages: 

gift, sending to— 


SIE eee 661 
vs SL cee Se eee eae 662 
ER ae 663 
Sy ee eee 664 


Packaging, see Packing. 
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acking : 

eneiain, Federal test method 
ES EE Te ee 

supplies, general, manual________~ 


see also names of articles packed. 


Entry 


Packinghouses, marketing domestic 
dates, practices and costs___- 127 
Pakistan, surplus agricultural com- 
modities, agreement... ___~ 1353 
Pamphlets, see also names of de- 
partments, ete., issuing pam- 
phlets—also subjects. 
Pan American Health Organization, 
land in D.C. for use as head- 
quarters site, GSA to acquire, 
ON ad ae 448 
Pan American World Airways, Inc., 
accident over Atlantic Ocean__ 328 
Panama Canal Co., activities, discus- 
a eee 444 
Pantograph, adjustment, method____ 368 
Paper : 
bond and writing, white and col- 
ored, Federal standard______~ 600 
manifold, Federal standard_____~_~ 599 
Paperwork taion, guest : 
shipping, simplification (remarks) -_ 581 
small business, recordkeeping sys- 
SEES eS eae 1310 
Parasites, see Lice. 
Parcel post, exchange, agreement 
with, United Arab Republic___ 1345 
Park County, Colo., geology of Garo 
uranium-vanadium copper de- 
Ey aes aa ee 708 
Park rangers, National Park Service, 
examination announcement___— 357 
Particles charged, see Alpha particles. 
Parts, see Repair parts. 
Pascagoula, Miss. : 
harbor improvement, engineer re- 
port— 
departmental edition___.__---~ 530 
Geemment e65.008............---- 411 
Passport Office, transfer functions, 
NE Oe eee 467 
Passport, Service, establish, hear- 
0 EEE S ETE RE 467 
Passports : 
legislation, hearings__.__.____-_-_-_ 467 
standards for issuance, hearings__ 467 
Pasture lands, dairy, 1959 season, 
CO EE ET ee eee 84 
Patent Office, classification bulletin... 1257 
Patents : 
application involving classified sub- 
ject matter, filing, agreement 
with Netherlands... ._ _ 1354 
classification manual, replacement 
ETS ee teres 1259 
rights interchange agreement with, 
el A TTL 1354 
United States system, practices of 
Post Office Department, preli- 
ie, cele a ARE 474 
Pathfinder atomic power plant, see 
Nuclear reactor power plants. 
Pathology : 
general problems, Soviet abstracts. 891, 
933 
human, and heredity, problems of 
radiation genetics at confer- 
ence, USSR report... ._ _- 1008 
Pay, see Wages. 
Pay, allowances, ete., military pay 
and accounts, Navy comptrol- 
yg 1245 
Pay rolls, Federal civilian, post-Ko- 
rean War, 1954-59, report___- 454 
PCA, see Production credit associa- 
tions. 
Peaches, dehydrated, low moisture, 
standards for grades______-_-_ 87 
Peanuts, industry, economic aspects 
COUN xt icks thts atetes dh nthe 387 


Do not order from index; see indicated entry 





Peiping, China : 
budget and work reports________~ 
RR as eS ee 

Pennsylvania: 
agttonene conservation hand- 
a nee eon ees 


minerals industry, minerals year- 
fe eee 
waste facilities, municipal and in- 
dustrial, 1957 inventory. ~~ 
Pennsylvania anthracite, see Coal. 
Pennsylvania RR., accident_________ 
Pensions, and bounty-land warrant 


Entry 


924 
835 


58 
1088 
1282 

761 


files in National Archives_... 1173 
People’s Republic of China, see China. 
Periodicals : 

copyrighted, catalog of copyright 
nics comcantensen-ennitheieanteidaiaanes 485 

foreign, translated by technical so- 
cieties and other organiza- 

GEL, .. Wl ncnsnsmeomntnatieereimienions 291 

U.S.S.R. Academy of Science ab- 

stracts, listing of titles______ 166 
Permian period, geology of Permian 

rocks in western phosphate 

Fe ae ee 712 

see also Phosphoria formation. 

Persian language, guide__.._._______ 25 

Personality : 

children, research programs, stud- 
| YQ ae 825 
Minnesota multiphasic inventory, 

use for predicting submarine 

eeheal ateritiea....._............ 1056 
Peru, surplus commodities, agree- 

SS REE PS AE 2 SA 1351 
Petroleum : 

fuels and lubricant systems_____-_ 1399 
industry, machine building equip- 

ment, Soviet selected transla- 

NS NRE AL RE ALA na 877 

oil field equipment and machinery 
industry outlook for 1960 and 

yh | 262 
Petroleum refineries, including crack- 

ing plants in U.S., Jan. 1, 

pA aE IA el tnd 1072 
Pharmacology, see Drugs. 

Pharmacy, resident, examination an- 
nouncement, discontinuance 
SIT inncicihaitnrte-asceninaenvecanmbnaminatiaaa 355 

Phelps Dodge Corp.,, Morenci branch, 
open-pit copper mining meth- 
OEE LTT RETR IR 1064 

Philippine Islands : 

agricultural economy —------~--~- 649 
mutual security in action, fact 

CRESS AEE TON, ERO 1333 
Phosphate rock, see Rock phosphates. 
Phosphoria formation, Park City and 

Shedhorn in western phosphate 

ane tae inichpteiethenaithiith Uodimecinibitias 712 
Photographie apparatus and supplies, 

Federal supply schedule___-_~ 607 
Photographie dosimetry at total ex- 

posure levels below 20 mr__-__ 1183 
Photographs, irrigation projects of 

Bureau of Reclamation, list-. 1177 
Photography, basic, Air Force man- 

a ECE CN bets Beier Ree 149 

see also Aerial photography— 

Radiography. 

Physical chemistry, Fischer-Tropsch 
RCE TRE IE 1060 

Physical education and training, ado- 
lescent school children, changes 
in cortical dynamics in connec- 
tion with various physical 
stresses, USSR study_-_----- 980 

Physical fitness, cortical dynamics, 
changes among school chil- 
dren in connection with vari- 
ous stresses, USSR study—--- 980 

Page 127 








Entry 
Physicians: 
military in World War II, Soviet 


literature, book reviews__— ~~ 979 
military, USSR use of Great medi- 
= pean as valuable 
Eee EEE TEL. | PN 1000 
USSR. as anced training, study 
plans of institutes_....-.---. 946 
Physics : 
achievements, use in_ biology, 
EE ES eae 981 
CE es 143 
a eee 895, 920 
Physiology : 
cochlear, in cat, basic studies_._t_.t 1055 
human and animal, Soviet ab- 
| a aT TERETE RIE SEs 926 
pathologic, of radiation sickness, 
SS ee 208 
plants, Soviet abstracts___.____--- 932 
Pictures, descriptive cataloging rules, 
Library of Congress.____._-~~~ 1050 
Pine: 
jack, seed source affects height 
| RES ally sil 688 
loblolly. evaluation of planting 
versus natural regeneration. 696 
Pipe and pipe fittings : 
east iron, soil, industry, outlook 
for 1960 and review of 1959__ 246 
drain and sewer pipe, laminated- 
wall, bituminized fibre, stand- 
aera ae 241 
Hanford experience in nondestruc- 
tive testing of process piping_ 213 
Pipe threads, see Screw threads. 
Pitch, nonlinear pitching moments 
in relation to pitch-up problem, 
eee 1159 
Plane trajectories, see Trajectories. 
Planners, see City planners. 
Plants: 
explorations, ornamentals, Italy, - 
ERE yr 2 
physiology, Soviet abstracts__.___ 932 


Plants (industrial) : 
inplant food services in the South 
ac leet a a RD 83 
see also types of industrial plants. 
Plasma: 
acceleration by use of guided micro- 


acide 1127 
I, Tee 143 
Plastics : 
Sa a a 824 
polymer research, bibliography__ 293 
Plumbing, engineering manual, 
a aa as SE es Se 527 
Plymouth, Mass., First Baptist 
Church land sale, repeal act, 
| SR ET ee Rte is a 448 
Pocket guides, Spain___._.-___-___-_ 191 
Poe, Edgar Alian, 1809, anniversary 
| ERT eee 1049 


Poisons, see names of poisons. 
Poland: 
provincial press summary Ges eae 780, 
2, 808, 818, 837, ‘840 
selected economic translations ——- 874. 
8, 882-883, 907, 913 
visit of chief of Poliek delegation 
eS , See eee 892 
Polar regions, see Antarctic regions— 
Arctie regions. 
Polish language, guide_____._._____ 26 
Political activity, see Politics. 
Politics : 
Communist China, selected transla- 
902, 937 
Latin America, Post World War II 


developments, study__-------_ 465 
political activity, Federal officers 

and employees, restrictions 

under Hatch act............ 360 
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Polk, James G., memorial services___ 

Pollution of air, see Air pollution. 

Polonium, alpha particles, optical 

spectra excited in noble gases 
at high pressures, analysis___ 

Polyhedrons, inflated shapes of thin 

aluminum-coated plastic reflec- 
tion characteristics, suitability 
as artificial satellites__..____ 

Polymerization, see Polymers and 

polymerization. 

Polymers and polymerization: 
a 
plastics, polymer research, bibliog- 

| ELLE OT Ea 
thermosetting resins, use of electri- 
eal resistivity in study of 
polymerization process ______ 

Ponds, see Farm ponds. 

Population : 
current population reports_____-__ 

a characteristics, se- 
ae 


Bay 


221 


1155 


307 


301-303 


population estimates, series_._ 304-306 


special censuses series_______ 8-315 

a ee are hey ee reny yn eenee 812 
States and selected outlying areas 

of U.S., estimates, July 1, 1958 

. eee eee 305 
United States, provisional esti- 

ER eed See See eee , 306 
see also names of States, etc. 

Port Inland, Mich., mining and mill- 
ing methods, Inland Lime and 
he es eee 1066 
Ports: 
comes code classification, sched- on 
SEER A! ee ee 3 
public OS See 320 
Portugal, —— explorations, orna- 
| IE 92 
Portuguese langauge, guide _._______ 27 
Positions, see Employment. 
Post Office and Civil Service Commit- 

tee, House: 

a 445-446 
Post Office Department: 

information service IS serfes_... 1261 

patent practices, preliminary re- 

Bc ietaiacahn ndnnsimtetivabteesiitcichthsiaah animes 474 
poster, commemorative stamps__. 1260 
safety awards presentation (state- 

et ola ae aa a 1263 

Post offices, receipts and classes_._.._ 1262 
see also names of places where 
where located. 
Postage stamps: 
commemorative : 
4-cent Ephraim McDowell, fa- 
mous American (poster)_... 1260 
0 ie tiie, Daa 1260 
Bl GEA a a 1261 
Postal cars... MOET... <cncncnon 1261 
Postal service, postage stamps, postal 
ecards and stamped envelopes, 
SRS eee aa eae ae 1261 
Posters: 
Civil and Defense Mobilization 
EPL 340 
Post Office Department, commemo- 
I. TO aa on ceahina hard 1260 
Potatoes: 
mechanieal harvesters, incerasing 

EN ee ae ree 102 

spring, acreage marketing guides__ 67 
Potomac River and Valley agricul- 

tural flood damage, evaluation 

by airphoto analysis of flood 

ee eee 81 


Power, see Electricity—-Water power. 
Power boats, see Motorboats. 
Power boilers, see Boilers. 
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Entry 
Power lines, see Electric iines. 
Power plants, see Electric power 
plants. 
Power reactors, see Reactors (atomic). 
Precipitation, annual, in millions of 
gallons of water, national atlas 


OS ee ee 1390 
Prediction (psychology) : 
Air Force training and proficiency, 
criteria from airman classifica- 
tion battery AC-2A____---_ 176 
submarine school attrition from 
Minnesota multiphasic per- 
sonality inventory___.---~-- 1056 
Preparation of mentally retarded 
youth for gainful employment_ 499 
Preparedness, see National defense. 
Preservation of materials, Federal 
test method standard__-_-_-_-_ 614 
President of United States: 
proclamations in statutes at large 592 
recommendations, status, 86th 
Cee, Ge CO ccc twcoen: 458 
requests for appropriations and 
obligational authority, con- 
gressional action............. 460 
President's Citizens Advisory Com- 


mittee on Fitness of American 

Youth, report of 3d annual 
I iisins maatcterniindimnitinintets timtinenae 1264 
President’s Council on Youth Fit- 
ness, report of 3d annual 
EE ee ee 

Tess : 

Bulgarian provincial, summary_.. 785. 
817, 831, 839, 885 
Czechoslovak provincial, summary. 922, 
927, 929, 939 
Hungarian provincial, summary_-_ 881. 
905, 908, 921, 931 
Polish provincial, summary___---~-_ 780, 
782, 808, 818, 837, 840 


Rumanian provincial, summary--. 776. 
789, 816 
Swiss, China’s leap backward, 
critical comment. -----~- 786 
Pressure : 
base, variation over Reynolds num- 
ber range in which wake tran- 
sition occurs, wind-tunnel 
SY ED (ES Paes Ok 1151 
measurements on 20° cone at an- 
gles of attack up to 20 for 
Mach number range of 4.95___ 1158 


static, force tests of annular jet in 

proximity to smooth and ir- 
ge eS ene 1152 

Price Administration Office, Enforce- 

ment Department, records, pre- 


liminary inventory_-------~~-- 1174 
Price lists, see Government publica- 
tions—also subjects. 
Prices : 
consumer index, city worker’s fam- 
A SSE Se ESE 1048 
employment, growth, and price 
levels— 
EE ES PEPR a Se Oe, oe 399 
oo OS ER Pee 401-404 
wage increases, etc., effect upon, 
EE 8 399 
wage-price problems in Europe, 
brief interpretive survey__--_ 404 
see also Inflation (finance)—-Sup- 
ply and demand—also names 
of commodities. 
Printing, commercial, industry out- 
look for 1960 and review of _ 
ee «Si 


for 1960 and review of 1959__ 281 
Prisoners, see Prisons and prisoners. 
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Hatry 

Prisons and prisoners : 

national prisoner statistics___.___ 1265 
prisoners released from State and 
Federal institutions, 1952 and 
IEE unniinchindinciaeadaictniaiatiabedsaaen 1265 

Probation and denial orders currently 
affecting export privileges of 
"| — aeertee rn 659 

Probes, electromagnetic for near- 
zone measurements, design... 1235 

Problems of philosophy (periodical) : 

prospectus for next 2 or 3 years__- 992 

Proceedings of National Museum__. 1195 

Process vessels, nuclear process ves- 
sels and process piping, Han- 
ford experience in nondestruc- 
ee es 213 

Processing of foods, see names of 
foods processed. 

Procurement, see Army—-Government 
contracts. 

Produce, see Agricultural products. 

Produce agency act, see Agricultural 
products. 

Production : 

expenses of farm operators, 1949-— 
AGRA a AE Sik ES 69 

industrial operations, psychologi- 
Ul SR 972 

scientific organization of labor, 
USSR conference report____-~~ 848 

wage increases, etc., effect upon, 
EE SI 8 eee ae 899 

see also names or classes of com- 
modities. 

Production credit associations, rules 
eS EE 538 

Products, see Commercial products. 

Professional assistants, and faculty 
in institutions of higher edu- 
Te a I cr EE 510 

Professional paper, Geological Sur- 
 ilnieccciintiaiedititbmanmmas 712-715 

Profiles of time of James Monroe__-_. 1316 

Profit : 

business operations, analysis and 
evaluation guides___._-----~ 289 

wage increases, etc., effect upon, 
EE nn ctutithenemmnmannwacneie 399 

Pregramh G16 SIG. nncncosccuecne 130 

Progressive maintenance program for 
General Motors diesel engines 
models 278 & 278A__-------- 1306 

Propagation measurements in 5- 
millimeter region._._.--~--~- 1237 

Propellants, solid  pressurizer for 
fire-extinguishing systems in 
Polar regions......._. din Cae 

see also Fuel. 

Propellers, deflected-slipstream, VTOL 
airplane wind-tunnel and 
piloted flight simulator in- 
eee 1131 

Property, see Surplus property. 

Protect your family through im- 
DIR. wccndinbiebtinaind 1291 

Protective coatings, see Coating ma- 
terials. 

Proteins, antigenic properties, in- 
fluence of ionizing radiation, 
a 1005 

Psychiatry, materialist, in American 
way of life, USSR theory_--_-_ 994 

Psychology : 

ndustrial operations, USSR study_— 972 
materialist, in American way of 
Be EE I coreenecctecnsienn 994 
selected translations, Communist 
ESE Rae 795 
tasks in relation to school reform, 
EE, CIEE ctdettenieeeuiaimemenes 971 


see also Personality. 








Public assistance : 
New Jersey standard__________-- 
programs, services for older per- 


publie assistance reports____-~- 
Public Assistance Bureau, relation to 





INDEX 


HRatry 
1266 


ouger pereces................ aa’ SO0F 
Public buildings, bills, hearing__--_-_ 448 
see also names of buildings, or 
places where located. 

Public debt, monetary policy and debt 
management, questions and an- 

ii seiniiclelacn ates eceitnine mrmcitictios 399 

Public Documents Division, price 
See ea eer ae 1268 

Public health, see Health. 

Public Health Service, research 
grants and awards, training 
program, general information 
0 1186 

Public Housing Administration, 

ES Ne iiidiistietiniint mame 422 

Public lands: 

inventory report on jurisdictional 
status of Federal areas within 
States as of June 30, 1959__- 703 

mineral leasing act, executive mod- 
ification on Federal wildlife 
EE Ee RS, ST 468 

Publie policy, potential, to deal with 
inflation caused by market 
ET RC HO 404 

Public property, in possession of 
contractors, administration 
a ee eee 1241 

Public Roads Bureau, opportunities 
for young engineers________- 1297 

Publie Services Division, series S__. 1339 

Public Works Committee, House, 
I cnet iets thee 447-450 

Public Works Committee, Senate, 
tot i he a a a i 80 

Publications: 

Federal supply schedule_______-_~ 613 
organizations having exchange 
agreements with AEC Tech- 
nical Information Service, 
ea SE 229 
see also Government publications— 
also names of departments, 
ete., issuing publications—also 
subjects. 

Puerto Rico: 

coastal geology (series)_________ 713 

insuring office of FHA, review, 
ay, ee 423 

nickel-cobalt-iron-bearing deposits. 1113 

Pumps, industry outlook for 1960 
and review of 1959__-_-_____ 286 

Pyrophyllite, history, uses, ete____-_ 1119 

Q 

Quality control, digest_..._._..____ 646 

Quarantine, see subjects. 

Quartz, erystal, mineral facts 
ee Ee 1102 

R 

Radar, display systems, development. 1228 

Radar tracking, moon, automatic 
range system, design and con- 
“| OE ee 1226 

Radiant heating from rocket ex- 
Ri hiatakdaches cieitsth-teidiaidocieitinbets 1227 

Radiation : 

biomedical problems of nuclear 
Nahi RE 238 
effects— 
nervous 7 sensitivity to low 
doses, USSR study. ___-_-... 1023 
structural metals, literature 
RR a 228 
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Radiation—Continued 

genetics, conference on heredity 
and problems in human pa- 
thology, USSR report______-__ 
high intensity, practical applica- 
tion, bibliography... - 

injuries— 
fundamental principles in treat- 
ment, USSR study--_------_ 
ovaries, USSR study_.—--~-_-_ 
national plan for civil defense and 
defense mobilization_________ 
physics data, energy dissipation by 
fast electrons, addendum_-_-_-_~ 
radiation in food toxicology and 
processing, expanding utiliza- 
tion of radioisotopes and nu- 
clear techniques__________~__ 
ray tracings, solution of refractiv- 
ity problems of CPRL expo- 
nential reference atmosphere_ 
sodium graphite irradiation facil- 
ity, preliminary design study_— 
ok) UC et ee 


’ 


see also Ionizing radiation—X-rays. 


Radiation detection instrument, see 
Telemeters. 
Radiation illness: 
acute 
pathologic physiology, experi- 
mental materials on biological 
action of external ionizing 
Ee 


primary toxicity, USSR study__ 
problems of infection, immunity 
Oe ee on di tn 
chain reactions in liver lipids, 
Ser ee eae 
reactive changes in blood, sequence 
under influence of ionizing ra- 
diation, USSR study_________ 
treatment, USSR study______---_ 
use of bone marrow in compound 
treatment, USSR study 

Radiators (aircraft) : 

temperature distribution and radi- 
ant heat transfer along rec- 
tangular fin, analysis______—~ 

Radio communication : 

broadcast services, FCC rules and 

EEE REE 
naval facilities, shore-based______ 
EE ETL TI 

Radio frequencies, allocations, FCC 
rules and regulations________ 

Radio in navigation, aids, 1959____ 

Radio operators, flight, certificates, 
civil aeronautics manual___-_- 

Radio radiation, see Radiation. 

Radio services, see Radio communi- 
cations. 

Radioactive substances, low-level ra- 
dioactive wastes dumping into 
ocean coastal waters, hearing— 

Radioactive waste disposal: 

industrial problems, hearing 
liquid and solid waste require- 
ments, Pathfinder atomic 
power plant study... __ 
low-level radioactive wastes dump- 
ing into ocean waters, hear- 
eT Ge Tat * ae ER 
Radioactivity : 
applied, radium and mesothorium 
poisoning and dosimetry and 
instrumentation techniques__— 
artificial, fallout production from 
nuclear tests up to Nov. 1958_ 
fallout— 
biological and environmental ef- 
ee 
family shelter, your one defense 
against fallout (poster) __-~~ 
nuclear weapons tests, hearings_ 
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Radioactivity—Continued 
fallout—continued 
stratospheric data obtained by 
balloon sampling-_------~--~- 
fission product during IGY, July 
1957—Dec. 1958, measurements 
of air concentration________. 
Radiobiology research, bacteriophage 
application to clarify prob- 
lems, USSR study___-_______ 
Radiography : 
basic information for inspectors_— 
dosimetry at total exposure levels 
SS EL eee eee 
Radioisotopes, see Isotopes. 
Radiological health, see Health. 
Radiology, off-site radiological safety 
report, Nevada test site, 1958_ 
Radiolysis of prospective organic re- 
SP . GR Se eectatcteene 
Radionuclides, potential, produced in 
weapons detonations, review_ 
Radium, poisoning, dosimetry and in- 
strumentation techniques in 
applied radioactivity____~~- 
Railroad accidents : 
nn een 
investigation reports____-_ ~~~ 
summary and analysis bulletin__~_ 
Railroads: 
earload waybill statistics, 1958-— 
tr: 
manufactures and miscellaneous 
and forwarder traffic________ 
class 1 freight commodity statis- 
ea 
Interstate commerce act, amend, 
ai ia a aS RS 
train communication systems, sta- 
ET Reet y a a ee ae 
train discontinuance or change of 
operation, amend Interstate 
commerce act, hearings_ 
transit time for rail cars of agri- 
cultural products, etc., meas- 
TR Se ala 
Raisins, Greek industry____-_-_---~~ 
Ranches, conservation plan___----~~ 
Range lands, coastal marsh range con- 
servation, cattle walkways, 
BR Fre odtnictieee tithe ntreccrinteenanetmnnacen 
Rangers, see Park rangers. 
Rapid response magnetic amplifiers__ 
Rare earths: 
chloride solutions, preparation____ 
general information, USSR study 
see also names of rare earths. 
Rates, see Electricity. 
Ratings, Navy enlisted classifications 
Re a a ee 
Raw materials, Communist China, se- 
lected translations______~~ 
Reactor fuel rods, stainless steel clad 
slightly enriched uranium di- 
oxide in light water, measure- 
ments on lattices........... 
Reactors (atomic) : 
air blast measurements around 
water-filled simulated nuclear 
reactor core vessels_____-~~_~ 
boiling water, internal superheater, 
Pathfinder atomic power plant, 
final feasibility report______~ 
liquid and solid waste disposal re- 
quirements, Pathfinder atomic 
power plant study__-------~~ 
nuclear— 
circulating loops for testing or- 
ganic coolants, survey and 
EN cnesptedndeansieitinieienstasptaninene 
radiolysis of prospective organic 
reactor coolants____......__ 
optimum nuclear reactor saline- 
water evaporator process, pre- 
liminary design study ___- ~~~ 


Do not order from index; see indicated entry 


Entry 


230 


825, 838 


741 





Entry 

Reactors (atomic)—Continued 

organic moderated cooled, heat 
source to develop 20,000 kilo- 
watts of power, descrip- 
Sg Ee ee eared 231 
semi- pomeqensous high-temperature 
10} 0B0I Japeaiq pejood-sez 
hE a LO cal Si 207 
sodium graphite irradiation facil- 
ity, preliminary design study_ 223 
sodium heavy-water reactor rask 
gs REE eer 232 
see also Nuclear reactor power 
plants. 

Real estate, Orange County, Calif., 
conveyance of U.S. interests, 
ORI iaticntdenteriracniiheiee 448 

Reasoning automats and higher brain 
a aE 960 

Receipts and classes of post offices._.__ 1262 

Reclamation Bureau, photographs of 
irrigation projects, list... _ 1177 

Reclamation of land: 

photographs of irrigation projects 
of Bureau of Reclamation, 
pS Pe eae 1177 
predecen, settlement opportuni- 
Er tee See 1299A 
ee projects, see Reclama- 
tion of land—also names of 
projects. 
Recognition (psychology) : 
training, instructor’s guide, Air 
Naa pe 145 
Recombined milk, see Milk. 
Records: 
National Archives— 
pensions and bounty-land war- 
gk Rie aS ES 11738 
relating to Confederate soldiers. 1176 
see also names of departments, 
etc.—also subjects. 

Recruiting and enlistment, Navy re- 
a a SSS RE i 1221 

Red flag (Chinese periodical) : 

translations_________- 781, 791, 834, 843 

Red Lakes, goldeye in commercial 
OE EET 628 

Reduction of Nonessential Federal 
Expenditures Joint Committee, 
0 eS ee 454 

Reemployment of veterans, see Vet 
erans. 

Refineries, see Petroleum refineries. 

Refining, see Smelting. 

Reflection characteristics of artificial 
satellites constructed in form 
of inflated polyhedrons___-__— ~~ 1155 

Refraction, CRPL exponential refer- 
ence atmosphere model____~.- 1181 

Refuges, see Wildlife refuges—also 
names of refuges. 

Refuse, disposal systems and equip- 
ment, type, requirements, ca- 
oS | eee 1396 

Registers : 

mares , Academy, Annapolis, 1959— 
cteshehsehetbadallesiantedhaininneiieadhttiiidlenans 1211 

official register of United States, 
ag aga HEF Saeco Oe siete td 359 
State Dept., biographic_______--__ 1327 

Regulations, see names of depart- 
ments, ete., issuing regula- 
tions—also subjects. 

Rehabilitation, see subjects. 

Rehabilitation of the disabled, rehabil- 
itation service series___.__ ~~ 1379 

Relays, see Electric relays. 

Renegotiation, see Government con- 
tracts. 

Renegotiation Board: 

annual report, 1959___._______--_- 1301 
es 2 ae 1302 

Repair parts, aircraft, approved and 
supplemental type certificates, 
summary, supplement____-_-~-~ 567 
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Entry 
Repellents, rodent, fail to work on 
acorn and walnut seeding____ 689 
Reports: 


required under labor-management 
reporting and disclosure act of 


SFR Sen 
timetable for labor organizations. 1038 
union officials and employees... 1037 


see also names of departments, etc., 
issuing reports—also subjects. 

Republic of Korea, see Korea. 
Republican Party, review, 1st session, 
86th Congress, summaries of 


major legislation_________-_-_~ 459 
Rescue work, specialist, Air Force on- 
the-job training package. __-_ 161 
Research : 
AEC research reports_______---~ 205-235 


grants and awards of Public Health 
Service training program, gen- 
eral information and policies__. 1186 
see also Scientific research—also 
names of departments, etc., do- 
ing research—also subjects. 
Research analyst, operations, exam- 
a announcement, amend- 348 
Reseasdh | ~" Development Bureau, re- 
search and development pro- 
gram and progress report_____ 1303 
Research bulletins, papers, ete., see 
names of issuing agencies. 
Research notes : 


“a Research Directo- 
ER I WRN: Sas Ba 158-159 

Pacific Scaseut Forest and Range 
Experiment Station_______~ 693-694 

Southeastern Forest Experiment 
a ERE ATR RI a co in et 695 

Reservoirs, spillway and outlet works, 
ydraulic model investigation_ 535 


Resident, extension, and other enroll- 
ments in institutions of higher 
education, first term, 1957—58_ 517 
Resins: 
ion-exchange, titanium refining by 
removal of niobium and tita- 
nium impurities, USSR study— 973 
thermosetting, use of electrical re- 
sistivity in study of polymeri- 


0 See eee 1250 
Resistance, see Electric resistance. 
Respiratory organs, cancer... _ 1278 
Restaurants, lunch rooms, etc., biblio- 

EE eee a 1312 
Retail produce manual_____________ 122 


Retail trade, see Stores. 
Retirement, National Guard policy_._ 1185 


Retorts, experimental,  entrained- 
solids, oil-shale, development 
SE 1106 
Revenue, carload waybill statistics, 
SNE a a ee, 755 


see also names of articles, etc., from 
which revenue is derived. 
Revolution, socialist, great victories 
fo SS ee ee 814 
Rewards (prizes, etc.) : 
mee | awards presented to Post Of- 
ce Department (statement)__ 1263 
Reynolds numbers, base pressure var- 
jation over range in which 
wake transition occurs, wind- 


«eee eee 1151 
Rheumatic heart disease, see Heart 
disease. 
Rhode Island: 
agricultural conservation hand- 
RS eateries Tr era 59 
REET LLL EOIN, 1387 
waste facilities, municipal and in- 
dustrial, 1957 inventory_____ 1281 
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INDEX 


En 

Rhynchonelloid, brachiopods, genera 

of Tertiary and recent forma- 

SEES BRE SEES EN 1317 
Rights (civil), see Civil rights. 
Rio Grande project, lower, La Feria 

division irrigation and drain- 

age works rehabilitation, In- 

terior Dept. report.___--____ 416 
Riverh, DE SeENee in Communist 


On ee anno neermnwe 915 
see also names of rivers, or places 
where located. 
Roads and highways, national high- 
way program, status and pro- 
EEE 480 
Rock phosphates : 
Charleston, 8.C., area, geology___-_ 706 
geology of permian rocks in western 
phosphate field (series) _...-_ 712 
pS ee ae 1101 
western, phosphoria, Park City and 
Sheldon formations____-_--~-_ 712 
Rocket launchers, interplanetary vehi- 
cles departure trajectories_._ 1129 
Rockets : 
exhausts, radiant heating______-_-_ 1227 
field artillery rocket crewman, MOS 
proficiency test aid_____-_-___ 193 
film cooling or heating adiabatic 
wall by tangential injection of 
gases of different fluid prop- 
erties, use of theoretical flow 
model to correlate data____~~ 1142 
ground stations for NRL studies of 
| inl 1230 
hydrogen-fluorine engine control 
system of combustion-chamber 
pressure and oxidant-fuel 
eR abtcnatith ates intsccdimusbnghphiagticon 1130 
motors, exhaust gases— 
electromagnetic effects__cc.__- 123 
electromagnetic probes for near- 
zone measurements, design... 1235 
—— ~- pentane influence (re- - 
a RES Sek eek BE ©. 6 
Soviet enghaeeriig selected trans- 
RETR tl 8 ED 2 SAPS alll 1022 
Rectum “Saale, N.H., soil sur- 
. SE le Te 1322 
Rocks, Black Hills region.__._._____ 707 


see also Igneous rocks. 

Rodents, repellents fail to work on 
acorn and walnut seeding____ 689 

Rodman Laboratory, see General 
Thomas J. Rodman Labora- 
tory. 

Roosevelt, Kermit: 

lecture program, time, tactics, and 

technology survey of research 
and development, 1959_____ 201-202 

Roseburg, Ores. motor vehicle ac- 
EPR a eee 758 

Rotating-beam fatigue tests of notched 
and unnotched 7075-T6 alu- 
minum-alloy specimens under 
stresses of constant and vary- 
ee ee 1163 

Rotors, 2—blade, damping of flapwise 
bending modes in hovering, 
dynamic-model investigation... 1156 

RPL, see General Thomas J. Rodman 
Laboratory. 

Rules, see names of courts, commis- 
sions, etc., issuing rules—also 


subjects. 
Rumania : 
provincial press summary__ 776, 789, 816 
neue economic translations_____ ‘874, 
878, 907 
veterinary medicine activities_____ 866 
Rumanian language, guide___.______ 28 
Runoff, forecasting seasonal runoff, 
multiple correlation______ ~~ 1299 
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Entry 
Runways (aeronautics) : 
suitability of ice structures, An- 
giussaq Lake, Greenland, as 
landing platform__-__------ 141 
Rural communities, library service_- 109 
Rural development program : 
II hoes histaminase 132 
ehurch leadership participation 
REESE So CEES Tr 105 
discussions and recommendations— 133 
Rural Development Workshop: 
major addresent..._...........-....- 132 
werk group reperts.............-.-- 133 


Rural families, see Families. 
Rural life, see Rural communities. 
Russia, see Union of Soviet Socialist 


Republics. 
Russian language, guide_________-__-_ 9 
Rutherford County, N.C., population, 
i _— 311 


Safety of life: 
awards presented to Post Office 


Department (statement) ~~~ 1263 
first aid for airmen, Air Force pam- 

0 Eee 154 
nuclear safety, review of recent de- 

pe a ee 237 
off-site radiological safety report, 

Nevada test site, 1958_-_--_-_ 225 


rescue and survival specialist, Air 
Force on-the-job training pack- 


nin eendeeiciiain sede emaakdatirantaiaamaatiains 161 
uranium miners, your ounce of pre- 

EES ne 1296 
we’re never too young to learn 

PERSE, Searcekc i paie Lal cn Sewell 1043 


Sailing directions, see names of locali- 
ties. 


St. Lawrence River basin, see St. 
Lawrence River and Valley. 
St. Lawrence Seaway, see St. Law- 
rence River and Valley. 
St. Lawrence River and Valley: 
seaway and power project, general 


IU Chih ce eresindneecncbesiniea 462 
surface water supply__-------~---~ 720 
St. Marks National Wildlife Refuge, 
historical notes.._........-.- 636 
Salaries : 
Government employees, classifica- 
tion laws, compilation_____-~-_ 445 


increases, effect upon prices, profits, 
production, and employment, 
| PST es See 399 

share in manufacturing incomes, 
1947-56, analysis, study 


pow LEE Ee 403 
see also Wages. 
Sales: 

credit, improving collections__—~~~ 1314 


retail, Communist China, verifying— 801 
see also names of commodities, etc. 
Salesmen and salesmanship, leaders 
wanted (address) ----------- 378 
Saline soils, see Soils. 
Saline water, see Water. 
Saltonstall-Kennedy act, operations of 
Bureau of Commercial Fish- 
eries under act, report of Sec- 


retary of Interior, 1958. _---- 635 
Samarium, thermochemistry____---~-~ 1108 
Sampling: 

eer Gee. BUEGe.....cwnimniandtionn 101 
stream gravels for tin, near York, 

Seward Peninsula, Alaska__.. 1105 
San Francisco, Calif., post office, mail 

distribution by destination... 1182 
San Francisco Bay, rail transit cross- 

ing, construction, etc., hearing_ 449 


Do not order from index; see indicated entry 


Sanitation : 
milksheds, rating methods________ 
Soviet hygienists’ problems, 21st 
Congress CPSU decisions_____ 
San Juan, P.R.: 
air drying conditions for lumber__ 
geology of metropolitan area______ 
Santa Maria, Calif., population, spe- 
COR BO. cccsenmuptidiinicitdininine 
Sardines, Pacific, food studies_____— 
Sardinops caerulea, see Sardines. 
Satellites : 
artificial celestial bodies rules of 
motion, USSR study___-----~ 
earth, artificial, constructed in form 
of inflated polyhedrons reflec- 
tion characteristics___.._____ 
earth vehicles, attitude control and 
eae 
Savannah (nuclear ship) : 
world’s first nuclear powered mer- 
chant ship, progress report 
SOUIRIN so Sibdh a watidttinndiin 
Savings and loan associations: 
insured, average annual dividend 
rate paid, June 30, 1959______ 
| | ee ee 
see also Federal savings and loan 
associations. 
Ge . Saeed siden 
Scattering: 


thermal radiation into open under- 
ground ebetters... .a.ceacec--- 
School districts, local, administrative 
and specialized service staffing, 
I EE te ntscimmniionan 
School superintendents, ete. : 
directory, 1959-60: 
counties and cities_....._---. 
Federal Government and States 
Schools: 
District of Columbia nonresident 
tuition act, hearing____--_~- 
enroliment and youth employment 
Pee GHRIIR. .cneidectemnne 
enroliment characteristics._______-~ 
$00G Geet Ee BU s cc cecimctenine 
local systems, statistics, 1955-56, 
CR cesctatitimbimtiinhiigumsinichin 
mental health, National Institute 





580 


574 
576 


293 


220 
219 


of Mental Health program____ 88 
public, bonds sold for school pur- 
poses, statistics, Oct. 1953— 
| kOe eee 518 
school reform and tasks of psychol- 
Oe, ‘TEs. SUN bes toadeoe 971 
see also Military education. 
Science: 
pe I SES en 865 
degrees defended by USSR educa- 
tional institutions, disserta- 
ee Sa 856, 861, 867, 1015 
7 year plan for development____~~ 59 
teaching, research, July 1956-57, 
OS CB Bee Ga TSS ae 1 ees 493 
USSR— 
Academy of Sciences abstracts, 
Beene CF Gvanccachadoce 166 
program, editorial__.__.._-_-.-__ 995 
Science, National Medal, see National 
Medal of Science. 
Science and Astronautics Committee, 
House, hearings.._._--..... 451-452 
Scientific research : 
basic activities in Defense Dept., 
SORES «ci ewnudintinbooee 452 
documentation program of office of 
Science Information Service, 
SE ea Pc SE 1304 
funds for research and development, 
BOOED didccsinenintionaicptccin 1209 
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Scientific research—Continued 
progress-report session of scientific 
council, main Geophysical Ob- 








INDEX 


Entry 


servatory, USSR _ discussion 

i ee He 986 

research and development survey, 

1959, Kermit Roosevelt lecture 

program time, tactics, and 

eee ee 201-202 

USSR State Hydrological Institute, 
conference of scientific council 

on progress, 1958... ._— 988 

see also subjects. 
Scientists : 
manpower, employment and other 

characteristics, 1954—-55______ 1208 

medical research and manpower 

a in Czecnoslo- 

mreeenieenianinnntinenalisiniepaananibplintiem 1020 
National "Niedal of Science award, 
I soit ctinciminciencckinies 451 
Soviet, biographical sketches______ 1014 
Scotland, plant explorations, orna- 
I eeetinceseteiinssitinierthintwain 92 
Scott County, Minn., soil survey_____ 132% 
Screw threads: 
pipe threads, etc., standard_______ 1178 
standards for Federal services____ 1178 
Sea water, conversion to fresh water, 
use of nuclear energy, study__ 740 
Securities, relationships with dealers, 
I ietttattinstiewdaees 595 
Securities and Exchange Commisison, 
laws relating to, compiiation—_— 407 
Seeds, source affects height growth 
ff a eee 688 
Selective service, see Conscription. 
Senate: 
journal of executive proceedings, 

85th Cong.,lst sess._.________ 455 

iter itntetnsicinditinit-taapetasailadjeniticapslini 456 
telephone directory, Oct. 1959_--_ 457 
OE eee 458-460 
Serbian language, see Serbo-Croatian 
language. 
Serbo-Croatian language, guides___. 36, 37 
Serial set (congressional) _.-_-_--~ 391-392 
Serological tests, see Syphilis. 
Serology, see Serum and _ serum- 
therapy. 
Serum and serumtherapy : 
serology— 
clinical laboratory procedures__ 1216 
evaluation and research assem- 

BE) (APES maitamenpcanens 1293 

Servants, social security, household 

employer’s guide__.___-_-_-~ 743 

Service and regulatory announce- 
ments, Agricultural Marketing 

T_T ART 85 

Service schools, see Military educa- 
ion, 
Service trades, recordkeeping sys- 

tems. ple Ate at tate oo 1310 

ean in sale of Government tim- an 

Settionand of land, see Land. 

Sewage: 

disposal systems, 1957 inventory— 

IOI, Ccntitsbinimanine 1284 
a eee 1289 
EB icin bine mites 1287 
ON eae 1285 
Connecticut, etc... === 1251 
| See 1282 
District of Columbia, Kentucky, 

OO RT LALE DLL hated PAT 1283 
ph nt aa IR 1285 
PTET coi rcnmsenmimecepnnnttaeripanenar? 1286 

Seward Peninsula, Lost River and 
York Creek tin deposits, sam- 
pling stream gravels in area__ 1185 


Sewer pipe, see Pipe and pipe fittings. 
SGR, see Reactors (atomic). 
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Shad, contribution of Hudson and 
Connecticut rivers to New 
York-New Jersey catch______ 


Shale, Chattanooga, uranium content, 


northeastern Alabama, north- 
western Georgia, and eastern 
- aa aE Sea 
Shale oil, hydrogenation, catalysts 
SS” ee eae 
Shed roof construction___.._______ 
Shells (structural) : 
thin-walled, elastic, staties__._ 
Shelters (air raid), see Air raid 
shelters. 


Shenandoah River, intrenched mean- 
ders of North Fork___--____~_ 
Ship Structure Committee, serial 
Sil akivinssduicbiengibitteiuerdieadieraiinacens 
Shipbuilding : 
current program (remarks) ~~ ~~ 
structural design, long-range re- 
aearen prosrTem.................. 
Shipbuilding Stabilization Committee, 


— preliminary inven- 
Shipatter, “WT h if ta lls 
titty IE Ra a Gallia 


Shipments: 
preparing shipments to— 


| iil RA AS IEE St 
ae, i al AB had le tal 

Shipping: 

Government, preparation of bills of 
BSG ee ae 
merchant statistics, handbook___-~ 
paperwork simplification 
ha ek le MOR BR 

Ships: 

grant to Japan, agreement____- 

uninspected, Coast Guard rules and 
SEE ee 

see also Merchant marine—Ship- 
building. 

Ships Bureau, engineering specialists, 
departmental and field service 
trainiag manual ........_.... 

Shipstructure, see Shipbuilding. 

Shrimps, Surinam fishery explora- 
ERTS ey Pe eS ee ee 

Signals, train control, statistics____ 

see also Warning systems. 

Silage, see Hay. 

Silk, Communist China industry__- 

Simulators, single-degree-of-freedom, 

investigation of effects of sum- 

ming display-instrument sig- 
nals on man-machine controls_ 

Magnetic Observatory, mag- 

netograms and hourly values_ 


Sitka 


Skin, disinfection, effectiveness of 
hygienic washing with soap 
and water, USSR study__--- 

Skipjacks, variability of response to 


ake ie aie ES 

Slipstream, see Propellers. 

Slovak language, guide________-_---~— 

Slovenian language, guide________-~- 

Small arms, see Firearms. 

Small busines, see Business. 

Small Business Administration, set- 
asides in sale of Government 
timber, hearing and summary- 

Small Business, Select Committee on, 
Senate, committee print__---_ 

Smelting, thermal refining of low- 
Semeperatere. tO? ....<0-.--- 

Smith, Hannis §S., report on library 
service for rural people____- 

Smithsonian Institution : 

Board of Regents annual report, 


958— 
departmental edition --------~-~- 
document edition__--._--------- 
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sonian Institution—Continued 
— , profiles of time of James 
Monroe, commemorative exhi- 


Entry 


Entry 
South Carolina, waste facilities, mu- 
nicipal and industrial, 1957 in- 
I hcirciitinasinaidisinenekintctiniertnabtanms 
South Dakota: 
agricultural conservation hand- 
a eR ial eels ae 60 
waste facilities, municipal and in- 
dustrial, 1957 inventory___-__~- 1286 
Southenies Forest Experiment Sta- 
tion : 
RE a ee en 695 
EE | PT cenisasmuneincatetnienesiesinn 696 
| |_|  a  a e et 868-870, 
872, 876, 889, 891, 893-895, 901, 


904, 912, 920, 926, 930, 932-934, 
936, 938, 940. 
Soviet intelligence in Asia__________ 476 
Soviet Secret Service, scope of ac- 
tivity in U.S., investigation, re- 
pect. BE sdintinne antennae 475 
Soviet Union, see Union of Soviet So- 
cialist Republics. 
Soviet Zone of Germany, see Germany. 


Soybeans, evaluating by dielectric 
Ey: Mii icchiccitinnianpincananensstepipianeaia 124 
ere Se 579-581 
Space, see Outer space. 
Space age: 
international cooperation (state- 
SE lichsenentuinementatitiisdeintei-admmamaiitih 166 
lunar landings, thrust and trajec- 
tory considerations__._______ 1143 
Spain: 
mutual security in action, fact 
A TLE RA 1329 
plant explorations, ornamentals___ 92 
a aN eR aot eet a 191 
Spanish language, guide_._.________ 29 
Spare parts, see Repair parts. 
Specification bulletin.___._________ 165 
Specifications, see Government sup- 
plies—Military supplies—also 
names of departments, etc., is- 
suing specifications—<also sub- 
jects. 
Spectra : 
infrared, hydroxy-aromatic organic 
eS SRR OEE eee Setetnt 1103 


optical, excited in noble gases at 
high pressures. by polonium 
alpha ype ae 221 
Spectrographic temperature measure- 
ments in carbon-arc-powered 
Bh RR Pee 
Spectrography, determination of im- 
= in rare-earth oxides by 
a-ray omissieG........<<-..+ 
Speech, signals, clipped, determina- 
tion of invariant signs of stop 
(plosive) sounds____-_._.___ 806 
Spillways and outlet works, hydraulic 
model investigation__________ 535 
Sports, popoeet stresses among school 
children, changes in cortical 
dynamics, USSR study__--_-_ 980 
Sprays and spraying, DDT to control 
California flatheaded borer___ 693 
Sprinkling hogs in trucks to reduce 
eee Tee BORE... .nncnacnee 128 
SSC, see Ship Structure Committee. 
Stability and viscosity of concen- 
trated suspensions in oleogels 
of metallic soaps, USSR__-_-_ 958 
Stability of aircraft : 
dynamic lateral, of delta-wing air- 


1153 


1109 





bition ........._.--.--.-------- 1316 
smithsonian miscellaneous  collec- 
RS i BSE or ee 17 
omish River, special flood report 
Gnteon tecin, ov. 1580... 16 
Snow : 
amaedh and snowdrift control... 1402 
survey sampling guide...-____-__-- 101 
Ss 
"ond soap products, test method 
standard, change__....-~~~-- 15 
metallic, concentrated suspensions 
in oleogels, stability and vis- 
cosity, USSR study. -~---- 958 
Soapstone, history, uses, etc__-_~--~- 1119 
Social life and customs, see Man- 
ners and customs. 
Social security : 
. publications, list_...............- 1248 
tax guide for— ns 
agricultural workers ~-_-~---~-- 742 
employers in Virgin Islands__—~ 744 
household employers_.____~~-~-~-~ 743 
your social security, old-age, and 
survivors insurance, etc__ ~~ 1246 
see also Disability insurance— 
Publie assistance. 
Social services, see Social work and 
problems. 
Social work and problems, research 
relating to children, studies Es 
DS BOs cn nigincimeneads 325 
Socialism, historical experience of 
CPS struggle for victory, 
eee 787 
Socialist legality is guiding principle 
in activities of organs of state 
security, eye awe —- 798 
Sociology, Communist China, selectec 
NS ETD 902, 937 
Sodium graphite reactors, see Reac- 
tors (atomic). 
Sodium reactor experiment, see Reac- 
tors (atomic). 
Soil conservation : 
general information______.----~- 1398 
ranches, conservation plan__-__--~- 12 
see also Agricultural conservation 
program. 
Soils : 
engineering soil classification for 
residential developments____~ 577 
formation and microorganisms, dy- 
namics of biogeocomplexes, co- 
ordination of research, USSR- 962 
freezing, effects of forest cover in 
northern lower Michigan___-~_ 692 
saline, availability of water to 
ee a ES EO ee ae es ‘a 104 
soil survey reports— 
Chambers County, Ala_____--_~- 1324 
De Soto County, Miss___------_~ 1320 
Grand Isle County, Vt--_------- 1321 
Maury County, Tenn__-~~.----- 1319 
Rockingham County, N.H_- ~~~ 1322 
Scott County, Minn____._--~----_ 1323 
temperature’ profiles, numerical 
forecasting experiment____--~ 158 
Solano County, Calif., Solano project, 
history, planning, ete_____---_ 300 
Soldiers, Confederate, records in Na- 
ie ha a 176 
Solids, materials, thermophysical 
Re a ESI al a 183 
Solutions, rare-earth chloride, prep- 
CRUE Stciceiwcncccudadedion 1117 
Sour cream, study of its market po- 
tential in Des Moines, Iowa__ 125 
South (U.S.) : 
inplant food services (address) ~~ 83 


South American Indians, see Indians. 


Do not order from index; see indicated entry 


535307—60—No. 780-11 


ON ere 1135 
hypersonic derivatives of combina- 
tions of cone frustrums com- 
uted by Newtonian impact 
heory, equations and charts._. 1147 
longitudinal, interpretation of non- 
linear pitching moments in re- 
lation to pitch-up problem__.. 1159 
tilt-wing vertical take-off and land- 
ing model, force test investiga- 
GE) GE ce nnmnicnesnesunn 1124 
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Entry 
Stabiitastion. see Economic condi- 
ons. 
Stamps, see Postage stamps. 
Standards and standardization: 
commercial standard series______-~ 241 
Federal standards___.....__-~ = 097-602 


Federal test method standards_._ 614-615 
see also subjects. 
Standards Bureau, see National Bu- 
reau of Standards. 
Stars, ephemerides of Zinger’s pairs, 


for determining time___-_-__- 1034 
State boards and departments of edu- 
cation, see Educational boards 
and departments. 
State Department: 
biographic register_..c._......-- 1327 
department and foreign service 
RR sicidecnccendeniadinaciesdaaen aiden 1327-28 
general information____----- ~~~ 1328 
Public Services Division series S._. 1339 
State development authorities, activi- 
ties, reports, statutes, etc_._.. 461 
State forestry, see Forests and for- 
estry. 
State Hydrological Institute, confer- 
ence of scientific council on 
progress of scientific research 
works, 1958, USSR....--.... 988 
Sento, see Addresses, lectures, 
ete. 
States: 
agricultural conservation program, 
summary by States, 1958____ 66 
On eee ee 2 1380-88 
education directory, 1959-60_____-_ 507 
Federal-State relations to American 
Indian, committee documents 
and information____----~--~ 439 
government finances, 1942 and 
Pa TR 321 
illiteracy estimates, 1950___-----~ 307 
inventory papers on jurisdictional 
status of Federal areas as of 
. oo"; 3 eee 2) 703 
laws, air pollution, = nite 1271 
population estimates, July 1, 1958 
oe SC. RRR 805 
State and local government special 
IE sidioncpeisterinaraip nama 321 
ens Cee Te howe 698 


Static pressure, see Pressure. 
Statics of thin-walled elastic shells_-_ 211 
Statistical publications, see names of 
departments etc., issuing publi- 
cations. 
Statistics : 
statistical coding problems, USSR 
conference report_____----_-~ 9 
world trade information service. 679-6 
see also Correlation (statistics)— 
also subjects. 
Statutes at large, 85th Cong., 2d sess_ 
Steam-electric plants, see Electric 
power plants. 
Steam turbines, see Turbines. 
Steel : 
ceramic laminates 184 
chemical composition and harden- 
ability, Federal standard_____ 601 
forging, industry outlook for 1960 
and review of 1959_..-----__ 278 
high-temperature, for gas turbine 
construction, metallurgical 
achievements in development, 
0 A a ES cae 
des“ Yyomserumentin 


19 
85 


592 





$15 
1239 
complex stress histories______ 1165 
see also Tool steel—also names of 
manufactured articles. 
Steel City Transport, Inc., motor ve- 
eee ae 
Steelworkers, see Structural steel- 
workers. 


759 
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Stenographers: 


Entry 


examination announcements____ 861, 364 


discontinuance notice 

Stock exchanges, laws relating to, 
IIIS stetinentomrunevodicresiearese, 

Stocks, savings and loan associations, 
insured, average annual divi- 
UE I nice ocetsiereninres 

Storage, see names or classes of 
articles stored. 

Storage batteries, non-lamellar cad- 
mium-nickel cells and batteries 
of KNB type, USSR study____ 

Stores: 

food, retail, availability of fruits 
Da 
location, bibliography _..._-______ 
retail, organization of work area for 
handling produce, manual____ 
small, recordkeeping systems____ 

Storms, tropical, North Atlantic, 
tracks and frequencies, 1886— 
RR EE ear ee Cees 

Strains and stressees : 

fatigue— 
aluminum-alloy notched and un- 
notched specimens under 
stresses of constant and vary- 
ing amplitudes, rotating-beam 
Fe ea ee a ee ee 
axial load aluminum alloys under 
constant - and - variable - am- 
See aa eee 
damage during complex stress 
ES eet SRP 
tensile properties of 6A1-4V ti- 
tanium-alloy sheet under rapid 
heating and constant-tempera- 
ET Ge ee Ss rs tae 

Strategy, see Military art and science. 

Stratigraphy, Chattanooga shale in 
northeastern Alabama, north- 
western Georgia, and eastern 
CS SERIF 

Stratosphere : 

jet stream in cold half of year, 
Tl alll 
radioactivity data obtained by 
balloon sampling.------_.___ 

Strawberries, preparing for market__ 

Stresses (mechanical), see Strains 
and stresses. 

Strip mines, see Coal mines and 
mining. 

Strokes, hope for recovery through 
a a ee 

Structural steelworkers, 3 & 2, Navy 
training courses............ 

Students: 

educational exchange program, com- 
mission to administer, agree- 
ment with United Arab Re- 
RED caiccdntebibeneinibubenie > takestinn 
general-curriculum school,  cur- 
riculum methodology of physio- 
logical characteristics and 
evaluation, USSR study_ ~~~ 
trainees— 
examination announcement__-_- 
National Park Service, examina- 
tion announcement _.__---~.~ 
veterinarian, summer employ- 
ment, examination announce- 
ment 
Stumped? can’t find the answers ?___ 
Submarine boats, training manual, 


Submariners : 
constipation during prolonged 
snorkel cruise, efficacy of di- 
octyl sodium _ sulfosuccinate 
(Colace) in control_____----- 
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submariners—Continued 
enlisted personnel, predicting sub- 
marine school attrition from 
Minnesota per- 
sonality inventory__-------~- 
Subsonic speed, sce Air speed. 
Sungari River_and Valley, drainage 


multiphasic 





Entry 


1056 


basin, Communist China, hy- 
drography, resources, etc_--~- 903 
Superheaters, boiling water reactor, 
Pathfinder atomic power plant, 
final feasibility report-___-_---_ 206 
Supersonic flow, see Flow. 
Supplies, see Government supplies— 
Military supplies—Office sup- 
lies. 
Supply and demand : 
commercial fisheries, Oct.—Dec. 
SN cn cichiididitsioch Riciatdacannee sneagetnenihione 633 
eggs, demand, supply, and price 
SINR 6 kc ite eeenense 135 
Supply schedule, see Federal supply 
schedule. 
Supreme Court: 
eases adjudged— 
Court of Claims cases...--~--- 487 
United States reports_____---~-~ 1366 
Surface tension, fluorinated organic 
compounds at organic-liquid/ 
Oe EE ciciriaensegeamerpeens 1232 
Surface water, see Water. 
Surface water supply, see Water 
supply. 
Surinam, fishery explorations____~- 626 
Surplus agricultural commodities, see 
Agricultural products. 
Surplus military property, see Surplus 
, pe ete 
Surplus property : 
military, sale in Korea, agreement. 1350 
sale of excess military property in 
Taiwan, agreement with 
OO ES ea ee ee 1344 
Surveying: 
topographic, Enisey gold-mining 
region, instructions_.__..--- 1026 
triangulation network use in land 
development work. -------~-- 1031 
U.S.S.R., basic work by Central 
Field of VGU in 1925_------- 1025 
vertical adjustment of instrument 
aerotriangulation of computa- 
tienal metheds... .ca<cccuscne 869 
Surveys, see Community surveys— 
also subjects of surveys. 
Survival : 
and civil defense over-all problem 
LAL EE EERIE 329, 341 
specialist, Air Force on-the-job 
training package--_.....-.-- 161 
Survival of freedom (address) -----~ 1339 
Survivors insurance, see Old-age and 
survivors insurance. 
Sverdlovsk, USSR, conference on 
scientific organization of labor- 848 
Swamplands, managing wetlands for 
wild ducks in the South_---~- 111 
Sweden : 
establishing business a 667 
sending gift packages to_-_.------ 664 
Swedish language, guide_._._.----- 30 
Swine: 
hog situation (address)_-_------- 99 
sprinkling hogs in trucks to reduce 
loenes from bettt....c2--ccce 128 
Synthetic organic chemicals, see Or- 
ganic compounds. 
Syphilis, serological tests evaluation 
COTE rannincdintotiddwndiinwn 1293 


Tables (compilation), see technical, 
scientific and economic sub- 
jects. 


Do not order from index; see indicated entry 





Entry 

Tables (mathematics), see Mathe- 
matics. 

Tadzhik language, see Tajik lan- 
guage. 

Tajik language: 

a Se ee eee ee 31 
eg Sa TS 32 

Talass Ala-Tau Mountains, reconnais- 
ee EE ee 1028 

Tate, Distecy, Gbek, 006.iniancesse 1119 

Tallow, facts for industry__--_----- 318 

Tanks, spherical, welding, combined 
automatic, USSR study_---~-- 847 

Tantalum, refining by removal of nio- 
bium and titanium impurities 
by ion exchange method, 

6 “Ri ere ST 973 

Tar, low-temperature, thermal refin- 
ine facilities, et0s... csc. ue 1115 

Tariff : 

average rates of duty, 1958--__-__ 679 
decisions under customs law, Court 
of Customs and Patent Ap- 
Sa es oe sidered betcha 488 
general agreement on tariffs and 
trade, concessions, supplemen- 
se i See 1346 
import duties, 1960— 
annotated for statistical report- 
a ee, 823 
RS ERE 820 
publications, price list--_._.---~- 1268 
Tariff Commission : 
a 1368 
trade agreements escape clause in- 
vestigations of applications 
NINE smncetparentenctaalit ehionbiaetnnes 1367 
Taxation : 
publications, price list-__------- 1268 
small business, 1960, guide____-- 747 
social security— 
employers in Virgin Islands, 
fp aia alte Ai A Ty Ls atl BS 744 
household employers guide____~ 743 
see also Income tax. 

Taxes, see Taxation. 

Tbilisi Scientific Research Hydro- 
meteorological Institute, 
scientific session, outline of 
ee eer eee 978 

Teachers : 

deaf children, qgalifications_______ 497 

educational exchange program, 
commission to administer, 
agreement with United Arab 
EERE AR 1349 

international development program, 
1956-80, TOPO... ccccunewne 513 

Teaching, positions, statutory basis 
for administrative and special- 
ized staffing in local school 
GRRE | Ghickiticin de omibuctnin 519 

see also subjects taught. 

Technical bulletins : 

Agriculture Department ___--~-_ 135-137 
Coast and Geodetic Survey - ~~ 368-369 

Technical cooperation, see Foreign 
aid—also name of country 
with which agreement is made. 

Technical manuals, Marine Corps... 1052 

Technical notes: 

Air Force Cambridge Research 
tO en ae te eee 193-141 

Air Force Office of Scientific Re- 
SIDI: dimeidimrinataieaine 144 

National Aeronautics and Space 
Administration ~...-..--.. 1125-65 


National Bureau of Standards... 1182-84 
Wright Air Development Center. 176-177 


Technical papers: 
Central States Forest Experiment 
Station 


0 
ae ae 1391-92 
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Entry 
Technical publications: 
NAVDOCKS TP series__----- 1396-1402 
U.S.S.R. Academy of Sciences ab- 
stracts, listing of titles... __ 166 
Technical reports: 
Air Force Cambridge Research 
NS SE eS ae a 142-143 
National Aeronautics and Space 
Administration ............ 1167-70 


Waterways Experiment Station. 534-535 
Wright Air Development Center. 178-184 
Technical services, information sys- 
tems in current use, report_.__ 1304 
Technical Services Office, OTS selec- 
tive bibliography SB series__ 293. 
Technicians, see Electronic techni- 
cians. 
Technology : 
energy resources 
OO eee 
History and Technology Museum, 
RE SOL ae 
science and technology, survey of 
research and development, 
1959 Kermit Roosevelt lec- 
ETD 201-2 
technical information interchange ” 
agreement with Netherlands. 1354 
see also subjects. 
Telegraph : 
domestic record communications 
industry outlook for 1960 and 
sy * . eee 273 
international communications in- 
dustry, outlook for 1960 and 
"| See 255 
Telemeters, new instruments for hy- 
drometeorology, devised and 
constructed by A. M. Dimaksi- 
yan, USSR book review------ 
Telephone : 
directories, Senate, Oct. 1959_~__ 457 
distribution in households of U.S., 
REE eee 301 
domestic, communications industry 
outlook for 1960 and review 
SE eS CL 274 
international communication indus- 
try outlook for 1960 and re- 


and technology 
400 


1194 


Se ae 255 
Television : 
community antenna systems, estab- 

lish F.C.C. jurisdiction, hear- 

EE eee CPE 470 
educational teleguide__.__._._.----- 509 
film —— SERS i Pe 100 
rebroadeasting, amend communica- 

tions act, hearings._._----____ 470 

Temperature : 
air and soil profiles, numerical 
forecasting experiment. ~~ 158 
elevated— 
lubrication of corrosion-resistant 
alloy by  halogen-containing 
I Eee ATT OEE ed 1161 


steels and alloys, development 
for gas-turbine construction, 

Ee ee 815 
low, ypeins conditions, selection 
of metals and electrodes for 
welded _ structures, USSR 

RSS SOS 846 
rapid heating, and constant, effect 
on tensile properties of 6A1l— 


4V titanium alloy sheet__ ~~ 1139 
spectrographic measurements in 

earbon-are-powered-air jet__._._ 1153 
wall-temperature ratio. effect on 

turbulent heat transfer at 

Mach numbers from 8 to 5.. 1169 


see also Atmospheric tempera- 

ture—Heat transfer. 
Temperature controllers, resistance 
diode bridge circuit-_-..__ ~~ 
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Tennessee : 
eastern, stratigraphy and uranium 


Entry 


content of Chattanooga shale 719 
GRCEIG TEES DOOR once ensnne~ 5a9 
minerals industry, minerals year- 

| =r 1089 
waste facilities, municipal and in- 

dustrial, 1957 inventory_____ 1284 

Tennesse Valley Authority, forestry 

SINE, deietvunslish-scdsiniebtrerinirmmnenes 1370 

Terrestrial magnetism, see Magneto- 
grams. 
Tertiary period, Rhynchonelloid 

brachiopods, genera_________ 1317 

Testing, see names of substances 
or objects tested. 
Tests, see types, or names of tests. 
Texas: 
agricultural conservation hand- 
ee eee new wn 61 
minerals industry, minerals year- 

ge eae eae 1090 
waste facilities, municipal and in- 

dustrial, 1957 inventory_____ 1287 

Textile machinery, industry outlook 
for 1960 and review of 1959__ 258 
Textiles, industry changes, competi- 

a Se eee 137 

see also names of textiles. 
Thai language, guide______________ 40 
Thailand, roden-infesting anoplura 
(sucking lice) descriptions of 
EEE evecare mane Sal Ae 1195 
Thermal insulation, see Insulation. 
Thermal refining of low-temperature 
IE -cdhnesnataehntidhntidehiiniaibeetaatee ceeteptawneen 1115 
Thermophysical properties of solid 
0 Ee Eee 183 
Thesis, see Dissertations (academic). 
Thomas Range, fluorspar district, 
Pe See es 705 
NN 1340-63 
Timber : 
Government, set-asides in sales, 

SBA hearing and summary ___ 481 
management, 18 years of selection, 

Crossett Experimental Forest_ 136 

Time: 
determining, Zinger’s method_____ 1034 
time, tactics, and technology, sur- 

vey of research and develop- 

ment, 1959 Kermit Roosevelt 

lecture program____________ 201-2 

Timely tips for country elevator 

ERS SE RN ED 543 

Timetable of required reports______ 1038 
Tin, resources, sampling stream 
gravels near York, Seward 

Peninsula, Alaska___________ 1105 

Tires, repair material industry, trade 

| | eae 619 

Titanium : 
alloy sheet, tensile properties_____ 1139 
ductile high-strength castings by 

induction melting__..________ 1253 
production by means of molten 

media electrolysis using solu- 

ble anodes, USSR study______ 1013 
removal from tantalum by ion ex- 

change method, USSR study__ 973 

Tobacco: 
acreage allotments, lease or trans- 

a eee 431 
hornworms on, how to control____ 117 
laws enforced by Alcohol and To- 

baeco Tax Division for law en- 

forcement officers___._______ 745 

Tolls, San Francisco-Oakland Bay 
bridge, use for rail-transit 

crossing, hearing._..._______ 449 

Tool steel, chromium hot work, high 
temperature coatings for cor- 

rosion protection____________ 182 
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Hntry 
Topographic surveying, see Survey- 


ne. F 
food, and processing, expanding 
utilization of radioisotopes 
and nuclear techniques__-__- 217 
J" eS 893 
Toys, industry outlook for 1960 and 
_  ¢ ac 282 
Tracking, see Radar tracking. 
Trade, see Commerce—also names or 
classes of commodities. 
Trade agreements, see Commercial 
treaties. 
Trade marks, see Trademarks. 
Trade practices, tire and tube repair 
material industry__..___.__ 619 
Trade unions, see Labor unions. 
Trademarks, general information, 
1§ 


Tradevman, 3 & 2, Navy training 
ete el Te SRE et a 12 
Traffic, asetean waybill statistics, 
Sin acticin etc incipient aaaneasdntidiancen 
Traffic a a see Air traffic. 
Traffic safety, see Safety of life. 
Trailers, truck, in-transit sprinkling 
of hogs to reduce losses from 
NES ee ee re 128 
Train control devices, statistics____ 766 
Training, see Military education— 
Naval education. 
Trains, see Railroads. 
Trajectories : 
artificial celestial bodies, rules of 
motion, USSR study___--_---_-_ 799 
departure, for interplanetary ve- 
et ne in le th ie ae A 1129 
0 EE Eee 1128 
Transcaucasus, reconnaissance 
SIND sntia-taninietetitunebiinigdntaieunen 1032 
Transient processes in optimal con- 
trol systems, USSR _----~-~~- 900 
Transit time, see Transportation. 
Translating machines, Soviet develop- 
ments in information process- 
ee 768, 771, 783, 806 
Translations, Air Force Department_ 167 
Transmission lines, see Electric lines. 
Transport airplanes, see Airplanes. 
Transport pilots, see Aviators. 
Transportation : 
act of 1958, amendments, hearings_ 469 
agricultural products, transit time 
for rail cars measurement 


nee conference on _ use, 
a Ae Le Saclay 1010 
District as Columbia, Maryland and 
Virginia mass transit compact, 
RC I Eee emer el Saal 442 
Government activities in field of 
regulations, etc. (address) ___ 384 
National Capital region, financial 
and organizational report__—~— 483 
national plan for civil defense and 
defense mobilization________~ 337 
statistics in United States, 1958__ 767 
truck, sprinkling hogs to reduce 
eS Oe 128 
urban, USSR, noise control prob- 
lems, conference Ee | AB aes rand as 954 
see also Travel. 
Travel : 
international, jet passenger service 
eA A A Net 372 
international, U.S. participation__ 665 
joint regulations, change______-_~ 1365 
our visit USA 1960 program (ad- 
ll ae A a A ba la 660 
rights of U.S. citizens, protect, 
RRL A a 467 
Treasury certificates of indebtedness, 
4% percent series C-1960___. 1372 
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nt 
Treasury Department, department af 
0 TET EEL 1372-74 
Treasury notes: 
4% percent, series A-1964____~.-_ 1374 
4 percent, series C-1963------- 1373 
Treaties : 
and other international acts 
EEE SS PERS es eis: 1340-63 
People’s Republic of China, 1957— 
. 58, v. 6-7, table of contents_~ 779 
Trees: 
forest, improvement research in 
eS RR ee ee 691 
planting, strip-mined land in Illi- 
SE RS Saar se oar 690 
SE ee ee 698 
Triangulation, see Surveying. 
Trips, see Travel. 
Tropical disturbances, see Storms. 
Tropical Forest Research Center, 
tropical forest notes_______~~_ 699 
Tropics, corrosion of metals_____---~ 1234 
Tropopause : 
height, changes in vertical tem- 
perature gradients and fluc- 
NS eee ee 965 
map, weather analysis and fore- 
easting, USSR study__-----~- 991 
Truck trailers, see Trailers. 
Trusts (industrial) : 
antitrust laws— 
CO tbetitstncnwboccemuees 405 
milk cooperatives, group bargain- 
ing, exempt, hearings___--~~~ 443 
Tuberculosis in animals : 
eradication, conference proceedings. 95 
State-Federal cooperative pro 
gram, statistical tables, 1959_ 97 


Tubes (inner), see Inner tubes. 
Tucson Magnetic Observatory, magne- 
tograms and hourly values___ 367 
Tuliptree, response of yellow-poplar 
to diammonium phosphate fer- 


ee Ee ees, LES 695 
Tuna fish: 
albacore survey, Northeastern Pa- 
cific, biological observations__ 641 
landings, Hawaiian longline fishery, 
changes, 1948—56__-___----- 629 
precooked, discoloration, study_....§-—«6 25 
Tungsten: 
deposits of New Mexico___-_---~- 1104 
milling and processing___.__---~_~ 1065 


mining methods and costs, Lincoln 
tungsten mine, Wah Chang 
Mining Corp., Lincoln County, 


PAE aS Eee ee 1062 
research in progress, conference.__ 1252 
7 support structures, evalua- 
tion of blast and shock effects_ 222 
Turbines: 
gas, high-temperature steels and 
alloys for construction, metal- 
lurgical achievements in de- 
velopment, USSR study__-~- 815 
steam, industry, outlook for 1960 
and review of 1959__.------- 243 
Turbojet engines, see Engines (air- 
craft) 
Turbulent flow, see Flow. 
Turkey, mutual security in action, 
tt CRG ditiashddtbdtnbaidine 1337 
Turkish language, guide_______----~ 33 
Turkmenian language, guide_____-__ 24 
Typists : 
examination announcements___. 361, 364 
discontinuance notice___._.---- 356 


U 


U.A.R., see United Arab Republic. 

U.N.E.S.C.O., see United Nations Edu- 
cational, Scientific and Cul- 
tural Organization. 
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INDEX 


Entry 


ee 885 
U.S.S.R., see Union of Soviet Socialist 
Rep ublics. 
UAR, see United Arab Republic. 
Ukrainian language guide_____------ 34 
Ultrathermie capacitors -.------,-~- 179 
Undue influence, administrative meth- 
ods to preclude, hearings__--- 440 
Unemployed: 
frictional unemployment, extent 
BE DRE... ncudtieuinions 402 
problems, hearings --..----_---~~ 482 
Unemployment Probleme, Special 
aaa on, Senate, hear- 
TIN scart crinesietesidianismminianasaenaanad 482 
UNESCO, see United Nations Educa- 
tional, ‘Scientific and Cultural 
Organization. 
Union of Soviet Socialist Republics: 
Academy of Sciences— 
abstracts, listing of titles__.._-_ 166 
Institute of Law, report on 
Oe chile. 8 ot beac... 820 
presidium, resolution of expanded 
session held jointly with De- 
partment of Biological Sciences 
and activist group, Jan. 20, 
| EE ie aE SOT Ieee 961 
OD iteciiciticdd dean 832 
all-Union conference on theory of 
pressure variations and proc- 
esses of cyclone and anti- 
eyclone genesis__........_ 968 
antiepidemic and hygienic work in 
AOmny 0nd NAV sucdcsscacncn 854 
atheism, selected Ssauniothons a 770, 
811, 823 
background information on Soviet 
eae ree Bers 157 
biological research of vital phe- 
nomena, importance of use of 
physical and chemical methods, 
SINE xs cniscnikdpanis alia pathaendienpiaiadbise 993 
book reviews— 
American way of life before court 
of materialist psychology and 
Le a 994 
military physicians in World 
War ur! RAE EER Ee <r Sater 979 
new telemetering instruments for 
hydrometeorology______-----_ 966 
Central Institute of Forecasts, 
progress-report session of sci- 
0 UU eee 987 
combined automatic welding of 
eee 847 
commissions on legislative pro- 
posals, draft of legislation 
| re wea ae 833 
communism and science program, 
SS eran em 995 
comparison of systems’ reliability 
in case of redundancy in in- 
dividual components_________ 898 
construction, selected translations_ 928 
CPSU, details about delegates, 
questionnaires, meetings, press 
ES as aN 788 
cybernetics— 
and computers, applications____ 884 
use in transportation and trans- 
port construction, conference ~ 1010 
economic conditions, comparison 
with Soviet economies, papers 
submitted in subcommittee 
ST = 6nddsdibiiedathaitionmne 397 
family budgets, new selective in- 
ett Se 1017 


farm mechanization _....._-_____ 


131 
geodesy, 1925-40, translations._._ 1025-34 
1012 


gerontology problems chalinenentuesanttivare, 
grain export outlook__..--_______ 
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Continued 

great medical encyclopedia, valua- 

ble manual for military physi- 
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tntormntion processing and machine 
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theory and history__-_----~----. 1019 
Military Medical Academy imeni 
Ss. Kirov, history ef chair 
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military translations__._.....--~-- 777 
new laws, characteristic features__ 796 
noise control in urban transporta- 
tion, problems, conference___~ 954 
periodicals— 
medical radiology, translations_ 875 
philosophy, prospectus for next 
es > ~ SOR eer 992 
physicians, advanced training, 
study plans of institutes_.__- 946 
radiation genetics at conference on 
heredity and problems in hu- 
man pathology, report_____-- 1008 
raising well-being of people_____--_ 810 
reconstruction of life on commu- 
nist ix ae lett cape 809 
report o . technical study 
a 131 
rocket engineering._.__...-__-_--_-— 1022 
science and diplomacy... ..--~_--_-~ 865 
scientific and engineering personnel, 
biographical sketches______-_- 1014 
scientific council, main Geophysical 
Observatory, progress-report 
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scientific organization of labor, 
conference report...-._- ~~ 848 
scientific research— 
absorption of radioactive com- 
pounds on fresh surface of ex- 
perimental wounds... __ ~~ 949 
artillery materiel__._........... 819 
atmospheric pressure, method for 
determination of local varia- 
tions from wind information. 985 
bacterial contamination of air in 
closed-type living quarters___ 951 
bacteriophage application in ra- 
diobiological research... __ 860 
biology, achievements in chemis- 
try and physics._........... 981 
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scientific research—continued 
burn auto-antibodies___________ 
emgeletion effect of acoustical 
soden which limit range of error_ 
cortical dynamics among school 
children in connection with 
various physical stresses____— 
crystal growth theory___.--_-- 
cyclones and anticyclones move- 
ment, effect of advection of dif- 
ferent layers of atmosphere__ 
design work accomplished by use 
re A ceomnuapnad digital compu- 
scaalaaban of invarient signs 
of stop (plosive) sounds in 
clipped speech signals______~ 
determination of level of maxi- 
mum wind velocities in various 
parts of jet streams... _.___ 
dynamics of biogeocomplexes____ 
general circulation index as in- 
dicator for zonal and merid- 
ional synoptic processes____~~ 
SE a 
high-temperature steels and al- 
ig for gas turbine construc- 
wee general and public, basic 
trends, 1959-65........_.._ 
hygienic lavage as method of 
disinfecting skin............. 
impulse noise, effect on workmen 
n industry aialeiiianianiiniptecieh LS, 
inertial damped systems__-__-_ 
ionizing radiation— 
certain biochemical = effects 
a SS ree eae 
effect on functional condition 
of cerebral cortex, electro- 
physiological study__..____ 
influence on antigenic prop- 
erties of proteins_________ 
influence on morphology of 
SE, MD i Sietnabaencaranieionstie 
gnome of reactive changes 
Be ee encathr ch daescsnntietremniciiincn 
logic machine designed for relay 
re 
low doses of X-irradiation, in- 
fluence on higher nervous ac- 
tivity and vegetative funce- 
tions of white rats___.._____ 
medical science tasks_.__.._____ 
metallurgy of nickel__._._______ 
microorganisms and heredity___ 
dete tite re 
nervous system senstivity to low 
faaaties Goeses............... 
non-lamellar storage cells and 
batteries of KNB type______- 
nutritional functions during in- 
trauterine period and follow- 
EO” Seer 
oncology, experimental work with 
SR ORO aE Sea 
output device of digital computer 
using magnetic ferrite ele- 
ERS 
ozone problem in atmosphere__~— 
pathogens of certain diseases, ac- 
celerated detection by fluores- 
cent antibody method_____-__ 
penetrating radiation influence 
on higher nervous activity in 
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evaluation of curriculum of 
general-curriculum students_-— 
quantitative estimate of oper- 
ational reliability in auto- 
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school reform and tasks of psy- 
20S EE Eee 971 


stability and viscosity of con- 
centrated ————— in ole- 
ogels of metallic soaps__-- ~~ 958 
stratospheric jet stream in cold 
 & § 0 MEARE 974 
tantalum refining by removal of 
niobium and titanium impuri- 


ties by ion exchange method__ 973 
tasks by hydrometeorological 
a Pt A 989 
Tbilisi Scientific Research Hy- 
drometeorological Institute 
eS ae ee 978 


titanium, production by means 
of molten media electrolysis 


using soluble anodes____---~-- 1013 
transient processes in optimal 
control systems__---.--~--~--~ 900 


weather analysis and forecasting 
by superimposing map of trop- 
opause on AT-300 map------ 991 
wind, thermal intensification_—- 990 
selection of metals and electrodes 
for welded structures operat- 
ing under low-temperature con- 
ON eae ee 846 
2d all-Union conference of oncol- 
ogists, table of contents of 


WOTES ncudsdmassciewidaws 1021 
7 year plan for development of na- 
tional economy _-....------ 959 


socialist legality guiding principle 
in activities of organs of state 
SGT 2. .ccvibictbockbapuwat 798 
whee Tce 869-870, 
872, 876, 889, 891, 893-895, 901, 
904, 912, 920; 926, 930, 932-934, 

936, 938, 940. 
Soviet biochemists visiting USA--- 999 
oe intelligence in Asia, hear- 
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State Hydrological Institute, con- 
ference of scientific council on 
progress of _ scientific re- 
search works, 1958... ..-~-- 985 
statistical coding problems, confer- 
G00. DUNG ccccmndssneens 919 


surveying, basic work done by Cen- 
tral Field Division of VGU in 
. Le es ES”. 102! 
theory on formation of clouds and 
aircraft vapor trails under in- 
fluence of mixing air masses_- 963 
use of automobile air brakes for 
aspirating air through bac- 


terial samplers............. 945 
USSR territorial administrative 
Se sees 828 


work of Bureau of Department 
of Medico-Biological Sciences, 
Academy of Medical Sciences_ 855 
Unions, see Lavor unions. 
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United Arab Republic : 
Commission for Exchange of Stu- 
dents and Professors between 
and U.A.R.,  establish- 
meet, Aereeene...... nano 
parcel post exchange, agreement__ 
surplus agricultural commodities, 
ae Re ae a a 
trade potentials (address)_____-_~_ 
United ingdom, see Great Britain. 
United Nations Educational, Scien- 
tific and Cultural Organiza- 
tion: 
amendments to constitution______ 
U.S. National Commission, 7th con- 
RSE Lat ak Ee 
United States: 


Notre.—For all subjects, 
pertaining to the United 
States, except its govern- 
ment, general history, and 
description, see such sub- 


jects. 
United States Code, see Codes of law. 
United States Court of Military Ap- 
— ie ae Court of Military 
als 
United “Totes Courts, see Courts of 
United States. 
United States Information Agency, 
biographic register_._._.____ __ 
United States Mission to United Na 
tions, biographie register____ 
United States National Commission 
for UNESCO, 7th conference_ 
United States reports, see Supreme 
Court. 

Universities, see Colleges and univer- 
sities. 
Upper atmosphere, 

Uranium : 
content of Chattanooga shale in 
northeastern Alabama, north- 
western Georgia and eastern 
» Te, Ea rae 
contributions to geology of ura- 
nium (series) 
deposits, Park County, Colo__---- 
miners, safety precautions heoasedlsteatielie 
mining methods and costs, Climax 
Uranium Co., salt wash mines_ 
ores, Colorado Plateau_____.___-__ 
resources, Green River and Henry 
Mountains districts, Utah, re- 
gpemei synthesis. ......<cnn--— 
Urdu language, guide___._____.-____ 
Urine, urinalysis, clinical laboratory 
SS ee rae 
Urogenital organs, see Genito-urinary 


see Atmosphere. 


organs. 
USIA, see United States Information 
Agency. 
USSR, see Union of Soviet Socialist 
Republics 
Utah: 
agricultural conservation program 
handbook 
minerals industry, minerals year- 
eee 
uranium resources, Green River 
and Henry Mountains dis- 
ia ctieatintintetediaattin kattldetiatia en 
waste facilities, municipal and in- 
dustrial, 1957 inventory__-~_~- 


Uzbek language, guide_____________ 
Vv 


Valves: 
gas cylinder valve outlet and inlet 
threads, standards___.__.-__ 
gate, water utilities requirements__ 
Vanadium, deposits, Park County, 
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Vapors, see Water vapor. 
aaa — cause, treatment, 
Vv a. fats, see Fats. 
Vegetable oils, see Oils. 
Vegetables : 
commercial fresh market, 1959 an- 
ee ae 
commercial processing acreage, pro- 
duction, ete., 1959 annual sum- 
(Sal Ral ie a 
foreign trade prospects__________ 
es * under quarantine, 1958— 
_ Bah eee a a 
spring, acreage marketing guides__ 
Velocity, wind, determination of level 
in various parts of jet streams, 
I acs ceentieeendinn 
Venezuela, exports and imports, li- 
censing and exchange con- 
I iiceitacthsinacicendibecinindasinediadeatoeniprantatindeie 
Vermont: 
ee conservation hand- 
waster facilities, municipal and in- 
dustrial, 1957 inventory-_____ 
women, legal ees 
Vertical adjustment of instrument 
aerotriangulation by computa- 
tional methods____-_--_-_-___ 


Vessels, see Process vessels—Ship- 
building—Ships. 
Veterans: 
benefits, pension and Bon land 
warrant files in National Ar- 
0 SS Te 
reemployment rights, handbook___ 
Veterans Administration, publica- 
ees 0° eee 
Veterinarians, student trainee, sum- 
mer employment, examination 
cc nl See 
Veterinary medicines, Rumanian ac- 
el + 
Vietnam: 
mutual security in action, fact 
i aR A ac el 
North, educational and cultural 
ae 2 latins 


Vietnamese language, guide 
Virgin Islands, social security tax 
guide for employers-________~_ 
Virginia : 
I ietieietcntmatneasantttilin tiie etiirbenlentnde 
mass transit compact, hearings__~_ 
minerals industry, minerals year- 
_. 4 7) Se 
waste facilities, municipal and in- 
dustrial, 1957 inventory____~_~ 
water resources development by 
Corps of Engineers________--_ 
Virology, see Viruses. 
Viruses, virology, Soviet abstracts___ 
Viscosity, concentrated suspensions in 
oleogels of metallic soaps, 
ee We Uae 
Vitamins, cooked beef content, fac- 
tors influencing-__-...__ ~~~ 
Vocational Division, bulletin._____~_ 
Vocational education, organized oc- 
cupational curriculums, insti- 
tutions of higher education, 
enrollments, etc........... 
Vocational guidance: 
occupational outlook handbook— 
departmental edition___-_.-~~- 
document edition-_______-----~ 
Vocational Rehabilitation Office, re- 
I 
Voprosy filosofii (periodical), prospec- 
tus for next 2 or 3 years__-__~_ 
Voting, hearings before Commission 
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w 
WADC, see Wright Air Development 
Center. 
Wage chronology, see Wages. 


be 
ronology, New York City laun- 
dries, 1953-58 
mmunity surveys, 
™ 1948—June 1959 
company pay for time spent on 
union business— 
departmental edition--..---~__- 
document edition______----___- 
increases, effect on prices, profits, 
roduction, and employment, 
Se ee 
share in manufacturing incomes, 
1947-56, analysis, study paper_ 
wage-price problems in Europe, 
brief interpretive survey____-~ 
Wah Chang Mining Corp., mining 
methods and costs_____---.-- 
Wake (aircraft) : 
wind-tunnel study of 2-dimensional 
base pressure throughout range 
of wake transition__._______- 
Walkways, cattle, aid to coastal 
marsh range conservation___~— 
Walnuts, seeding, rodent repellents 
 { 2] Sener 
War Department, United 
Army in World War II 
Wardrobes, steel, Federal standard__ 
Warfare, see Atomic warfare—Coali- 
tion warfare. 
a 
Warships, naval fighting ships, dic- 
tionar 
see also Destroyers (warships). 


Washington, see District of 
Columbia. 

Washington Metropolitan Problems 
Joint Committee, committee 
2 ee ee eae 

Washington State: 

agricultural conservation hand- 





book__- EEE SEES, IEF 
waste facilities, municipal and in- 
dustrial, 1957 inventory_---_ 
Waste disposal, see Radioactive waste 
disposal—Waste products. 
Waste products: 
industrial, cotton textile industry, 


municipal and industrial waste fa- 
cilities, 1957 inventory— 
ge 
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OS See 
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I 
District of Columbia, Kentucky, 


EE a ee eee ae. 
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Water : 


availability to crops on saline soils_ 
conservation— 
Communist China, progress se- 
lected articles__.......... 
Communist China, techniques 
and progress translations____— 
outlook for development in North 
el en aes 
lessons about value, ete__________ 
power plant conditioning at naval 
shore establishments_____ ~~ 
resources development by Corps of 
Engineers in Virginia 
saline— 
distillation process, use of nu- 
clear energy, study_____---__- 
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Water—Continued 
saline—continued 
optimum nuclear reactor evapo- 
rator process, preliminary de- 
aR SE a 741 
research and development prog- 
eet 740-741 
surface water, records of United 
States Compilation through 
3 MSE 717, 719 
see also Precipitation—also head- 
ings beginning Water. 
Water boiler nuclear reactors, see 
Reactors (atomic). 
Water-borne commerce, see Commerce. 
Water onere, transport statistics, 767 


Water pollution : 

eontroil, municipal and industrial 
waste facilities, 1957 inven- 

tory— 
Ss Bian 
I Me iinnti connsdjimatenanaienas 
Pe ae eee ae 
OE SE EES Sa 
Connecticut, etce___- 
NS EE ea 
District of Columbia, Kentucky, 





REE Re 1283 
SE, “Wei ntcndciinetiowatemseneen 1285 
| i eee 1286 

Water power, Federal power act, Nov. 
> ORES Se ences Re RE oe 2 MR 583 
Water supply: 
fluoridation— 
benefits, etc., statements_____-_- 1292 
proposed alternatives, state- 

| Ta yy ee Se 1292 

Pacific Northwest, average dis- 
charge at selected gaging sta- 

tions and change of storage in 

certain lakes and reservoirs, 

0 SE Se 704 

surface, United States, 1957____~_- 720 
surface waters of U.S., compilation 

of records through Sept. 1950, 

Missouri River basin above 

bk: SO eee 18 

water supply papers-___-_--___~ 717-720 

western U.S., fall summary, 1959__ 1318 
Water systems, IBBM gate valves and 

hydrants, requirements____~- 295 
Water vapor, trails, formation under 
influence of mixing air masses, 

he ee 963 

Waterborne commerce, see Commerce. 
Watersheds, small projects program, 
Pieters intccacdecndenncgeiciahincomnee 447 
Watertown Arsenal, General Thomas 
J. Rodman Laboratory, report. 1253 
Waterways, see Inland waterways. 
Waterways Experiment Station, 
technical reports_____---~- 534-535 
Waukegan, I1.: 
commitment to maintain public 
wharf, transfer to Waukegan 

Port District, hearing____--~-~ 449 

i eS, Se 763 
Waukegan Port District, Ill, land 
conveyance for public wharf, 

EE Since ticiitpniendarenrintebitientes 449 

Waves, see Electric waves. 
Ways and Means Committee, House, 

disability insurance fact book_ 453 

Weapons: 
atomic, fallout from nuclear tests, 
0 ee eae 395 
nuclear, review of potential radio- 
nuclides produced in detona- 

RR re 234 

nuclear tests, radioactivity pro- 

duced up to Nov. 1958__---- 159 

procurement system management, 

ete., study, hearings_..___-- 434 
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Weather : 
analysis and forecasting by super- 
imposing map of tropopause on 
At-300 map, USSR study--._. 991 
effective on earnings and welfare 
ad Maryland migratory work- 


1041 
Ww eather Bureau, technical papers{_ 1391-92 
Weather forecasting: 

by teepensene map superimposed 

on AT-300 map, USSR study— 991 
China meteorological conference 

= dene range weather fore- ons 
mathal ss determination of local 
pressure variations from wind 

information, USSR study_--- 985 
USSR Central Institute of Fore- 


easts, progress-report session 

of scientific council___.___--_ 987 
Weather stations, decadal census, 

I incissiiiscarsitnitcbimattiteaiiets 1389 
Welcome to Lake o’ the Pines, 

ee EE 536 


Weld metals, selection for structures 
operating under low-tempera- 
ture conditions, USSR study— 846 
Welding, combined automatic spher- 
ical tanks, USSR study_-_-~_~- 847 


Welfare work, see Public assistance. 


We're never too young to learn 
ae Se 5 1043 
West (U.S.): 
water supply, fall summary, 1959_ 1318 
West Indies, sailing directions, 
IID sinnieeuuimaninnesandiiiieanaeiianes 722 


West Virginia: 
agricultural conservation program, 
ee Re 65 
mineral industry, minerals year- 
REF ET 1093 
waste facilities, municipal and in- 
dustrial, 1957 inventory__..§. 1283 
Western Europe, see Europe. 
Western States, see West (U.S.). 
Wetlands, see Swamplands. 
Wheat: 
international agreement, 1959__.. 1341 
ee ao a eS 99 
Where are we going in space? (ad- 
| ibaa Se TE SIR 1171 
White-fringed beetles, see Beetles. 
White River and Valley, Batesville, 
Ark. to Mississippi River, map 
folio, announcement____-_---~_ 
Wildlife : 
autumn olive berries furnish food_ 119 
tt ie Ri le 645 
Wildlife refuges: 
mineral leasing act, executive modi- 
pla Rtg Se RR a ce 468 
RR AREAS SEA * 637-638 
see also names of refuges. 
Winds: 
determination of local pressure 
variations, USSR study_---~_- 985 
ee rk ‘jet stream in cold 
alf of year, USSR study_--- 974 
nine intensification, electrody- 
namic analogy, USSR study__ 990 
velocities, determination of level in 
various parts of jet streams, 
RE RIE Ne 964 
Wings (aircraft): 
submerged flat plate, hydrodynamic 
effect of adding upper-surface 
camber, investigation_____~_-_~ 
thin, aerodynamic loading method 
a ee ee 
Wire communication, statistical cod- 
ing problems, USSR conference 
IE scccaeieercscastenintsinareasuienericns 919 
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Wisconsin : Entry 
southeastern, urban-rural area, 
impacts ‘of changes in land use, 
2 ES Se aes 93 
waste facilities, municipal and in- 
dustrial, 1957 inventory_____ 1285 
Women: 
legal status in U.S.— 
IND iccicadiattnsistghbtintahemen ttiichidecrsiciidlis 1393 
FRNOS ripest necemmeinis 1394 
PG ccc ceenn ash tanita 1395 
reproductive organs, cancer______ 1276 
Women’s Bureau, bulletin-_______ 1393-95 
Wood, see names of articles manu- 
factured from wood. 
Woods — Oceanographic Institu- 
on: 
observations, 1956, errata________ 639 
observations, 1957, errata________ 640 


World survey of agricultural machin- 
ery and equipment, Europe__ 294 
World trade, see Commerce. 
World War, 1939-45, United States 
Army in World War II_-_~ 1057-58 
Worms, see Hornworms. 
Wounds, experimental fresh surface, 
absorption of various radioac- 
tive compounds, USSR study. 949 
Wright Air Development Center: 
| ee ee 176-177 
technical reports..............«..-~ 178-184 
Wright aeronautical serial report. 185 
Wright Brothers National Memorial, 
general information ._._._..-__~ 1207 
Writers, see Authors. 
Wrought metals, see names of metals. 


Wuhan, China, work report___.____ 841 
Wyoming: 
minerals industry, minerals year- 
I i ti 1094 
waste facilites, municipal and in- 
dustrial, 1957 inventory__ ~~ 1288 
x 


X-ray photography, see Radiography. 
X-rays: 
emission spectographic analysis of 
high purity rare-earth oxides__ 
low doses influence on higher nerv- 
ous activity and certain vege- 
tative functions of white rats, 
TE I oacastnres teckectdipeeninendiuy 1002 
penetrating radiation influence on 
higher nervous activity in ani- 


1109 





mals, USSR study_---.---~-. 1001 
Y 
Yards and Docks Bureau, technical 
publication NAVDOCKS TP 
ee ee 1396-1402 
Yavapai County, Ariz., copper min- 
ing methods and costs___-_---_-_ 1068 
Yearbooks : 
minerals, 1958— 
area reports— 
departmental edition___._-_~ 1099 
document edition_______----- 429 
fuels— 
departmental edition________-_ 1098 
document edition__._.__------ 428 
metals and minerals except 
fuels— 
departmental edition__.._--~- 1097 
document edition_____-_--__- 427 
a ES VE a ees 737 
Yellow poplar, see Tuliptree. 
Yen-pien Korean Autonomous Chou, 
China, economic geography___ 909 
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Tene MONE =~ nnn hy 
Sa 752 
your Federal income tax----------- S210 4 
. ~ jp eeainea team 1328 | Zinc, mining methods and costs, 
reat State — Piokee mining unit and experi- 
, t and school enrollment mental mining project, Eagle- 
ae 7 tables... ~~ 1042 Picher Co., Tri-State Mines, 
mentally retarded, preparation for Ottawa County, Okla____----- 1069 
ainful employment___----~-- 499 | Zinger’s method, publishing of ephem- 
Youth Fitness, President’s Council, erides of Zinger’s pairs___.-- 1034 
see President’s Council on Zoology, general and _ specialized, 
Youth Fitness. Soviet abstractt......<cce<e~ 894 
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